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THE  COMMISSION-MANAGER  FORM  OF  GOVERNMENT 
AND  ITS  RELATION  TO  THE  ENGINEERING 

PROFESSION. 

Bv  Henry  M.  WAifE,  City  Manager  of  Dayton,  Ohio. 

(Presented  November  i8,  1914.) 

It  gives  me  great  pleasure  to  be  able  to  try  and  explain  in  a 
brief  way  some  of  the  points  which  have  come  up  in  the  working 
out  of  our  new  charter  in  Dayton.  For  cities  of  Dayton's  size, 
it  has  been  somewhat  of  an  experiment  to  the  public  in  general 
and  in  fact  to  the  minds  of  a  great  many  people  who  have  advo- 
cated this  particular  form  of  government.  We  have  avoided 
going  before  the  public  and  attempting  in  any  way  to  advise 
as  to  how  we  have  felt,  believing  that  our  real  duty  was  to  re- 
main on  the  job  and  make  it  a  success  and  then  do  our  talking 
afterwards.  We  feel,  however,  that  now,  after  having  had  it  in 
operation  for  nearly  eleven  months,  we  can  say  very  candidly 
that  it  has  so  far  proved  itself  as  a  practicable  means  of  governing 
cities  of  at  least  that  size.  In  looking  at  it  from  the  point  of 
the  engineer,  it  is  somewhat  difficult  to  draw  any  direct  com- 
j>arison  of  efficiency  until  we  have  completed  our  figures  for  the 
year,  and  I  will  therefore  briefly  go  over  some  of  the  things,  par- 
ticularly our  charter,  with  a  little  of  the  history  leading  up  to 
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that  charter,  and  then  some  of  the  diversified  work  it  is  necessary 
to  do  in  the  running  of  a  city. 

We  all  realize,  of  course,  in  the  first  place,  that  the  more 
efficient  the  government  the  more  efficient  the  employee.  Mr. 
Bryce,  in  **  The  American  Commonwealth,**  says,  **  There  is 
no  denying  that  the  government  of  cities  is  the  one  conspicuous 
failure  of  the  United  States.'*  This  statement  should  not  be 
too  discouraging  because  I  believe  that  we  have  appreciated 
that  fact  and  have  been  for  years  improving  our  municipal  con- 
ditions. In  1876  a  New  York  commission  was  appointed  to 
devise  a  plan  for  the  government  of  cities  outside  of  New  York, 
and  they  suggested  the  following  as  the  causes  of  failure  of  the 
old  forms  of  municipal  government:  First,  incompetent  and 
unfaithful  boards  and  officers.  Second,  the  introduction  of 
state  and  national  politics  into  municipal  affairs.  Third,  the 
assumption  by  the  legislature  of  the  direct  control  of  local 
affairs.  It  hcis  been  some  time  since  we  began  to  realize  that 
the  city  was  a  business  corporation  rather  than  an  integral  part 
of  the  state.  In  1882,  Brooklyn  took  a  step  toward  concen- 
trated power  in  connection  with  concentrated  responsibility, 
by  giving  the  mayor  absolute  appointive  power,  without  the 
confirmation  of  a  council,  of  the  principal  executive  heads  of 
departments.  Mr.  Woodruff  epigrammatically  states,  **  For 
policy  we  must  elect;  for  efficiency  we  must  appoint.**  This 
has  been  the  difficult  step  to  achieve.  It  means  the  breaking 
down  of  the  political  hold  upon  our  municipal  affairs,  the  lessen- 
ing of  the  grasp  of  the  professional  politician  who  works  for  a 
well-oiled  ward  and  precinct  organization  first,  and  efficiency  in 
the  municipal  organization  second.  As  Mr.  Bryce  again  so 
aptly  states,  there  is  a  want  of  method  for  fixing  public  responsi- 
bility on  the  governing  persons  and  bodies.  We  know  from 
experience  that  the  political  appointee's  first  allegiance  is  to  his 
political  machine.  This  tradition  has  shackled  general  advance. 
Our  advance  in  munidpal  affairs,  in  municipal  reforms,  has  been 
made,  up  to  the  last  few  years,  under  the  old  cumbersome  federal 
form.  Personally,  I  consider  that  the  commission  form,  and 
by  that  I  mean  the  direct  commission  form,  is  only  a  develop- 
ment of  the  federal  form,  and  not  a  change,  as  by  it  you  select 
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through  the  ballot  specific  men  for  specific  functions  of  govern- 
ment. The  results  of  this,  of  course,  have  been  partly  good  and 
partly  bad. 

In  many  instances  we  have  been  prone  to  still  further  harass 
and  embarrass  our  municipal  officers  with  laws  and  red  tape, 
all  tending  to  increase  the  cost  of  administration.  We  can  say 
of  American  cities  what  Dante  said  of  his  own  dty,  "  They  are 
like  the  sick  man  who  cannot  find  rest  upon  his  bed,  but  seeks 
to  ease  his  pain  by  turning  from  side  to  side."  Our  failures 
have  been  due,  primarily,  to  the  form  of  government,  and  not 
entirely  to  the  individuals  who  administer  it. 

If  you  will  draw  an  organization  chart  of  the  federal  form 
of  municipal  government  you  cannot  conscientiously  point  to 
the  department  which  is  responsible  for  its  failure.  I  have 
been  somewhat  surprised  to  find  the  complexity  of  the  municipal 
organization  in  Massachusetts.  I  was  in  Springfield  last  night 
and  looked  over  the  organization  chart  drawn  to  represent  the 
present  Springfield  charter.  It  made  the  ordinary  Chinese 
laundry  check  look  like  thirty  cents.  But  take  even  an  ordinary 
form  of  federal  government  in  the  middle  west  where  we  have 
but  the  one  board.  Just  let  your  minds  for  a  moment  draw  that 
chart,  which  would  be  first  the  electorate  and  then  the  one  body 
known  as  the  council.  It  would  also  extend  to  the  mayor  and 
through  each  department  to  the  city  attorney,  the  auditor  and 
the  treasurer,  and  then  the  various  functions  of  the  municipal 
government  beneath;  following  through  your  chamber  or  your 
council,  connect  up  to  the  mayor,  connect  up  again  to  the  city 
attorney  and  the  auditor  and  the  treasurer,  and  you  get  a  com- 
plex organization  that  no  man  would  have  in  his  own  business. 

It  has  been  our  custom  always  to  hold  the  mayor  responsible, 
yet  we  have  absolutely  tied  his  hands  so  that  he  really  has  no 
power  and  no  possibility  for  individuality.  You,  in  your  own 
organizations,  would  not  tolerate  it  for  a  minute,  and  yet  we, 
the  electorate,  have  put  this  kind  of  an  organization  up  to  our 
representatives  of  government  and  expected  them  to  operate 
economically  and  efficiently.  What  man  familiar  with  business 
organization  and  without  political  ambition  would  assume  the 
responsibility  of  running  such  a  municipal  organization?     With 


4  BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 

such  an  organization  and  with  no  power  to  change  it,  who  would 
assume  the  responsibility  of  running  the  Pennsylvania  Railroad, 
especially  if,  in  addition  to  this  limitation,  he  would  be  given 
men  who  must  be  put  into  certain  jobs  and  allowed  only  one 
party  from  which  to  draw  those  men?  To  my  knowledge,  there 
are  instances  where  city  engineers  have  been  told  what  inspectors 
to  put  on  a  certain  piece  of  work  after  the  contract  had  been  let, 
and  you  know  the  answer.  Again  Mr.  Bryce  says,  ''  Many  of 
the  mistakes  which  have  marked  the  progress  of  American  cities 
have  sprung  from  deceptive  conception.  The  aim  was  to 
make  a  city  government  where  no  officer  by  himself  should  have 
power  enough  to  do  much  harm.  The  natural  result  of  this 
was  to  create  a  situation  where  the  officer  had  no  power  to  do 
much  good."  In  years  past,  we  have  laughed  at  that  condition, 
and  it  is  true  that  we  have  tried  in  every  way  possible  by  addi- 
tional laws  to  surround  our  public  officials  in  such  a  manner 
that  they  could  not  do  much  harm.  That  is  the  confidence  that 
we,  as  a  rule,  have  had  in  our  public  officials. 

Municipal  efficiency  depends  upon  the  divorce  of  politics 
from  municipal  affairs.  This  has  been  accomplished  in  Dayton. 
The  laws  of  the  state  of  Ohio  now  allow  cities  to  write  their  own 
charters  —  to  enjoy  home  rule.  Dayton  accepted  the  commis- 
sion-manager form.  Five  commissioners  were  elected  last 
November,  a  year  ago,  on  the  short,  non-partisan  ballot.  They 
were  all  business  men  excepting  one,  who  was  a  laboring  man 
and  a  typesetter.  The  commission  appointed  a  city  manager, 
and  it  is  in  the  manager's  power  to  appoint  the  five  Directors, 
for  the  departments  of  Law,  Finance,  Welfare,  Safety  and 
Service.  The  Director  of  Law,  who  is  the  city  attorney,  was 
on  the  charter  commission  and  had  more  to  do  with  the  drafting 
of  the  charter  than  any  one  else.  He  is  familiar  with  it  in  every 
detail.  The  Director  of  Finance  has  been  connected  with 
various  manufactories  in  Dayton  as  treasurer,  accountant  and 
purchasing  agent,  and  was  a  public  accountant  when  appointed. 
The  Finance  Department  includes  the  Divisions  of  Auditor, 
Treasurer  and  Purchasing  Agent.  The  Director  of  Welfare 
was  a  minister  in  charge  of  a  large  parish,  had  studied  civic 
conditions  in  this  country  and  abroad,  and  was  much  interested 
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in  welfare  work.  He  was  doing  his  greatest  service  to  the 
community  outside  his  church.  He  has  charge  of  the  Divisions 
of  Health,  Recreation,  Parks,  Playgrounds  and  Amusements, 
Charities,  and  all  welfare  work. 

The  Commission  .was  unable  to  recommend  anybody  in 
Dayton  for  the  positions  of  directors  of  Safety  and  Service  and 
strongly  advised  going  out  of  the  city  for  men  to  fill  these  two 
positions.  As  a  consequence,  the  Director  of  Service  was 
appointed  from  out  of  the  city.  He  is  a  graduate  of  the  Massa- 
chusetts Institute  of  Technology,  has  been  connected  with 
municipal  work  in  various  cities,  was  on  the  New  York  Aque- 
duct, has  been  connected  with  municipal  research  work,  and 
was  my  principal  assistant  in  Cincinnati.  He  has  charge  of  all 
engineering,  the  construction,  repairing  and  cleaning  of  streets 
and  sewers,  water-works,  collection  of  garbage  and  ashes,  and 
the  supervision  of  all  public  utilities.  The  duties  of  the  Director 
of  Safety  are  the  charge  of  the  divisions  of  Police,  Fire  and 
Weights  and  Measures.  This  position  has  never  been  filled, 
and  the  city  manager  is  now  acting  Safety  Director,  with  the 
prospect  that  he  will  be  able  in  time  to  develop  material  in 
either  of  those  divisions  suitable  for  the  position  of  Safety 
Director,  and  we  are  very  glad  to  say  that  we  have  been  able 
to  do  this  and  that  such  an  appointment  will  be  made  the  first 
of  the  year. 

From  the  above  it  will  be  seen  that  we  have  been  able  to 
select  men  trained  in  the  particular  position  which  they  were 
called  upon  to  fill.  Furthermore,  I  cannot  tell  you  to-day  the 
political  faith  or  party  of  any  of  the  commissioners  or  of  any 
of  the  directors,  or  any  other  appointees. 

The  commissioners  form  the  legislative  body  and  the 
manager  is  directly  responsible  to  them.  They  are,  if  you  please, 
a  board  of  directors,  and  direct  the  policy  of  the  dty  government. 
They  meet  once  a  week,  passing  all  ordinances,  referring  ques- 
tions which  come  to  th^m  to  the  city  manager  for  investigation, 
action  or  report.  Together  with  the  city  manager,  they  form 
the  board  of  Sinking  Fund  Trustees,  with  the  Director  of  Finance 
as  secretary.  The  directors  of  the  various  departments  are 
held    responsible   for   their  various  departments.     They   meet 
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once  a  week  with  the  city  manager,  when  important  questions 
in  each  department  are  taken  up  and  discussed. 

Draw  a  chart  of  this  form  of  organization  and  compare  it 
with  that  of  the  federal.  In  our  organization  chart  you  have 
the  electorate  going  direct  to  the  commission,  the  commission 
direct  to  the  city  manager,  the  city  manager  direct  to  the  func- 
tions of  the  government.  It  is  the  same  organization  that  you 
would  have  in  any  of  your  own  businesses  or  in  any  corporation. 
In  which  of  these  charts  is  there  the  greatest  possibility  for 
efficiency?  In  our  organization  every  one  knows  that  the  officer's 
or  employee's  retention  depends  upon  his  results. 

By  a  scientific  budget  the  expenses  of  every  department 
under  the  various  divisions  and  subdivisionns  are  absolutely 
fixed,  and  our  expenditures  are  thus  limited  to  actual  income. 
As  an  example  of  what  that  would  mean  in  the  governing  of  a 
city,  we  had  occasion  to  make  an  8  per  cent,  cut  in  all  depart- 
ments this  year;  as  you  know,  in  all  municipal  work,  you  first 
have  to  estimate  your  income,  and  it  is  necessary  of  course  to 
make  your  budget  for  expenses  come  inside  of  your  income. 
There  was  a  falling  off  in  some  of  our  taxes,  and  we  found  in  the 
month  of  July  that  we  would  have  a  decrease  in  our  revenue, 
below  what  we  had  estimated,  of  about  $50  000.  By  the  use  of 
the  scientific  budget  aided  by  our  accounting  system  (and  by  this 
accounting  system  I  can  go  into  the  accountant's  office  to-day 
and  know  exactly  the  balance  in  every  account,  and  at  the  end 
of  each  month  the  head  of  each  department  receives  a  financial 
statement  which  shows  his  original  allowance  in  the  budget,  his 
expenditures  to  date,  and  his  unencumbered  balance),  we  were 
enabled  to  call  in  the  head  of  each  department  and  cut  down 
our  expenditures  $45  000  in  two  days.  The  new  balances  were 
immediately  furnished  to  each  department  and  their  organiza- 
tions were  brought  to  that  new  basis.  I  have  attempted  that  in 
other  cities  where  they  have  a  fairly  good  budget  but  where 
each  department  always  says,  **  Cut  it  off  the  other  fellow." 

To  give  an  idea  of  the  various  activities  which  come  before 
a  city  manager  or  before  the  head  of  any  city  government,  I 
will  run  over  briefly  some  of  the  things  which  we  have  done. 
We  have  had  up  with  the  engineers  of  the  railroads  the  question 
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of  grade  elimination,  the  plans  have  been  prepared  and  we  went 
before  the  people  with  a  referendum  bond  issue  for  the  city's 
portion  of  the  elimination  of  the  grade  crossings.  This  was  a 
somewhat  peculiar  and  a  very  interesting  condition,  because 
the  people  of  Dayton  absolutely  demanded  that  one  of  the  things 
which  the  new  form  of  government  must  do  was  to  eliminate 
grade  crossings.  We  proceeded  immediately  to  get  the  plans 
prepared  and  had  our  estimates  of  the  city's  portion  of  the  ex- 
pense, and  at  our  last  election  put  the  question  before  the  people. 
They  voted  it  down.  In  other  words,  the  people  put  the  re- 
sponsibility on  the  commission.  The  commission  immediately 
returned  the  responsibility  to  the  public,  and  the  public  refused 
to  pass  the  bonds.  Of  course,  the  peculiar  financial  condition 
had  everything  to  do  with  the  failure  to  pass  the  bonds,  but  at 
the  same  time  the  commission  got  the  burden  off  their  shoulders. 

Dayton  has  never  had  a  building  code.  A  board  or  a 
commission  was  appointed,  and  a  code  is  now  being  drafted 
and  will  be  ready  the  first  of  the  year.  Street-car  service  has 
been  improved,  delays  have  been  reduced,  some  re-routing  is 
under  way  to  give  better  service. 

The  curse,  of  course,  of  most  American  cities  is  their  lack 
of  a  comprehensive  planning  system.  Each  one  in  his  own 
subdivision  will  plan  as  he  sees  fit  to  gain  the  most  from  his 
property.  We  have  appointed  a  planning  commission  which  is 
now  preparing  an  estimate  of  what  it  is  necessary  to  do  to  proceed 
cm  a  plan  to  plat  the  city  three  miles  outside  of  its  present  limits. 

The  principal  idea  is  that  the  success  of  any  form  of  govern- 
ment must  ultimately  depend  upon  the  people.  If  the  people 
do  not  become  ^nd  stay  interested  in  that  particular  form  of 
government,  it  will  not  be  a  success;  regardless  of  what  the 
government  is,  it  must  in  the  end  go  back  to  the  people.  So, 
therefore,  the  great  thing  to  accomplish  is  to  keep  the  interest 
of  the  people  as  closely  as  possible  to  the  government,  the  gov- 
ernment all  the  time  giving  the  public  the  benefit  of  everything 
it  is  doing.  So  various  associations  were  formed  to  keep  the 
people  interested.  The  Civic  Music  League  was  one  of  them, 
the  idea  being  to  start  community  music  through  community 
centers.     It  took,  so   rapidly,   however,   and   the   people  were 
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so  interested  in  it,  particularly  the  musicians,  that  they  started 
a  series  of  concerts  for  this  year.  The  form  of  these  concerts 
is  somewhat  unique  and  interesting.  They  are  giving  six  con- 
certs in  Memorial  Hall,  which  will  seat  3  000  people.  The  first 
concert  was  the  Paulist  choristers,  with  the  complete  house 
sold  out  at  three  dollars  and  fiftv  cents  for  the  season  of  six 
concerts.  This  is  a  little  less  than-  sixty  cents  a  concert.  When 
you  realize  that  the  Civic  Music  League  is  bringing  here  such 
artists  as  John  McCormack  and  Alma  Gluck,  as  well  as  several 
very  fine  symphony  orchestras,  you  begin  to  know  what  this 
has  meant  to  Dayton.  A  three  dollar  and  a  half  ticket  is  good 
for  any  seat  in  the  house.  Two  weeks  before  each  event  tickets 
are  sent  in  for  reservations.  If  any  preference  is  expressed,  it 
is  fulfilled  as  nearly  as  possible.  The  Civic  Music  League  has 
sufficient  money  to  meet  all  expenses  in  connection  with  the 
concerts,  with  a  balance  of  $1  500.  Next  year  the  season  tickets 
will  be  reduced  to  three  dollars. 

A  new  traffic  ordinance  has  been  formed  and  put  into  effect. 
An  engineering  firm  has  been  engaged  to  aid  us  in  designing 
methods  of  disposing  of  our  garbage  and  wastes;  we  are  doing 
the  same  thing  with  our  sewerage  system  and  our  water-works. 
That  is,  we  engage  the  best  experts  that  we  can  get  in  the  country 
for  advisers  and  are  proceeding  with  our  plans  on  a  compre- 
hensive scheme  for  the  future. 

We  have  inaugurated  a  plan  whereby  the  prosecutor  holds 
an  informal  court  every  afternoon,  and  settles  a  great  many 
cases  outside  the  police  court.  Women  police  have  been  em- 
ployed. We  have  expedited  our  public  work  by  putting  in  an 
arrangement  whereby  we  can  borrow  money  in  advance  of  the 
assessments,  which  was  never  done  before,  allowing  the  con- 
tractor to  be  paid  as  he  proceeds.  Our  water  system  is  some- 
what antiquated,  being  originally  planned  for  a  city  of  33  000 
people.  We  now  have  a  population  of  125  000.  You  know  the 
result.  A  great  many  of  the  125  000  cannot  be  furnished  water. 
In  one  place  there  is  a  drop  from  58  lbs.  on  one  side  of  the  river 
to  25  lbs.  on  the  opposite  side. 

A  great  many  of  our  sewers  are  inadequate.  All  of  these 
propositions  are  being  worked   out  now  on   a  comprehensive 
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scale,  to  take  care  of  a  population  which  we  figure  will  be  200  000 
in  1930.  Some  of  the  details  of  the  water-works  were  somewhat 
interesting.  We  found  that  cards  had  never  been  made  on  the 
engines,  and  as  soon  cis  we  carded  them  we  increased  the  horse- 
power 30  per  cent.  There  were  other  interesting  things  which 
we  found.  An  inch  and  a  half  steam  connection  for  the  first  to 
the  second  receiver  on  a  triple  was  found  open.  NoLody  knows 
how  long  it  had  been  open.  We  found  in  some  of  the  valves  that 
there  were  unequal  lifts,  there  were  unequal  springs,  and  we 
saved  about  50  per  cent.  There  were  about  50  per  cent,  of  the 
springs  that  obeyed  the  impulse  to  lift  at  the  proper  time. 
There  were  innumerable  things  of  that  kind  which  were  found. 
Our  water  is  obtained  from  wells  and  our  force  pumps  are  the 
suction  pumps. 

We  have  established  a  municipal  garage. 

We  increased  the  budget  of  the  health  department  about 
60  per  cent,  over  that  of  the  previous  year,  and  it  is  very  inter- 
esting, while  this  is  far  from  engineering,  it  gives  an  idea  of  the 
complexity  of  the  questions  that  come  up.  For  example,  in 
the  city  of  Dayton  we  found  that  there  were  three  distinct 
nursing  activities,  two  philanthropic  and  one  municipal.  They 
were  covering  the  same  territory  in  some  parts  of  the  city  by 
three  nurses,  and  some  parts  of  the  city  were  without  any.  All 
of  the  nurses,  both  philanthropic  and  city,  were  brought  together 
in  the  Welfare  Department  and  so  handled  from  that  department 
that  there  is  no  duplication  of  effort,  with  a  decreased  cost. 
There  was  philanthropic  effort  in  playgrounds  and  gardens 
associations,  and  we  found  that  both  they  and  the  city  were 
paying  for  experts.  We  combined  issues,  made  one  large  com- 
mittee, the  city  appointed  part,  the  Playgrounds  and  Gardens 
Association  appointed  part,  and  all  these  efforts  were  brought 
together.  As  a  sidelight,  we  told  the  citizens  that,  if  they  would 
clean  up  some  of  the  vacant  lots  (and  you  will  appreciate  that 
after  the  flood  there  were  a  great  many  lots  covered  with  rubbish 
as  p)eople  cleaned  out  their  yards  into  the  first  vacant  place 
they  could  find),  the  city  would  haul  off  the  rubbish  and  plow 
the  lots,  and  it  was  most  surprising  to  find  that  there  were  four 
hundred   lots   cleaned,  four  hundred   dirty   spaces   turned  into 


10  BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 

gardens,  four  hundred  families  had  fresh  vegetables  without 
any  cost,  and  four  hundred  families  had  a  new  interest  in  life. 
One  garden  that  I  know  of  particularly  was  kept  by  three  children, 
and  in  addition  to  supplying  themselves  and  some  of  their 
neighbors,  they  sold  seventeen  dollars*  worth  of  vegetables  from 
one  lot. 

Workhouse  labor  has  been  employed  upon  the  streets  in 
cleaning  and  in  repairing  and  also  in  our  public  parks. 

We  have  established  schools  for  police  and  firemen  and 
the  fire  department  has  started  inspections  of  buildings.  These 
things  are  undoubtedly  done  here  in  the  same  way,  but  they 
have  not  always  been  done  in  that  part  of  the  country. 

Our  accounting  system  is  exactly  the  same  as  you  would 
have  in  any  private  business.  I  doubt  if  any  of  you  are  familiar 
with  ordinary  accounting  systems  in  cities.  They  have  been 
changed  and  added  to  a  great  deal.  Every  time  there  was  a 
new  function  there  was  a  new  book  opened.  It  is  almost  im- 
possible from  the  books  of  any  of  the  cities  that  I  have  seen  to 
get  information  which  you  or  anybody  else  in  his  own  private 
business  would  demand,  and  that  is  one  of  the  first  things  we 
established  in  Dayton,  —  a  modem  bookkeeping  system.  Par- 
ticular expenses  are  kept  on  unit  bases. 

We  have  diagrams  which  show  the  deadly  parallel,  and 
everybody  is  ranked  on  that  parallel.  There  are  no  political 
debts  to  pay.  Every  man  realizes  that  he  stands  on  his  own 
bottom.  With  our  systems  and  our  diagrams  and  charts  we 
are  able  to  put  the  city  very  close  to  a  business  basis. 

Our  charter  requires  that  the  commission  employ  a  public 
accountant  who  keeps  a  running  check  on  our  books.  You  will 
notice  that  that  is  entirely  outside  of  the  manager's  authority. 

I  think  that  I  have  been  able  to  demonstrate  that  it  is 
possible  to  apply  business  methods  to  the  running  of  a  city  and 
I  believe  that  I  have  shown  that  the  commission-manager  form 
of  government  stands  for  efficiency,  publicity  and  concentrated 
responsibility.  If  you  don't  believe  it,  I  would  ask  you  to 
assume  the  duties  of  a  city  manager.  The  city  manager  is  the 
point  where  every  person  puts  his  finger.  We  have  a  complaint 
station  where  all  complaints  come  in  and  are  distributed  to  the 
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proper  departments,  with  a  counter  check  and  a  follow-up 
system.  I  don't  need  the  follow-up  system.  They  follow  me 
up.  We  try  to  keep  our  office  door  open  all  of  the  time,  and  as 
a  result  ninety  per  cent,  of  my  time  is  spent  there.  This  is  un- 
fortunate in  a  great  many  respects,  but  it  is  working  itself  out, 
I  believe,  admirably.  I  think  when  the  public  finds  that  they 
can  reach  you  they  soon  begin  to  believe  they  don't  need  to. 

You  can  appreciate  from  this  form  of  government  that  it 
is  absolutely  up  to  the  city  manager  to  make  good  or  get  out. 
The  charter  itself  provides  for  a  recall  of  the  city  manager.  I 
do  not  know  why  that  was  put  in ;  I  don't  think  it  was  necessary, 
as  the  commissioners  are  subject  to  recall,  and  I  hardly  think 
that  it  is  necessary  to  subject  an  appointive  official  to  the  recall. 
However,  it  is  in  the  charter. 

As  I  stated  before,  the  city  manager  is  not  hampered  by 
party  or  pull.  It  is  customary,  where  I  have  been,  under  the 
old  forms,  when  a  new  administration  comes  in,  to  clean  the  slate 
absolutely.  I  don't  know  whether  that  is  true  here  or  not,  but 
generally,  if  the  Republican  party  is  in  power  and  the  Demo- 
crats come  in,  everybody  moves  out  the  first  of  the  year.  That 
is  a  principle.  Imagine  running  your  own  business  on  that 
basis,  —  that  is,  every  two  years  change  the  entire  organization! 
How  long  would  it  be  possible  to  operate  a  business  under  such 
management?  WTien  we  took  hold  the  first  of  the  year,  we 
told  everybody  in  office  he  could  continue  in  office,  that  his 
retention  depended  entirely  upon  his  ability  and  efficiency,  with 
the  result  that  we  have  found  a  great  many  good  men,  admirable 
men,  who  are  familiar  with  the  work  and  are  anxious  to  get 
ahead.  Some  of  them  fell  by  the  wayside,  naturally.  They 
have  been  replaced,  with  the  result  that  we  are  building  up  an 
efficient  organization.  As  an  example,  one  of  the  department 
heads  in  the  treasurer's  department  was  behind  in  some  of  his 
work.  I  knew  nothing  of  it,  it  hadn't  come  to  me,  but  some  of 
the  boys  in  the  other  departments  heard  of  it.  They  doubled 
up  from  the  other  departments  in  that  office  at  night  and  brought 
him  up  to  date.  I  never  heard  of  that  before  in  any  other  form 
of  government.  My  experience  has  been  that  they  usually 
quit  with  their  pencils  in  the  air  about  4  or  5  p.m.     I  am  firmly 
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of  the  belief  that  this  particular  form  of  government  is  the  most 
efficient  that  has  yet  been  tried,  and  I  think  I  can  repeat  my 
opening  statement,  that  the  more  efficient  the  government  the 
the  more  efficient  the  employee. 

I  believe  that  the  position  of  city  manager  is  an  opening 
with  immense  possibilities  for  the  engineer.  There  are  now 
twenty-one  cities  governed  by  city  managers.  It  is  a  natural 
position  for  the  engineer.  The  larger  problems  of  American 
cities  of  to-day  are  purely  engineering.  In  smaller  cities,  the 
city  manager  acts  in  the  capacity  of  city  engineer,  and  in  fact 
acts  as  the  head  of  all  the  functions.  There  is,  however,  to  my 
mind,  gentlemen,  a  great  drawback  in  getting  trained  engineers 
interested  in  municipal  work.  They  shrink  from  publicity. 
And  I  will  say  very  candidly  that  if  you  do,  it  is  a  good  game 
to  stay  out  of.  You  have  got  to  make  up  your  mind,  if  you  do 
go  into  this  line  of  work,  that  you  can't  carry  your  feelings  on 
your  sleeve.  It  is  a  good  deal  as  a  man  who  had  been  mayor  of 
Cincinnati  when  I  first  went  there  said  to  me, — "  Waite,  if  you 
have  a  sense  of  humor  you  will  last;  if  you  haven't,  they  will 
drive  you  out  of  City  Hall  in  two  weeks";  and  I  believe  it. 
They  all  have  all  kinds  of  ideas,  and  you  have  to  treat  them  with 
respect,  of  course,  and  you  have  to  let  them  feel  that  you  are 
interested  in  whatever  they  have.  If  it  is  a  new  scheme  for 
reducing  garbage,  or  whatever  it  may  be,  you  have  to  listen  to  it. 
An  engineer,  as  a  rule,  can't  stand  that  kind  of  a  game.  Ap- 
parently he  doesn't  want  to,  he  isn't  trained  that  way.  He 
shrinks  from  publicity,  and  why?  I  have  tried  to  reason  it  out 
in  my  own  mind  and  I  have  come  to  this  conclusion, —  I  may  be 
wrong,  I  may  be  right,  but  I  will  give  it  to  you  as  I  have  reached 
it, —  that  the  engineer  is  given  a  proposition  to  work  out  and  he 
absolutely  retires  to  work  out  that  proposition.  I  suppose  it 
is  fair  to  say  that  seventy-five  per  cent,  of  the  things  which 
engineers  work  out  are  never  made  public,  and  if  they  are  made 
public,  they  are  made  public  by  somebody  else,  some  board  or 
some  committee.  The  engineer  retires  to  work  out  his  propo- 
sition and  then  makes  his  report  in  writing.  I  thought  for  a 
long  time  that  the  trembling  and  the  shaking  of  my  knees  when 
I  had  to  get  up  before  a  body  of  men  and  make  a  proposition 
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was  purely  personal.  But  I  discovered  that  it  was  the  result  of 
having  carried  on  all  my  work  alone,  without  the  thought  of 
ever  having  to  go  before  the  public  to  argue  or  explain  its  details, 
and  there  are  a  great  many  men,  engineers,  who  have  that  same 
feeling.  I  never  will  forget  the  first  time  I  had  to  go  before  a 
board  of  directors  and  explain  a  report.  I  had  written  to  them 
before  but  had  never  had  to  speak  to  them.  And  if  you  will  go 
back  you  will  find  that  in  your  college  training  the  same  was 
true;  you  wrote  everything,  you  never  had  to  speak.  I  think 
a  great  deal  of  the  fault  is  due  to  our  education,  that  the  educa- 
tional institutions  do  not  realize  the  importance  of  the  engineers* 
being  able  to  approach  the  public,  and  it  is  a  detriment  and  a 
handicap  to  the  profession. 

It  hcis  been  quite  pleasing  to  find  that  a  great  many  colleges 
are  now  including  municipal  courses.  We  have  had  in  Dayton 
a  great  many  requests  from  young  men  to  come  and  study  and 
work  with  us  with  the  idea  of  getting  the  benefit  of  that  experi- 
ence. One  of  the  training  bureaus  in  New  York  asked  me  how 
many  men  we  could  take,  and  I  told  him  that  we  could  take 
care  of  two,  with  this  understanding,  that  they  would  give  me 
one  student  who  was  not  professional  and  one  who  was  from  an 
engineering  school.  To  my  mind,  this  particular  field  is  opening 
to  the  engineer  and  I  desired  to  make  that  comparison  between 
the  graduates  of  the  two  types  of  schools.  But  to  our  surprise 
we  found  that  while  the  academic  colleges  had  scholarships  that 
could  be  applied  to  such  work,  none  of  the  scientific  colleges  had. 

There  are,  all  through  the  American  cities,  numerous  me- 
chanical, civil  and  electrical  engineers  who  are  doing  municipal 
work.  The  ordinary  engineer  will  not  go  into  office  in  a  city 
because  he  feels  that  under  the  old  scheme  there  will  be  a  change 
about  every  two  years  (and  good  old  Massachusetts  puts  them 
out  sometimes  every  year),  and  an  engineer  will  not  take  that 
risk.  But  here  is  a  new  field  opening  up  which  is  creating  a 
position  for  him  which  is  made  for  him,  if  he  desires  to  take 
advantage  of  it. 

We  are  being  called  upon  very  frequently  to  recommend 
somebody  as  a  city  manager  somewhere,  and  it  is  pretty  hard 
to  pick  the  material  from  men  who  are  drawn  in  municipal  work. 
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If  the  engineer  desires  to  get  into  this  opening  and  take  advantage 
of  this  new  territory  which  is  rightfully  his,  there  is  going  to  be, 
to  my  mind,  a  wonderful  field.  I  think  it  is  the  opening  of  a 
new  field  for  him,  and  I  believe  the  beginning  of  a  new  era  for 
the  government  of  municipalities. 


DISCUSSION. 

Questions  asked  and  the  answers  given  by  Mr.  Waite. 
Also  discussion  by  Hon.  James  Logan, 

Question:  What  has  been  done  about  flood  prevention  at 
Dayton? 

Answer,  by  Mr.  Waite:  The  flood  prevention  is  under  a 
commission  —  under  a  flood  prevention  board,  and  after  con- 
siderable study  they  agreed  that  the  successful  plan  would  be 
by  retention  reservoirs.  Laws  have  been  drawn  and  passed 
by  the  legislature,  and  the  constitutionality  of  the  bill  has  been 
attacked.  It  has  passed  into  the  Court  of  Appeals  and  has 
now  gone  before  the  Supreme  Court.  The  engineers  are  pro- 
ceeding, however,  with  their  plans  for  their  reservoirs  and  dams 
and  will  have  everything  ready  as  soon  as  the  legal  end  has  been 
disentangled. 

Q,  What  is  the  function  or  scope  of  the  Commission? 

A,  Legislative.  It  is  legislative;  it  is  the  policy  board,  just 
as  a  board  of  directors  would  be.  It  designates  the  policy,  passes 
all  legislation,  and  tells  the  city  manager  what  he  can  do.  We 
work  together  exactly  as  a  board  of  directors  and  the  president 
of  any  large  organization. 

Q.  What  are  the  terms  of  office  of  the  Commission? 

A.  Four  years.  Two  are  elected  every  four  years,  and 
three  every  four  years  —  alternate  years.  The  commissioner 
receiving  the  largest  number  of  votes  is  the  mayor,  who  presides 
over  the  Commission. 

Q.  Does  it  take  three  times  four,  or  twelve  years,  to  change 
the  policy  of  the  Commission? 

A,  No.  On  the  first  election,  two  were  elected  for  two 
years,  the  two  commissioners  receiving  the  least  number  of 
\otes,  so  that  at  the  end  of  two  years  two  more  ^\^ll  be  elected- 
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Q,  What  is  your  term  of  office? 

A,  There  is  no  term  of  office. 

Q.  What  is  the  tax  rate  in  Dayton? 

A.  The  tax  rate  this  year  was  14.4;  next  year  it  is  to  be 
13.6  on  a  one  hundred  per  cent,  valuation. 

Q,  Do  the  commissioners  receive  salaries? 

A,  Yes,  $1  200  a  year;   and  the  mayor  $1  800.- 

Q.  How  much  time  do  they  have  to  devote  there? 

A.  It  takes  one  morning  a  week,  from  9.30  to  12.00,  and 
then  of  course  they  go  around  the  city  if  there  is  anything  of 
particular  importance.  Any  question  of  improvement  which 
comes  up  goes  to  the  Commission,  and  the  Commission  refers 
it  to  the  manager.  We  investigate  and  make  our  report.  If 
it  is  something  of  importance,  we  ask  the  Commission  to  go  out 
and  look  it  over. 

Q,  Do  I  understand  that  the  heads  of  the  various  depart- 
ments are  appointed  by  the  manager? 

A.  Yes;  appointed  by  the  manager,  with  unofficial  approval 
of  the  commissioners. 

Q.  How  do  you  appoint  your  other  subordinates?  Are 
they  confirmed  by  any  civil  service? 

A.  Yes.  We  have  civil  service.  We  take  them  from  the 
list,  but  it  is  quite  different  from  the  federal  form.  Under  our 
civil  service  rules,  they  put  up  the  entire  list.  We  can  select 
any  one  from  it. 

Q.  Doesn't  that  make  it  rather  embarrassing? 

A,  I  don't  call  that  embarrassing. 

Q.  How  do  you  finance  the  repaving  of  the  streets?  Does 
that  come  out  of  the  tax  levy? 

A.  Repairs  come  out  of  current  revenues  and  expenses. 
New  improvements  come  out  of  assessments.   The  city  bears  part. 

Q.  What  part  does  the  city  bear? 

-4.  On  a  street  which  is  being  paved  for  the  first  time,  we 
assess  98  per  cent.  The  city  takes  care  of  the  two  per  cent, 
and  the  intersections. 

Q,  And  they  stand  for  it? 

A,  Yes,  sir.  We  are  not  spoiled  by  as  much  money  as  you 
have  in  this  part  of  the  country. 
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Q.  What  is  the  valuation? 

A.  $165000000. 

Q,  What  is  the  net  debt? 

A,  A  little  less  than  six  million,  $5  763  000. 

Q.  The  city  manager  is  appointed  by  the  Commission. 
Is  he  subject  to  removal  by  them? 

A,  Yes,  sir.     Or  by  recall  of  the  people. 

Q,  What  method  do  you  use  in  assessing  property? 

A.  The  Board  of  Assessors. 

Q,  Is  that  Board  of  Assessors  appointed? 

A,  Appointed  by  the  governor  of  the  state. 

Q,  Then  you  and  your  Board  of  Directors  have  no  power 
over  the  assessors? 

A,  We  have  no  power  over  the  assessing  or  the  tax  rate. 
That  is,  the  assessing  is  done  by  the  Board  of  Assessors  appointed 
by  the  governor,  and  the  tax  rate  is  set  by  the  budget  commis- 
sion. A  budget  commission  is  formed  for  each  taxing  district. 
In  our  district  it  is  comprised  of  the  county  auditor,  the  city 
attorney,  and  our  mayor.  We  have  two  voices  against  one. 
That  budget  commission  takes  its  entire  revenue  and  will  first 
set  aside  the  interest  and  sinking  fund  for  the  debts  of  the  various 
political  divisions,  that  is,  the  county,  the  schools  and  the  dty. 
We  have  to  put  our  budget  before  that  budget  commission  and 
then  they  apportion  what  is  left  to  the  three  divisions.  Of 
course,  the  state  levy  is  always  fixed  and  has  to  be  met. 

Q,  How  are  the  expenses  of  the  schools  met? 

A.  The  School  Board  present  their  budget  at  the  same 
time  that  the  county  and  city  do,  and  it  is  all  met  out  of  the 
one  levy. 

Q.  I  understood  you  to  say  that  the  auditor  was  appointed 
by  the  treasurer? 

A.  By  the  finance  director.  There  is  a  finance  director 
who  has  under  him  the  treasurer,  the  auditor  and  the  purchasing 
agent. 

Q.  Why  is  the  auditor  under  the  same  control  with  the 
treasurer? 

A.  I  can't  see  any  objection  to  it,  with  an  outside  running 
check. 
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Q,  How  are  the  expenses  of  the  School  Department  handled? 

A,  By  the  School  Board  alone. 

Q.  That  is,  the  School  Board  is  a  separate  government 
entirely? 

A,  We  call  it  a  separate  political  division.  We  have  the 
four  political  divisions,  the  expenses  of  which  have  to  be  met 
through  this  budget  commission. 

Q,  Has  the  mayor  any  powers  outside  the  Commission? 

A.  No.  He  says  he  is  the  ''speaking  member.*'  Of 
course,  the  laws  of  the  state  require  a  mayor.  The  signature 
of  the  mayor  is  necessary  on  some  documents,  but  he  has  no 
more  power  or  authority  than  the  rest  of  the  Commission  except 
he  is  its  presiding  officer. 

Q.  Chairman  of  the  Board  of  Directors? 

A .  Not  chairman  of  the  Board  of  Directors,  chairman  of  the 
Commission. 

Q.  How  are  the  commissioners  nominated? 

-4.  By  a  petition,  two  per  cent,  signers. 

Q.  Is  there  any  tendency  of  this  form  of  government  to 
take  over  the  public  utilities?  Do  you  think  this  form  of  gov- 
ernment could  run  a  lighting  station,  say,  as  economically  as  a 
private  company? 

A,  Of  course  I  will  have  to  say  that  I  think  we  can,  but  I 
hope  we  won't  have  to.  We  have  a  water-works,  and  that  is 
enough  for  the  present. 

Q,  What  per  cent,  of  the  voting  population  is  necessary 
for  the  recall? 

i4.  Twenty-five  per  cent,  of  the  registered  voters. 

Q,  You  spoke  of  the  tax  rate.  Is  that  the  same  on  all 
classes? 

A.  The  same  on  all  classes;  there  is  no  classification. 

Q.  When  you  selected  the  first  five  commissioners,  how 
many  were  in  the  running? 

A.  Fifteen. 

Q,  You  said  that  the  one  receiving  the  highest  number  of 
votes  becomes  mayor.  How  does  that  work  out  on  successive 
elections?  I  understand  that  you  elected  two  for  two  years 
and  three  for  four  years.     Is  there  any  change  in  that? 
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A.  The  commissioner  receiving  the  highest  number  of 
votes  at  that  election  when  three  are  elected,  would  be  the 
mayor.  There  is  some  dispute  among  themselves  whether  it 
is  worth  the  difference  in  price  or  not. 

Q.  How  much  money  are  you  going  to  expend  on  your 
new  water- works? 

A.  Our  plans  call  for  an  expenditure  of  one  million  in  the 
next  two  years  and  two  millions  in  sixteen  years. 

Q.  Can  the  Commission  incur  any  bonded  debt  without  a 
referendum  of  the  people? 

A.  Indebtedness  of  the  city  can  be  5  per  cent,  of  the  dupli- 
cate, 2J  per  cent,  of  that  the  governing  body  may  issue  and  the 
other  2J  per  cent,  has  to  be  issued  through  a  referendum,  so  in 
order  to  avoid  using  up  everything  inside  of  our  authority  for 
2J  per  cent,  on  the  large  questions  we  put  up  for  a  referendum. 
Then  there  are  other  complications  in  taxation  there.  There 
are  two  limits  of  taxation,  a  ten-mill  limit  and  a  fifteen-mill  limit. 
We  can't  exceed  fifteen  mills,  and  out  of  the  ten  mills  certain 
expenditures  have  to  be  met  and  the  remaining  expenditures 
from  the  five  mills. 

Q,  What  percentage  of  the  voters  work  for  the  National 
Cash  Register  Company? 

A.  There  seems  to  be  a  great  deal  of  jealousy,  I  find,  in 
Massachusetts,  about  the  National  Cash  Register  Company. 
I  heard  in  Springfield  that  the  city  of  Dayton  was  run  by  the 
Cash  Register,  and  I  suppose  that  is  your  leading  remark.  I 
assure  you  that  it  is  not  true. 

Our  city  registration  for  the  state  election  was  32  000.  I 
find  that  those  proportions  here  in  this  part  of  the  country  are 
somewhat  startling.  In  Springfield,  last  night,  I  learned  that 
with  a  population  of  100  000  (I  think),  they  have  a  registration 
of  16  000.     We,  with  125  000,  have  32  000. 

Q,  How  many  voted? 

A,  Something  over  thirty-one  thousand.  The  National  Cash 
Register  Company  employs  about  five  thousand  people,  a  large 
number  of  whom  are  women,  and  women  do  not  vote  in  Ohio. 

Q,  What  p)ercentage  of  the  city's  yearly  income  is  used  in 
the  school  department. 
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A,  None  of  the  city's  income  is  used  in  the  schools.  The 
schools  this  year  or  next  year  get  about  $415  000. 

Q,  The  total  taxation  is  how  much? 

A.  13.6. 

Q,  WTiat  per  cent,  is  voted  for  the  schools? 

A.  The  schools*  proportion  out  of  that  13.6  was  4.16  on 
$165  000  000. 

Q.  Was  Dayton  the  first  community  that  had  a  city  man- 
ager? 

A .  No,  sir. 

Q.  How  long  had  the  system  been  in  operation  before  Dayton 
took  it  up? 

A,  Staunton,  Va.,  I  think  was  the  first,  and  they  have  had 
it  there  about  four  or  five  years.  I  think  it  was  in  1908  or  1909. 
Then  Sumter,  S.  C. 

Q.  Do  you  find  under  the  city  management  that  you  have 
decreased  the  running  expenses  of  the  city? 

A,  Well,  I  wouldn't  put  it  that  way.  I  will  say  that  we 
have  given  them  more  for  their  money. 

Q.  You  give  them  full  value  for  the  dollar? 

A»  Yes. 

Q,  But  you  have  only  been  running  eleven  months? 

A.  That's  all. 

Q,  Do  you  see  any  reasons  why  that  cannot  be  applied 
to  the  larger  cities  in  the  country? 

A.  I  can  see  reasons,  yes.  I  will  answer  you  the  way  I 
answered  the  New  York  World,  After  I  had  been  in  Dayton 
about  forty-eight  hours,  the  World  wanted  to  know  if  I  thought 
it  was  applicable  to  a  city  the  size  of  New  York,  and  I  replied, 
**  Yes,  if  New  York  is  ready  to  divorce  politics  from  municipal 
affairs  and  keep  them  divorced." 

Q.  How  are  the  police  appointed  ? 

A.  By  civil  service. 

Q.  By  the  Commission? 

A,  By  the  c.ity  manager. 

Q,  Are  there  any  cities  larger  than  Dayton  that  have  this 
form  of  government? 

A,  No,  it  is  the  largest. 
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Q,  Would  you  be  surprised  to  know  that  this  form  of 
government  was  sent  to  two  of  the  leading  Boston  papers  in 
January,   1908,  and  refused  publication? 

A,  Was  it  the  Lockport  plan? 

Q,  No,  this  very  plan.  Would  you  be  surprsied  to  know 
that  this  plan  had  been  sent  to  the  two  leading  Boston  publica- 
tions and  refused? 

yl.  I  am  very  much  surprised. 

Q.  What  has  been  done  with  the  politicians  out  there? 

A,  They  are  marking  time. 

President  Eddy.  —  Gentlemen,  it  is  very  rarely  that  the 
Boston  Society  of  Civil  Engineers,  and  I  imagine  that  it  is 
equally  seldom  that  the  Boston  members  of  the  American  Society 
of  Mechanical  Engineers  or  the  Boston  Section  of  the  American 
Institute  of  Electrical  Engineers  are  honored  by  having  in  its 
audience  present  or  past  mayors,  and  I  know  you  will  be  inter- 
ested to  know  that  to-night  Mayor  Cook  of  Fitchburg,  and  very 
likely  during  a  portion  of  the  evening  other  mayors  with  whom 
I  do  not  happen  to  be  acquainted,  were  present.  I  want  to 
trespass  on  your  time  just  a  moment,  and  I  know  that  you  will 
be  well  repaid  for  staying,  to  present  to  you  a  gentleman  with 
whom  I  have  been  acquainted  for  many  years.  I  haven't  told 
him  I  was  going  to  call  on  him,  but  I  don't  need  to.  He  has 
had  real  experience  in  city  work,  —  Ex-Mayor  James  Logan, 
of  Worcester,  —  and  has  come  down  here  to  listen  to  this  ad- 
dress. I  know  that  he  is  brim  full  of  ideas,  and  that  he  really 
wants  to  say  something. 

Mr.  Logan.  —  I  had  no  thought  when  I  came  here  of 
being  called  on  to  speak.  I  came  here  as  a  humble  learner,  and 
I  have  learned  some  things.  I  have  learned  that  the  politicians 
in  Dayton  are  marking  time.  And  I  will  suggest  that  they  are 
only  marking  time  and  that  we  will  hear  from  them  later. 

It  is  no  easy  position  to  be  the  mayor  or  business  manager 
of  a  city.  Being  the  hired  man  of  165  000  people  like  the  city 
of  Worcester,  for  example,  is  not  an  easy  place,  but  I  want  to 
say  to  you  that,  barring  newspaper  abuse,  I  never  enjoyed  a 
piece  of  work  in  my  life  more  than  I  did  this  service  to  the  good 
city   of  Worcester.     I   was   fortunate  in   some    particulars.     I 
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had  no  political  debts  to  pay  and  I  had  no  enemies  to  punish, 
and  be  it  said  to  the  credit  of  Worcester  that  in  the  four  years 
that  I  was  in  City  Hall,  no  man  who  was  prominent  in  any 
of  my  campaigns  ever  came  to  me  to  ask  a  favor  —  not  one. 
And  after  three  months  hardly  any  one  else  came  asking  favors. 
They  knew  where  to  find  me ;  courteous  I  tried  to  be  always,  and 
I  never  lost  my  temper  but  twice  in  the  four  years.  Once  was 
with  the  manager  of  one  of  the  public-service  corporations.  I 
did  lose  my  temper  then,  but  it  produced  the  result  desired  in 
less  than  forty-eight  hours.  After  I  got  through  being  mayor,  my 
experience  had  not  soured  me,  and  when  I  rode  out  on  a  Sunday 
afternoon,  the  cows  for  five  miles  round  didn't  give  sour  milk. 

One  asset  which  I  highly  prize,  that  I  took  back  into  private 
life,  was  the  friendships  I  made  in  political  life.  I  am  thoughtful, 
and  sometimes  fearful,  for  the  future  of  this  country  when  so 
many  men  like  you  here  (now,  put  the  coat  on,  for  it  fits  you) 
neglect  your  duties  and  do  not  go  to  both  the  caucus  and  the 
polls.  You  haven't  done  your  whole  duty  when  you  simply  go 
to  the  polls  and  vote. 

If  you  don't  do  your  duty,  this  country  has  seen  its  best 
days.  You  men,  engineers,  ought  to  stand  in  the  community 
where  you  are  located  for  the  highest  and  best,  and  do  your 
part  to  save  it. 

Just  one  little  experience  before  I  sit  down.  I  think  it 
was  the  first  month  after  I  became  mayor,  one  of  the  men  in  the 
Board  of  Aldermen  much  desired  a  certain  appointment.  He 
said,  '*  You  understand,  Mr.  Mayor,  that  if  that  don't  go  that 
way  I  shall  object  arid  hold  up  the  appointment."  *'  Well,"  I 
said,  **  that  is  your  privilege  and  your  duty,  but  it  is  my  business 
to  do  the  appointing  and  I  won't  ask  you  to  assume  my  respon- 
sibility; I  will  take  that  myself.  Having  done  my  duty  as  I  see 
it,  it  will  be  up  to  you  to  do  your  duty  as  you  see  it,  and  I  trust 
that  when  we  get  through  we  will  be  just  as  good  friends  as 
before,  even  though  we  may  not  agree  in  this  matter."  **  Well," 
he  said,  **  you  want  to  remember  that  I've  got  some  Scotch 
blood  in  me."  *'  Well,"  I  replied,  "  that  may  be,  and  it's  good 
blood,  and  while  we  are  on  that  subject,  let  me  say  to  you  that 
mine  is  aU  Scotch."     And  there  the  matter  ended. 
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DISCUSSION   OF    THE    MECHANICS   OF    REINFORCED 
CONCRETE  TTNDER  FLEXURE  IN  BEAM  AND 

SLAB  TYPES. 

Mr.  John  R.  Nichols  {by  letter).  —  It  has  been  suggested 
that  there  ought  to  be  some  explanation  of  the  apparent  dis- 
crepancy between  the  steel  stresses  which  the  application  of  the 
principles  of  statics  to  a  flat  slab  floor  design  would  lead  us  to 
expect  and  those  deduced  from  extensometer  measurements  in 
tests.  In  the  writer's  opinion  the  chief  cause  of  this  discre- 
pancy lies  in  the  assumption,  commonly  involved  in  the  applica- 
tion of  statical  principles  to  reinforced  concrete  structures,  that 
the  concrete  immediately  surrounding  the  rods  is  incapable  of 
exerting  tensile  resistance  in  a  direction  parallel  to  the  rein- 
forcement, whereas,  in  fact,  the  concrete  does  act  in  tension, 
materially  assisting  the  steel.  This  opinion  is  supported  by  the 
results  of  tests  on  rectangular  reinforced  concrete  beams.  For 
example,  Morsch*  presents  curves  showing  that  in  a  beam  having 
0.4  per  cent,  reinforcement,  a  load  which,  on  the  assumption  of 
no  tension  in  the  concrete,  should  have  caused  16  000  lb.  per 
sq.  in.  tension  in  the  steel,  actually  produced  less  than  3  000  lb. 
per  sq.  in.,  as  measured  by  extensometer.  In  a  beam  having 
i.o  per  cent,  of  steel,  the  measured  tension  was  8  500  lb.  per  sq. 
in.  for  a  similar  load.  The  only  possible  explanation  for  the  low 
measured  stresses  in  these  beams  seems  to  be  that  the  concrete 
did  in  fact  act  in  tension. 

The  following  table,  computed  on  the  assumption  that  the 
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concrete  acts  in  tension  and  follows  the  same  straight-line  law 

of  stress  distribution  in  tension  that  is  commonly  assumed  in 

compression,  gives  the  tensile  stresses  in  the  steel,  /„  and  the 

maximum  tension  in  the  concrete,  /<,  for  loads  which,  on  the 

assumption  of  absence  of  tension  in  the  concrete,  would  produce 

a  steel  stress  of  i6  ooo  lb.  per  sq.  in.     The  depth  to  the  steel  is 

taken  as  eight  ninths  of  the  total  depth,  as,  for  instance,  in  a 

JE 
9-in.  slab,  and  -^  =  15. 

Table. 


p- 

A 

p. 

O.OOI 

808 

70 

0.002 

1530 

132 

0.003 

2  180 

189 

0.004 

2780 

241 

0.005 

3330 

290 

0.006 

3840 

335 

0.007 

4320 

378 

0.008 

4750 

417 

0.009 

5  180 

455 

O.OIO 

5550 

490 

Other  tests  might  be  cited  to  support  the  evidence  of  the 
Morsch  tests  and  the  table,  to  the  effect  that  concrete  is  capable 
of  assisting  the  steel  through  its  tensile  strength  to  a  marked 
degree. 

The  low  values  given  in  the  table  for  the  maximum  tensile 
stress  in  the  concrete  indicate  that  cracks  are  not  necessarily  to 
be  expected  in  beams  and  slabs  with  low  percentage  of  steel  and 
subject  to  working  loads.  On  the  other  hand,  the  tests  show 
that  the  stress  in  the  steel,  as  measured  by  extensometer,  re- 
mains but  a  fraction  of  the  stress  determined  by  ordinary  com- 
putations long  after  cracks  have  become  visible.  It  should  be 
pointed  out,  however,  that  extensometer  measurements  do  not 
indicate  the  stress  at  any  particular  point  in  a  rod  but  only  the 
average  over  a  considerable  length,  usually  eight  inches.  The 
stress  in  a  rod  at  a  crack  in  the  concrete  may  be  and  probably 
is  much  higher  than  the  average  over  the  eight  inches  of  which 
the  crack  is  the  center.     Extensometer  determinations  of  the 
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steel  stresses  in  flat  slab  floors  are,  of  course,  equally  subject  to 
error  from  this  source. 

On  the  whole,  it  seems  clear  that  the  low  steel  stresses 
reported  from  flat  slab  tests,  so  far  as  they  are  not  due  to  inherent 
defects  in  the  method  of  their  estimate,  are  chiefly  due  to  tension 
in  the  concrete  in  a  direction  parallel  to  the  reinforcement. 

In  order  to  discuss  Mr.  Turner's  paper  with  fairness,  it  .is 
necessary  first  to  attempt  to  state  its  main  thesis  as  nearly  as 
may  be  in  clear  terms.  As  the  writer  views  it,  Mr.  Turner's  con- 
tention, put  into  plain  language,  is  as  follows: 

When  tensile  reinforcement  in  concrete  consists  of  two 
bands  of  rods  at  right  angles  as  in  a  flat  slab  floor,  the  concrete 
interacts  between  the  two  bands  in  such  a  manner  that  the 
tension  in  each  band  relieves  or  reduces  the  tension  in  the  other. 

Mr.  Turner  supplements  this  with  the  assertion,  necessary 
for  its  validity  as  a  factor  in  flat  slab  floor  design,  that  the  tension 
in  the  concrete  incidental  to  the  interaction  mentioned  is  **  in- 
direct,'* and,  unlike  "  direct  '*  tension,  is  not  interfered  with  in 
its  effectiveness  by  cracks. 

The  interaction  of  the  concrete  between  multiple  bands  of 
steel  rods  in  tension  is  best  studied  by  considering  the  simple 
case  of  two  bands,  band  A  and  band  5,  at  right  angles,  both 
bands  equally  stressed  in  tension.  Suppose  that  the  unit  stress 
in  each  band  is/,  (pull  in  each  rod  divided  by  the  cross-section). 
Assuming  for  the  moment  that  the  rods  are  not  subject  to 
lateral   tension  or  compression   upon   their  surfaces,   the  unit 

strain  or  extension  of  the  rods  is  ^, 

The  unit  tension  in  the  concrete  on  sections  at  right  angles 
to  the  rods  let  us  call  /o.  If  this  tension  were  acting  only  in  the 
direction  of  band  A ,  the  unit  tension  in  that  direction  would  be 

-j^,  and,  noting  that  the  extension  of  the  concrete  is  the  same 

as  that  of  the  embedded  steel,  we  could  then  write 

But  in  the  case  we  are  considering  the  concrete  is  subject  also  to 
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equal  stretching  in  the  direction  of  band  B  which  induces  a 
lateral  contraction  in  the  A  direction  measured  by  Poisson*s 
Ratio,  R.    Then  the  actual  unit  extension  in  the  concrete  is  only 

^  (i— U).     Assuming  this  equal  to  the   unit  extension  of  die 

steel,  we  have, 

JEo       I 

•^•"-^' K'  (i^RY 

The  effect  of  multiple  way  reinforcement  in  a  concrete  slab 
as  distinguished  from  one  way  reinforcement  is  thus  merely  to 
stiffen  the  concrete  somewhat.     For  example,  if  we  may  take  R 

as  O.I,  a  commonly  accepted  value  for  concrete,  and  eT  as   15, 

/» 
we  find  that  in  a  flat  slab /o  =  :-=—,  whereas  in  a  beam  we  would 

i3o 
have/o=-=^     The  concrete     in    certain    portions     of    a    flat 

slab  floor  is  thus  capable  of  assisting  the  steel  in  tension  about 
1 1  per  cent,  more  than  the  same  concrete  in  a  beam  or  one  way 
slab,  —  always  provided,  however,  that  the  concrete  does  not 
crack.  It  is  probable  that  this  augmented  assistance  is  actually 
rendered  between  cracks,  but  where  cracks  occur  it  would  still 
seem  desirable  to  provide  steel  enough  to  take  the  whole  tension 
without  assistance  of  any  kind. 

Returning  now  to  the  question  of  lateral  stresses  in  the 
steel  rods,  suppose  the  concrete  is  able  (and  willing)  to  exert 
on  the  surface  of  the  rods  a  lateral  tension  as  high  as  500  lb.  per 
sq.  in.  This  would  induce  a  longitudinal  contraction  equivalent 
to  that  produced  by  a  compression  of  0.3X500  =  150  lb.  per  sq. 
in.,  taking  Poisson's  Ratio  for  steel  at  0.3.  Additional  longi- 
tudinal tension  of  150  lb.  per  sq.  in.  would  then  be  required  to 
restore  the  rods  to  their  original  extension. 

Assuming,  now,  what  is  probably  untrue  and  is  at  best  a 
mere  assumption  open  to  grave  doubt,  that  the  criterion  of 
failure  of  the  rods  is  unit  extension  rather  than  unit  stress,  we 
may  safely  stress  rods  embedded  in  the  above  **  supposed  ** 
concrete  to  16  150  lb.  per  sq.  in.  instead  of  the  16  000  commonly 
permitted. 
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To  sum  up,  the  interaction  of  the  concrete  between  bands 
of  reinforcement  which  takes  place  in  portions  of  a  flat  slab 
floor  renders  the  concrete  some  1 1  per  cent,  stiffer  than  it  would 
be  if  stretched  in  one  direction  only,  and  perhaps  at  the  same 
time  II  per  cent,  stronger.  It  then  gives  11  per  cent,  more 
assistance  to  the  steel  through  its  tensile  strength,  if  it  does 
not  crack.  In  addition,  perhaps  the  strength  of  the  steel  is 
increased  by  something  less  than  one  per  cent. 

It  will  possibly  occur  to  some  that  the  meager  results  here 
extracted  from  the  "  interaction  of  the  concrete  ''  are  hardly 
sufficient  to  explain  Mr.  Turner's  mushroom  designs.  However 
that  may  be,  the  writer,  with  all  due  deference,  would  like  to 
be  shown  the  process  by  which  more  can  be  extracted. 

So  far  as  the  writer  is  aware.  Prof.  H.  T.  Eddy  is  the  only 
person  who  claims  to  have  justified  Mr.  Turner's  designs  of 
flat  slab  floors  on  a  theoretical  basis.  Mr.  Eddy's  success,  how- 
ever, is  due  not  to  consideration  of  concrete  interaction  as  above 
set  forth,  but  to  his  outright  assumption  that  the  reinforce- 
ment of  a  flat  slab  floor  is  equivalent  to  a  uniform  sheet  of  some 
kind  of  homogeneous  substance  as  strong  as  steel  in  tension 
and  possessing  a  Poisson's  Ratio  of  0.5.  He  ignores  the  fact 
that  at  least  twice  the  weight  of  steel  in  crossed  strips  or  rods 
is  required  to  provide  the  same  strength  in  all  directions  as  a 
homogeneous  plate.  On  the  basis  of  such  assumptions  almost 
any  design,  however  inadequate,  could  be  given  an  apparent 
justification. 

Mr.  Turner  states  in  his  paper  the  well-known  fact  that 
in  a  beam  with  uniform  loading  the  positive  bending  moment 
at  the  center  plus  half  the  sum  of  the  negative  bending  moments 
at  the  supports  i^  equal  to  iWL,  Now,  any  portion  of  a  flat 
slab  floor  for  which  the  outer  forces  can  be  determined  may  be 
considered  and  treated  as  a  beam,  and  if  we  select  the  boundaries 
of  such  a  beam  so  that  the  side  edges  are  parallel  and  free  from 
vertical  shearing  stresses  the  load  will  be  uniformly  distributed 
along  its  length  if  the  floor  load  is  uniform  as  is  usually 
assumed. 

Fig.  I  represents  an  interior  panel  of  a  uniformly  loaded 
flat   slab  floor  of  indefinite  extent.    The  portion  of  the  slab 
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marked  out  in  heavy  lines  is  a  beam  of  which  A  and  B  are  the 
sides.  These  sides  are  on  the  center  lines  of  the  columns  and 
the  vertical  shear  thereon  is  evidently  zero.  C  and  D  are  the 
ends  of  the  uniformly  loaded  beam  the  span  of  which  is  h.     The 


Fig.  I. 


writer  considers,   by  the   way,  that  the  proper  value  of  h  is 
Li— |D.*    We  may  then  write 


Mc+M, 


-  +  Me  = 


wLih 


2  -         8     ' 

where  w  is  the  total  load  on  the  slab  per  sq.  ft.     Assuming,  as 


*  Trans.  Am.  Soc.  C.  E..  Vol.  LXXVII,  pp.  1670-1673  and  17JS. 
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we    ordinarily  may  for    an    interior    panel,  that   Jlfo  =  Jlfd,  we 
may  then  write 

There  is  no  escaping  the  conclusion  that,  unless  tension  in 
the  concrete  is  to  be  relied  upon,  steel  must  be  provided  in  the 
top  of  the  slab  at  C  and  D  (of  course,  mainly  near  the  columns) 
and  in  the  bottom  of  the  slab  at  E  in  sufficient  quantity  to  take 
care,  in  the  aggregate,  of  these  bending  moments,  whatever  may 
be  the  proportion  in  which  any  particular  designer  may  wish 
to  distribute  it  between  the  three  locations.  In  the  case  of  rods 
crossing  the  lines  C,  D  and  E  at  right  angles,  the  full  strength 
is  to  be  considered  in  determining  the  moments  of  resistance, 
but  rods  crossing  obliquely  are  to  be  valued  at  the  components 
of  their  allowable  strength  normal  to  these  lines. 

Similarly,  steel  must  also  be  provided  to  take  care  of  the 
positive  and  negative  bending  moments  of  the  slab  considered 
as  a  beam  spanning  in  the  direction  of  the  line  E. 

If  steel  is  not  provided  to  take,  at  allowable  unit  stresses, 
the  whole  tension  incidental  to  these  moments,  it  is  clear  that 
the  concrete  must  assist  in  direct  tension  or  the  steel  be  over- 
stressed. 

Dr.  Henry  T.  Eddy  {by  letter).  —  The  last  two  or  three 
sentences  of  Mr.  Worcester's  letter  argue  apparently  that  because 
it  is  not  clear  how  the  tensile  stresses  in  crossed  belts  can  interact 
in  the  matrix  of  a  flat  slab  in  such  a  manner  as  mutually  to 
diminish  the  stress  of  each  belt  in  the  other,  no  such  thing  exists. 
The  correct  attitude  of  mind  would  seem  to  be  to  inquire  whether 
the  alleged  phenomenon  exists,  and  if  so,  then  to  attempt  to 
discover  its  explanation.  Now  no  one  would  deny  that  cir- 
cumferential stresses  occur  in  a  thin  metal  dome  and  that  by 
their  action  it  is  enabled  to  carry  loads  far  in  excess  of  the  sum  of 
the  loads  which  could  be  supported  by  all  its  meridianal  seg- 
ments acting  independently,  and  that  these  circumferential 
stresses  take  up  and  hold  in  equilibrium  the  radial  horizontal 
thrusts  induced  by  the  load  and  acting  at  right  angles  to  the 
circumferential  stresses.  Moreover,  they  are  neutralized  at  the 
different  levels  in  the  dome  where  they  arise  and  are  not  propa- 
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gated  to  the  bottom  of  the  dome  as  they  are  when  each  segment 
acts  as  an  independent  arch. 

Neither  will  any  one  conversant  with  the  action  of  an  ex- 
tended thin  plate  supported  on  crossed  girders  or  rows  of  columns 
in  rectangular  array  deny  that  it  develops,  under  load,  circum- 
ferential tensions  about  the  supports  and  about  the  panel  cen- 
ters that  enable  it  to  carry  much  greater  loads  than  the  aggregate 
of  all  the  loads  it  could  support  when  it  resists  flexure  simply  as  a 
beam  or  as  a  number  of  beam  strips.  If  such  be  the  fact,  as  it 
is,  then  no  beam  strip  theory  will  apply  to  such  a  structure  or 
furnish  principles  for  its  correct  design.  In  the  plate,  as  in  the 
dome,  the  circumferential  stresses  about  panel  centers  prevent 
the  propagation  of  moments  and  stresses  radially  toward  the 
supports  by  holding  the  radial  stresses  in  equilibrium,  thus 
making  the  horizontal  stresses  in  this  part  of  the  plate  self- 
contained  and  thus  reducing  to  a  considerable  extent  the  amount 
of  metal  which  would  otherwise  be  required.  A  similar  action 
occurs  about  the  supports.  The  reality  and  surprising  excess 
of  strength  and  stiffness  of  a  plate  over  a  beam  can  be  very 
readily  demonstrated  by  a  very  simple  experiment. 

Take  a  sheet  of  ordinary'  8-in.  by  ii-in.  writing  paper,  which 
will  not  support  its  own  weight  as  a  beam  between  supports 
5  in.  apart.  Lay  it  upon  four  equal  spools  5  in.  apart  and  place 
two  light  strips  of  wood  across  the  sheet  at  mid-spans  of  the 
spools  in  the  form  of  a  cross.  The  paper  will  support  a  load  of 
several  ounces  in  this  manner,  thus  exhibiting  a  phenomenon 
entirely  different  from  beam  action,  which  may  be  properly 
designated  as  plate  action.     It  exceeds  beam  action  many  fold. 

Now  a  properly  reinforced  flat  slab  imitates  plate  action 
sufficiently  to  take  advantage  of  the  same  kind  of  circumferential 
stresses.  It  does  more  than  this  because  it  introduces  the 
reinforcement  in  larger  amounts  where  the  stresses  are  more 
severe  and  in  less  amounts  where  not  needed,  thus  effecting 
economy  as  compared  with  a  uniform  plate.  That  the  flat 
slab  does  really  imitate  plate  action  in  the  manner  just  described 
is  the  only  possible  explanation  of  the  results  of  innumerable 
load  tests  of  flat  slabs  in  which  slab  deflections  have  been  ob- 
served as  well  as  the  results  of  the  few  extensometer  tests  which 
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have  been  published.  It  is  only  on  this  basis  that  any  one 
has  attempted  to  discuss  the  mechanics  of  slabs  to  obtain  rational 
formulas  in  any  accordance  with  tests. 

A  circumferential  cantilever,  as  the  term  is  employed  in 
Mr.  Turner's  paper,  is  that  part  of  a  flat  slab  over  and  around 
a  support  where  actions  are  called  into  play  by  negative  bend- 
ing moments  like  those  developed  in  a  thin  metal  plate  when 
similarly  situated.  The  difficulty  which  Mr.  Worcester  ex- 
periences in  seeing  how  it  is  possible  that  reinforcement  well 
disseminated  through  the  concrete  can  cause  the  slab  to  act 
like  a  plate  is  due  to  an  insufficient  realization  of  and  failure  to 
recognize  the  important  and  dominating  rfile  which  the  concrete 
plays  in  binding  the  entire  fabric  of  the  structure  together  so 
reliably  that  it  will  act  as  a  unitary  monolithic  sheet  in  which 
radial  and  circumferential  stresses  occur  much  as  they  would  in 
a  homogeneous  plate  regardless  of  the  directions  of  the  various 
reinforcing  rods  in  case  they  are  sufficiently  disseminated*  He 
would  perhaps  be  willing  to  admit  that  for  very  small  loads 
this  might  possibly  be  true,  but  not  for  working  loads.  What  we 
assert  is  that  it  still  holds  up  to  double  the  working  load,  when 
the  elongations  of  the  steel  show  msiximum  unit  stresses  up  to 
20000  lb.  Under  these  circumstances  the  statement  does  not 
hold  which  Mr.  Worcester  evidently  regards  as  axiomatic,  viz., 
**  The  total  tensile  stress  cannot  exceed  the  total  capacity  of  the 
reinforcement,"  because  by  the  words  "  total  tensile  stress  " 
is  meant  the  tensile  stress  computed  on  the  principle  of  moments 
as  found  in  beam  structures.  It  would  be  just  as  logical  to 
insist  that  a  metal  dome,  which  is  a  self-contained  structure, 
must  necessarily  exert  the  same  horizontal  thrust  as  an  arch. 
Tensile  stresses  in  crossed  reinforcing  rods  coact  through  the 
concrete  in  such  a  manner  that  each  reduces  the  intensity  of 
the  other,  but  not  in  such  a  manner  as  is  assumed  by  Mr.  Nichols 
in  his  calculations.  The  coaction  is  by  means  of  the  bond  shear 
on  the  surface  of  the  rods  which  causes  lines  of  stress  in  the  con- 
crete both  of  tension  and  compression  in  directions  at  45  de- 
grees with  the  rods,  and  not  by  direct  lateral  tension  in  the 
concrete  in  directions  perpendicular  to  the  rods.  These  are  two 
entirely  different  kinds  of  actions  and  have  nothing  in  common, 
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as  will  be  seen  by  reference  to  **  Concrete-Steel  Construction," 
Part  I,*  pp.  121-133.  It  is  well  known  that  the  bond  in  slabs 
remains  intact  under  loads  far  beyond  tensile  loading,  and  is 
consequently  dependable  whether  we  regard  that  as  due  to  the 
indirect  tensile  stresses  at  45  degrees  which  tie  the  crossed  rods 
together,  or  to  the  indirect  compressive  stresses  by  which  the 
crossed  rods  mutually  support  each  other.  However  that  may 
be,  the  reality  and  dependability  of  such  coaction  is  unquestion- 
able. 

It  does  not  appear  that  the  discrepancy  between  the  statical 
moments  of  the  applied  loads  and  the  moments  of  resistance  of 
the  reinforcing  steel  can  be  largely  accounted  for  by  considering 
the  tensile  resistance  of  the  concrete  acting  parallel  to  the  rein- 
forcement, as  is  the  opinion  expressed  by  Mr.  Nichols.  While 
the  facts  adduced  in  support  of  his  opinion  are  incontestable, 
they  are  entirely  inadequate  to  establish  the  validity  of  any 
such  explanation  of  this  discrepancy,  because  the  discrepancy 
still  exists  at  loads  so  large  as  to  preclude  the  possibility  of  any 
large  assistance  from  concrete  in  direct  tension.  The  phenomena 
which  are  under  discussion  have  reference  in  general  to  observa- 
tions at  double  the  design  load  with  unit  stresses  in  the  steel  of 
16  000  lb.,  and  more  where  direct  tensile  stresses  in  the  concrete 
cease  to  be  of  material  assistance  to  the  reinforcement.  More- 
over, it  is  questionable  whether  Mr.  Nichols*  argument  respect- 
ing the  unreliability  of  extensometer  measurement  where  tension 
cracks  exist  in  the  concrete  is  valid,  because  just  such  measure- 
ments as  he  objects  to  as  unreliable  have  shown  excellent  agree- 
ment between  computed  and  observed  steel  stresses  in  heavily 
loaded  beams. 

Mr.  Nichols  states  that  **  any  portion  of  a  flat  slab  floor 
for  which  the  outer  forces  can  be  determined  may  be  considered 
and  treated  as  a  beam,"  and  he  evidently  regards  it  as  a  self- 
evident  truth.  Such,  however,  it  is  not,  as  both  theory  and 
test  show  its  incorrectness.  Just  as  well  say  that  a  dome  may 
be  considered  and  treated  as  an  arch  as  to  say  that  a  plate  or  a 
slab  may  be  treated  as  a  beam.    To  be  sure,  it  can  be  done  on 


♦  Eddy  and  Turner,  Minneapolis.  1914.    This  book,  the  gift  of  Mr.  Turner,  may  be  seen 
at  the  library  of  the  Society.  —  Ed. 
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paper,  and  has  been  done,  but  of  what  use  is  it  to  do  it?  No 
results  even  approximately  correct  can  be  arrived  at  by  the 
process.  The  first  requirement  of  applied  mechanics  is  that  the 
assumptions  used  shall  include  the  predominant  phenomena. 
Beam  theory  will  not  do  this  for  slabs.  But  beam  theory  is 
evidently  so  ingrained  in  the  warp  and  woof  of  engineering 
mathematics  that  it  is  perforce  used  whether  it  applies  or  not. 
It  is  the  old  question  of  whether  the  world  moves  or  not  in  a 
new  guise. 

It  may  be  observed  that  in  this  and  other  discussions  on 
slabs  those  engineers  who  have  had  occasion  to  know  the  facts 
at  first  hand  by  actual  test  and  construction  are  perfectly  aware 
that  there  is  a  wide  discrepancy  between  any  deductions  from 
beam  theory  and  floors  as  actually  constructed,  and  so  hesitate 
somewhat  to  express  definite  opinions  on  theoretical  questions 
at  variance  with  those  facts.  Many  others  seem,  however,  to 
have  no  such  hesitation. 

Mr.  Thompson  has  taken  occasion  to  refer  in  his  discussion 
of  this  paper  to  my  recent  paper  on  **  Steel  Stresses  in  Flat 
Slabs,*  in  which  all  the  available  extensometer  tests  of  flat 
floor  slabs,  five  in  number,  were  compared  with  the  values 
computed  by  my  formulas,  both  as  to  steel  stresses  and  deflec* 
tions.  In  a  previous  paper,t  the  results  of  a  comparative  test 
of  two  experimental  slabs  were  given,  one  of  them  built  on  the 
mushroom  type.  This  last  and  two  of  the  five  preceding  slabs 
were  of  the  mushroom  type  and  the  other  three  of  similar  design. 
The  stresses  and  deflections  observed  at  test  load  showed,  as  the 
result  of  scores  of  measurements,  astonishing  agreement  between 
the  computed  and  observed  results,  as  any  one  can  see  by  examin- 
ing the  papers  referred  to.  At  working  load,  however,  there  was 
a  single  rod  showing  an  abnormal  unit  stress  of  22  400  lb. 
against  a  computed  maximum  stress  of  19  500.  The  reason  for 
this  divergence  was  perfectly  well  known  and  clearly  stated,  but 
on  the  basis  of  this  single  observation  Mr.  Thompson  asserts 
that  stresses  obtaiined  by  my  formulas  did  not  agree  within  50 
per  cent,  with  the  actual  stress,  a  palpable  misstatement  which 


♦  Trans.  Am.  Soc.  C.  E..  Vol.  LXXVII,  pp.  1338-1453  (1914). 
t  Enginttring  News,  Vol.  69,  pp.  634-628,  March  27, 1913. 
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any  one  who  will  take  the  trouble  to  read  the  entire  discussion 
referred  to  will  find  inexcusable,  for  Mr.  Thompson  omits  all 
reference  to  the  extensive  additional  data  from  another  test 
which  was  presented  by  me  in  my  closure  of  the  discusdon  to 
which  he  refers,  which  showed  conclusively  that  his  contention 
as  to  the  inapplicability  of  my  formulas  was  without  foundation. 
Nevertheless  he  has  here  repeated  his  original  statement  after 
it  has  been  shown  to  be  without  any  sufficient  foimdation.  The 
observed  stresses  and  deflections  at  test  load  were  in  good  agree- 
ment with  computed  values. 

Mr.  Thompson  further  asserts  twice  in  one  sentence  that  my 
formulas  were  based  upon  the  test  to  destruction  of  the  experi- 
mental slab  above  referred  to.  There  is  no  foundation  whatever 
for  this  assertion  and  it  is  not  in  accordance  with  the  facts,  as 
any  one  will  become  convinced  who  will  follow  their  deviation 
from  the  general  differential  equations  of  plates  as  given  in  my 
books.  Not  only  is  the  statement  incorrect,  but  it  shows  that 
Mr.  Thompson  does  not  himself  understand  how  they  are  estab- 
lished. They  are  not  based  on  any  t?ests  whatever  any  more  than 
ordinary  beam  theory  is  based  on  tests.  The  theory  is  developed, 
and  then  since  tests  show  a  good  agreement  with  its  deductions, 
the  theory  is  confirmed  thereby.  The  same  is  true  of  the  slab 
theory  advanced  by  me.  It  was  applied  to  the  test  results  of  the 
experimental  slab,  just  as  it  was  to  other  tests.  The  remarkable 
thing  about  it  is  that  these  theoretic  formulas  which  have  been 
compared  with  numberless  other  tests  should  have  been  found 
to  be  in  such  good  agreement  with  that  test  also,  in  which  stresses 
and  deflections  were  observed  under  a  much  wider  range  of 
loads  than  usual,  and  in  a  slab  which  was  not  an  integral  part 
of  a  continuous  floor,  but  under  circumstances  which  Mr.  Thomp- 
son criticises  so  adversely.  This  would  seem  to  be  an  argument 
to  confirm  our  confidence  in  the  wide  applicability  of  these 
formulas  rather  than  otherwise. 

Whether  Mr.  Thompson  regards  the  stresses  in  the  North- 
western Glass  Co.  slab  as  excessive  or  not  has  nothing  whatever 
to  do  with  the  question  at  issue.  The  question  is  this;  Do  the 
concordant  mathematical  theories  and  formulas  developed  by 
Mr.  Turner  and  by  myself  show  a  good  accordance  with  experi- 
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ment,  and  are  they  founded  on  correct  mechanical  considera- 
tions or  not? 

It  is  not  a  fact  that  there  is  any  material  divergence  between 
test  results  and  those  computed  by  us,  although  Mr.  Thompson 
has  attempted  to  assert  otherwise.  That  question  may  be 
safely  left  to  any  competent  unbiased  reader.  The  other  ques- 
tion as  to  the  cogency  and  correctness  of  the  mechanical  con- 
siderations adduced  as  proof  of  the  formulas,  is  the  one  open  to 
discussion.  Professor  Johnson,  while  he  entirely  rejects  the 
reasoning  proposed  in  support  of  them,  hazards  the  opinion  that 
if  they  are  in  agreement  with  test,  **  they  may  be  in  essence 
merely  empirical  formulas."  Considering  the  question  from 
the  standpoint  of  the  probabilities  in  the  case,  it  can  be  said 
that  a  single  theory  which  embraces  at  once  both  stresses  and 
deflections  throughout  the  slab  would  have  infinite  chances 
against  its  agreement  with  a  wide  range  of  tests.  It  might  be 
possible  to  obtain  an  empirical  formula  for  deflections  and  an 
independent  one  for  stresses  when  it  would  be  impossible  to 
derive  either  from  the  other.  On  the  theory  of  probabilities  it 
will  consequently  be  necessary  to  find  some  other  explanation 
than  that  given  by  Professor  Johnson. 

Mr.  C.  a.  p.  Turner  {by  fe//er).*  — The  fact  that  the 
writer's  effort  to  treat  in  some  detail  the  mechanics  of  reinforced 
concrete  under  flexure  in  beam  and  slab  has  aroused  the  interest 
indicated  by  this  discussion  is  gratifying  indeed.  As  a  designer 
of  structural  steel  for  many  years,  the  writer  fully  appreciates 
the  enigma  presented  by  reinforced  concrete  to  any  member  of 
the  profession  who  has  tried  to  consider  its  action  by  the  usual 
mode  of  reasoning  which  is  adapted  to  structural  steel  but  not 
to  concrete. 

Mr.  Worcester's  criticism  of  the  writer*s  effort  as  a  labored 
one  is  undoubtedly  justified,  since  the  writer's  work  has  been 
along  the  line  of  originating  new  ideas  and  putting  them  to 
commercial  use  rather  than  in  presenting  them  to  others  in  the 
finished  style  of  a  pedagogue. 

Since  presenting  the  paper  under  discussion,  the  writer's 


♦.Author's  closure. 
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ideas  of  the  mechanics  of  bond  shear  have  been  elaborated  more 
fully  with  the  assistance  of  Dr.  Ekidy  in  a  treatise  on  the  ele- 
mentary principles  of  concrete-steel  construction,*  a  copy  of 
which  is  presented  to  the  Society  herewith  for  the  convenience 
of  those  who  wish  to  pursue  the  matter  further  than  the  limits 
of  this  discussion  will  permit. 

Mr.  Martin  has  answered  Mr.  Worcester  as  to  the  equality 
of  radial  and  circular  stress  in  the  circumferential  cantilever 
with  square  panels.  The  mathematical  proof  will  be  found  in 
the  treatise  above  mentioned  in  Chapter  IV. 

Some  ten  years  ago  the  writer  found  it  necessary  to  de- 
termine what  the  deflection  of  continuous  beams  and  slabs  would 
be  under  test  loads  from  two  to  two  and  one-half  times  the  mag- 
nitude of  the  working  load,  because  building  departments  and 
engineers  demanded  some  guarantee  of  the  specific  limits  of 
deflections  in  the  work  he  was  designing.  In  the  course  of  five 
years  of  continuous,  careful  observation  of  such  deflections  and 
tabulation  of  the  results,  not  only  in  work  designed  by  himself, 
but  in  that  designed  by  others,  and  on  different  systems  and 
with  no  preconceived  ideas  or  theoretical  prejudices  to  warp  his 
judgment,  the  writer  derived  the  following  formula,  published 
by  him  in  1909: 

WP  (i) 

7  000  (1414)'  Si4,A\ 

for  a  square  continuous  panel  supported  on  columns,  and 

WP  (2) 

5000   Xiji^ 

for  the  deflection  of  the  continuous  beam  under  test. 

In  formula  (i),  /  is  the  diagonal  span  of  the  square  panel, 
and  in  (2),  /  is  the  span  of  the  beam  center  to  center  of  supports 
respectively;  A,  the  deflection;  W^  the  total  load;  2^4 s,  the 
right  cross-section  of  the  steel  at  mid-span  running  from  sup- 
port to  support;  A,  the  distance  from  the  center  of  this  steel 
to  the  top  of  the  slab. 

The  relation  between  the  two  formulas  shows  that  the  de- 
flection of  the  continuous  beam  is  3.959  times  as  great  as  the 

♦"  Concrete-steel  Construction,"  Eddy  and  Turner. 
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deflection  of  the  continuous  slab  supported  on  posts,  while  the 
theory  of  work,  taking  into  consideration  the  difference  in  the 
mechanics  of  the  two  structures,  makes  one  deflection  in  round 
numbers  four  times  the  other,  an  excellent  agreement  of  theory 
and  experiment  well  within  the  limits  of  errors  of  observation. 

The  knowledge  of  the  profession  at  large  as  to  the  deflection 
of  concrete  floors  at  the  time  this  five-year  investigation  was 
finished  may  be  illustrated  by  the  writer^s  experience  in  furnishing 
the  design  for  the  John  Deere  Plow  Company  building  at  Omaha, 
in  1908.    At  that  time  the  writer's  standard  flat  slab  construc- 
tion W21S  the  only  one  known  commercially,  and  notwithstanding 
the  fact  that  he  had  up  to  that  time  erected  several  scores  of 
buildings  and  published  numerous  general  articles  describing  them, 
the  construction  was  new  to  the  profession.     The  owners  of  the 
building   consequently   called    in    Professor   Talbot   of    Illinois 
to  report  on  the  construction.     After  in\  estigating  a  number  of 
these  buildings,  such  as  the  heavy  stock  house  for  the  Hamm 
Brewing  Company,   the  great   Lindeke  Warner  building,   and 
others.  Professor  Talbot  was  satisfied  that  such  a  construction 
could  be  put  up  to  carry  the  loads  safely.     In  his  well-kncwn 
broad-gaged  style  he  made  no  pretense  of  being  able  to  compute 
its  strength  or  deflection,  but  simply  advised  the  owners  to  get 
a  bond  from  Turner  for  fifty  thousand  dollars,  guaranteeing 
both  its  strength  and  deflection  under  load.     The  writer  had 
stated  what  the  deflection  would  be,  and  he  was  asked  to  guaran- 
tee exacdy  what  he  figured  it  to  be.       The  writer  furnished  the 
bond,  the  building  was  tested,  the  deflection  was  in  accordance 
with  the  guarantee  and  no  injury  to  the  construction  was  ap- 
parent nor  any  overstress  in  evidence  under  a  load  of  double  the 
working  load. 

In  the  following  year  these  formulas  were  given  to  the  public. 
Since  their  publication,  hundreds  of  tests  have  been  made  which 
confirm  their  substantial  accuracy. 

For  the  rectangular  panel  in  which  Li  is  the  long  side  and  L2 
is  the  short  side,  (i)  reduces  to  the  following  approximate  formula 

^~7  000  iA,¥ ^^^ 
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A  general  and  somewhat  more  accurate  empirical  formula 
may  be  written  covering  both  the  continuous  beam  and  the 
continuous  four-way  slab  supported  on  columns  either  uith 
square  panels  or  with  rectangular  panels,  as  follows: 

^. «z —    —  :. (4) 


[4  99O+Vio'~(/-L0](^2:J  ^•** 


This  formula,  when  l=Lu  in  other  words,  when  we  have 
parallel  reinforcement,  reduces  to  substantially  the  f)revious 
empirical  formula  (2)  for  continuous  beams.  When  i=  1414  Lu 
it  reduces  substantially  to  formula  (i).  When  Li  is  greater 
than  /  and  Li  is  less  than  1.25  L«,  the  general  formula  gives  a 
value  substantially  the  same  as  (3),  but  gives  deflections  in- 
creasingly greater  as  L\  becomes  greater  than  1.25  L2,  This 
formula  furnishes  a  convenient  method  of  investigating  the 
effect  on  the  deflection  of  varying  the  angle  at  which  bars  cross  at 
mid-span.  This  general  formula  agrees  substantially  both  with 
the  theory  of  work  and  with  experimental  results,  and  furnishes 
a  ready  means  of  investigating  the  effect  of  the  differences  in 
obliquity  of  the  angle  of  crossing  of  diagonal  belts  upon  the 
deflection. 

The  reason  for  this  marked  difference  in  the  relative  de- 
flection of  rectangular  and  square  panels  is  made  clear  by  the 
method  employed  in  arriving  at  the  ratio  of  four  for  a  square 
panel  as  compared  with  a  beam.  In  the  square  panel  the  circular 
stresses  do  not  affect  the  vertical  geometry  of  the  slab,  while  in 
the  rectangular  panel  the  circular  lines  of  principal  stresses  in 
the  square  panel  become  elliptical  and  those  in  the  direction  of 
the  major  axis  have  the  marked  influence  on  the  vertical  geometry 
of  the  slab  indicated  by  the  formula. 

Confusion  of  the  deportment  of  square  panels  and  rec- 
tangular panels  and  the  failure  to  distinguish  between  the  opera- 
tion of  wide  belts  coacting  by  bond  shear  with  the  operation  of 
narrow  belts  which  cannot  so  act  accounts  for  the  erroneous 
views  of  many  of  the  profession  regarding  slab  action. 

In  case  /  =  Li,  (4)  reduces  to  the  continuous  beam  formula 
(2)  and  represents  the  case  of  cylindrical  curvature,  but  when 
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the  rods  are  |:^aced  normal  to  /  under  this  kind  of  curvature  no 
coaction  is  possible. 

Mr.  Worcester  is  thus  in  error  as  to  the  essential  condition 
of  slab  action^  which  is  double  curvature  and  not  cylindrical 
curvature.  The  niaximum  efficiency  occurs  when  this  double 
curvature  approaches  spherical  curvature.  He  badly  confuses 
shears  and  indirect  tensions.  Horizontal  bond  shear  must  re- 
raaiA  or  act  in  the  direction  of  the  length  of  the  rods,  and  if 
acting  upon  elastic  concrete,  doubles  the  efficiency  of  the  rod. 
Indirect  tensions  from  shear,  as  Rankine  shows,  act  at  45  de- 
grees to  the  shearing  force  and  are  not  parallel  to  the  rod. 

Professor  Johnson  grudgingly  admits  that  some  of  Turner's 
structures  are  satisfactory  and  that  the  Turner  formula  may 
agree  closely  with  observed  deflections  and  steel  stresses,  but 
being  founded  on  experiment  (the  thecwry  of  work  not  impressing 
him  with  favor),  they  are  a  kind  of  rule  of  thumb  production 
not  to  be  compared  from  the  scientific  standpoint  with  the  misap- 
plication of  the  principles  of  statics  leading  to  results  agreeing 
with  no  known  experimental  evidence,  which  if  the  writer  cor- 
rectly understands  his  position  is  advocated  by  him  and  by  Mr. 
Nichols. 

Let  us  examine  the  assumed  correctness  of  this  reasoning 
supposed  to  be  based  on  the  inexorable  logic  of  statics.  Every 
known  physical  and  mechanical  process  in  the  universe  must 
obey  the  fundamental  law  of  the  conservation  of  energy.  The 
deflection  of  a  slab  under  load  is  a  process  whose  mode  of  opera- 
tion consequently  conforms  to  that  law.  The  principles  of 
statics  stand  upon  the  d  priori  presumption  of  the  truth  of  the 
law  of  the  conservation  of  energy,  and  any  deductions  or  ap- 
plications of  those  principles  apparently  at  variance  with  this 
law  are  necessarily  erroneous  and  incorrect  at  some  step. 

Messrs.  Nichols  and  Johnson  would  apparently  reverse 
this  relation  and  cast  doubt  upon  the  mathematical  result 
worked  out  by  applying  the  law  of  conservation  of  energy  under 
the  untwiable  notion  that  the  law  of  conservation  of  energ\' 
depends  for  its  validity  upon  the  principles  of  statics  rather  than 
the  reverse. 

If  this  fundamental  law  of  mechanics  leads  to  conclusions 
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contrary  to  those  arrived  at  by  Messrs.  Nichols  and  Johnson 
by  statics  and  its  results  harmonize  with  experimental  determina- 
tions, it  is  obvious  that  while  there  may  be  nothing  wrong 
generally  with  the  principles  of  statics,  yet  through  lack  of 
experience  in  the  application  of  these  principles  Messrs.  Johnson 
and  Nichols  have  fallen  into  serious  error. 

A  fundamental  principle  of  statics  cited  by  Sir  Isaac  Newton 
in  his  '*  Principia  *'  is  that  action  and  reaction  must  be  in  equili- 
brium if  there  is  not  to  be  accelerated  motion.  Hence  in  the 
concrete  beam  with  rods  in  the  bottom  the  steel  stress  developed 
by  the  total  horizontal  bond  shear  is  equal  to  the  pull  on  the  rod. 

To  the  extent  that  the  concrete  behaves  as  an  elastic  ma- 
terial this  total  shear  may,  for  convenient  consideration,  be 
regarded  as  a  thrust  applied  to  the  concrete  in  the  line  of  the  rod 
at  the  bottom  of  the  beam. 


z: 


^ 


c.  or  Comp' 
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Thrust  [Equal  to  bond  shearj 

The  manner  of  distribution  of  this  thrust  demands  attention. 
Since  it  produces  the  same  horizontal  shearing  deformation  of  the 
concrete  as  that  caused  by  the  bond  shear  which  for  convenience 
it  is  supposed  to  replace,  it  evidently  decreases  along  this  line 
from  the  ends  of  the  beam  where  it  is  greatest  to  mid-span  where 
it  vanishes.  This  thrust  acts  with  the  lever  arm  jd  about  the 
centroid  of  compression  at  mid-span,  and  forms  a  couple  with 
part  of  compression  acting  through  the  centroid  of  compression 
at  mid-span  to  carry  part  of  load  on  the  beam.  This  thrust  it 
is  which  prevents  the  lower  part  of  the  beam  from  elongating 
to  such  an  extent  as  to  preserve  the  end  right  sections  of  the 
beam  at  right  angles  to  the  neutral  axis  after  flexure.  The  pull 
of  the  rod  is  differently  distributed  from  this  thrust,  being 
greatest  at  mid-span  and  zero  at  the  ends  of  the  beam  where  the 
bond  shear  is  greatest  and  where  the  equivalent  bond  shear 
thrust  is  assumed  to  be  applied. 

Now  the  total  tension  in  the  rods  at  mid-span  is  equal  in 
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amount  to  the  thrust  just  considered  because  there  is  no  way 
for  the  tension  at  mid-span  to  have  been  dissipated  and  reduced 
to  zero  at  the  ends  of  the  beam  except  by  the  bond  shears  acting 
on  its  surface.  The  arm  of  the  steel  tensions  is  jd  also,  hence 
the  moment  of  the  tension  in  supporting  the  load  is  the  same  as 
that  of  the  bond  shear  so  long  as  the  concrete  acts  as  a  fully 
elastic  material. 

Hence  without  calling  upon  direct  tensile  resistance  of  the 
concrete,  we  see  that  before  the  concrete  yields  in  a  plastic 
manner  or  cracks,  the  laws  of  statics  require  that  the  steel  stress 
multiplied  by  jd  be  not  greater  than  half  the  external  moment  of 
the  applied  load. 

Rankine  shows  that  a  shear  is  equivalent  to  a  tension  and 
compression  at  45  degrees  thereto.  Accordingly  these  indirect 
stresses  of  tension  and  compression  respectively  form  two  paths 
through  the  web  or  body  of  the  beam  by  which  the  sum  of  the 
tensions  equals  the  sum  of  the  compressions  above  and  below  the 
neutral  plane  respectively. 

Now  these  paths  are  of  equal  rigidity  during  the  elastic 
deformations  of  the  concrete  in  tension,  but  as  soon  as  plastic 
yielding  of  the  concrete  occurs,  the  two  paths  are  no  longer  of 
the  same  rigidity  and  more  and  more  of  the  load  travels  through 
the  path  of  the  indirect  compression.  But  in  the  mean  time  the 
energy  stored  by  indirect  tensions  is  dissipated  by  the  inelastic 
yielding  of  the  concrete  and  the  static  balance  of  stored  potential 
energy  of  the  internal  work  of  deformation  no  longer  equals  the 
external  work  of  the  load  and  further  motion  must  result  until 
this  balance  is  restored.  (See  Clapeyron's  Theorem,  in  the  work 
of  Lam6  on  the  Mathematical  Theory  of  Elastic  Solids,  1866.) 

Without  going  into  the  molecular  physics  of  the  trans- 
mission of  force  through  mass  it  may  be  well  to  consider  the  state 
of  the  case  where  the  concrete  has  cracked  at  intervals  in  the 
tension  side  of  the  beam.  The  indirect  tensions  tend  to  rotate 
the  separated  segments  vertically  in  a  manner  furnishing  little 
rigidity  and  tending  to  disrupt  the  beam.  The  45-degree  com- 
pressions, on  the  other  hand,  are  opposed  by  compressions  from 
the  upper  zone  arching  over  and  holding  them  in  equilibrium 
by  presenting  a  relatively  rigid  resistance. 
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In  this  the  beam  and  the  slab  differ.  In  the  mushroom  slab 
the  rotating  tendenc>'  from  bond  shear  is  predominantly  lateral 
rather  than  vertical  with  the  mass  of  the  slab  to  oppose  such 
rotation,  hence  these  resistances  do  not  disappear  until  the 
final  disintegration  of  the  floor  structure.  This  will  be  apparent 
from  the  laws  of  bond  shear  stated  in  the  paper  axkd  the  dia- 
grams of  these  forces  in  Chapter  III  of  **  Concrete-Steel  Con- 
struction *'  by  Eddy  and  Turner. 

The  issue  between  Mr.  Nichols  and  the  writer  may  be  sum- 
marized not  as  Mr.  Nichols  has  misstated  it,  but  as  follows: 

Mr.  Nichols  asserts  that  the  resistance  other  than  that 
accounted  for  by  the  steel  must  be  absorbed  by  the  concrete 
through  a  property  inherent  therein  or  as  a  resistance  which  it 
possesses  previous  to  embedment  and  apart  from  the  steel. 
Turner  undertakes  to  prove  that  the  concrete  per  se  possesses 
no  property  capable  of  supplying  this  resistance  until  the  steel  is 
imbedded  therein  and  bond  shear  is  brought  into  action  as  a  new 
element  in  the  load-carrying  mechanism. 

Turner  tries  out  the  question  by  experiment.  Nichols  and 
Johnson  are  content  to  believe  they  possess  the  intellectual 
acumen  to  arrive  at  correct  results  by  reasoning  based  on  as- 
sumption and  without  recognition  of  the  facts  which  compel 
taking  account  of  the  evanescent  character  of  the  resistance 
furnished  by  the  assumed  direct  tensile  strength  of  the  concrete, 
which  resistance  is  known  to  disappear  in  the  beam  under  heavy 
loads  but  which  remains  intact  and  operative  in  the  continuous 
slab  under  heavy  as  well  as  light  loads. 

At  this  point  it  is  well  to  observe  that  Mr.  Nichols  considers 
that  the  direct  tensile  resistance  of  the  concrete  in  the  continuous 
slab  on  columns  is  increased  ii  per  cent,  above  its  action  in 
beams,  and  with  1 1  per  cent,  increase  in  effectiveness,  he  would 
account  for  the  300  per  cent,  increase  in  stiffness.  This  would 
seem  to  strain  the  imagination  beyond  the  india  rubber  limits  of 
its  elasticity. 

That  concrete  does  have  a  small  value  in  direct  tension  is 
true.  This  value  enables  the  concrete  to  shrink  in  hardening 
about  the  steel,  thereby  furnishing  a  reliable  bond,  and  this  bond 
supplies,  as  we  have  pointed  out,  the  element  of  resistance  that 
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in  a  large  measure  is  confused  with  direct  tensile  resistance. 
On  the  other  hand,  were  the  assistance  to  the  steel  brought  about 
by  direct  tensile  resistance  of  the  concrete,  the  concrete  must 
possess  tensile  resistance  several  times  as  great  as  has  ever  been 
discovered  by  experiment.  This  fact  makes  impossible  the 
erroneous  explanation  offered  by  Mr.  Nichols. 

Mr.  Nichols  cites  tests  from  Morsch  to  show  that  low  steel 
stresses  are  accompanied  by  some  small  direct  parallel  tensions 
in  the  concrete,  but  he  shows  utter  unconsciousness  of  the 
existence  of  the  two  dominating  and  inescapable  acticons  of  the 
embedment  which  entirely  overshadow  in  their  ultimate  effect 
the  direct  tension  to  which  he  refers.  These  actions  are  those 
of  bond  shear  brought  about  by  the  shrinkage  grip  of  the  con- 
crete on  the  reinforcement  and  the  casting  stresses  resulting 
from  the  chemical  process  of  hardening.  Without  the  horizontal 
bond  shear,  beam  action  of  the  reinforcement  is  an  evident 
impossibility.  Hence  it  is  a  double  absurdity  to  omit  these 
two  principal  actions  and  ascribe  their  effect  to  direct  stresses 
which  vanish  under  heavy  load. 

The  hardening  of  concrete  is  a  chemical  process  generating 
heat  which  expands  the  steel  as  the  bond  is  in  process  of  forma- 
tion. This  condition  which  is  followed  by  the  subsequent  con- 
traction of  the  steel  induces  initial  tensile  stresses  therein  of 
considerable  magnitude.  These  two  circumstances  largely 
explain  the  deportment  of  newly  cast  beams  under  light  loads 
and  negative  the  exaggerated  idea  of  the  value  of  the  direct 
tensile  strength  of  concrete  relied  upon  by  Mr.  Nichols  to  sub- 
stantiate his  position.  These  circumstances  further  limit  the 
extent  of  the  assistance  of  the  direct  tension  to  ten  or  fifteen 
per  cent,  for  light  loads  and  little  or  nothing  for  heavy  loads. 
The  data  furnished  by  Mr.  Nichols  are  too  fragmentary  to 
furnish  any  basis  for  determining  the  amount  of  the  casting 
stresses,  and  any  sufficient  basis  for  this  would  require  a  state- 
ment of  the  temperature  at  which  the  cement  itself  was  stored 
before  mixing,  the  temperature  of  the  water,  the  temperature  of 
the  aggregate  and  the  temperature  conditions  during  the  hard- 
ening process.  Shrinkage  stresses  may  range  anywhere  from  a 
few  hundred  pounds  to  several  thousand  pounds  per  square  inch 
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on  the  steel;    every   practical  builder  finds  evidence  of  this  in 
course  of  the  removal  of  forms  at  different  periods  of  the  year. 

This  discussion  discloses  also  the  practical  error  made  by 
Mr.  Nichols  in  his  assumption  that  only  an  unbelievably  great 
and  unheard-of  direct  tensile  strength  of  concrete  can  possibly 
account  for  the  experimental  evidence  cited. 

Application  of  the  proposition  of  Lagrange,  known  as  the 
principle  of  least  action,  with  which  Messrs.  Johnson  and  Nichols 
are  undoubtedly  familiar,  would  condemn  their  explanation  as 
erroneous  in  the  light  of  another  and  possible  one  involving 
lower  stresses  in  the  concrete.  That  this  is  the  case  may  be 
readily  shown  by  figuring  the  intensity  of  the  indirect  tensions 
and  compressions  as  compared  with  the  direct  tensile  resistance 
which  Mr.  Nichols  arrives  at.  The  one  would  be  only  about  15 
per  cent,  as  great  as  the  other. 

The  impropriety  and  improbability  of  supposing  as  a  fact 
that  concrete  can  exhibit  the  marvelous  property  of  a  uniform 
modulus  of  elasticity  in  tension  up  to  and  beyond  any  known 
value  for  its  ultimate  strength  in  direct  tension  is  a  point  in 
Mr.  Nichols*  theory  which  he  fails  to  explain  and  makes  no 
mention  of  in  advocating  its  possibility. 

The  confusion  of  what  the  writer  actually  did  say  with 
his  own  misunderstanding  of  it  accounts  for  Mr.  Nichols*  sub- 
sequent amusing  computation  of  lateral  tension  on  the  rods  and 
Poisson  effect  of  11  per  cent,  for  the  concrete  to  account  for  a 
known  increase  in  stiffness  and  strength  of  300  per  cent,  over 
that  of  a  continuous  beam. 

The  writer  haiing  explained  that  the  Poisson  ratio  used 
by  Dr.  Eddy  is  neither  a  property  of  the  steel  nor  of  the  concrete, 
but  merely  a  useful  coefficient  of  the  efficiency  of  the  lateral 
action  of  bond  shear,  Mr.  Nichols  gratuitously  assumes  that 
the  Turner  analysis  by  the  theory  of  work  based  upon  the  law  of 
conservation  of  energy  is  dependent  upon  assuming  such  a  coeffi- 
cient. Dr.  Eddy  used  such  a  coefficient  in  his  method  of  com- 
putation by  considering  the  equilibrium  of  the  infinitesimal 
elements  of  the  slab,  whereas  the  writer,  attacking  the  problem 
from  the  theory  of  work,  does  not  need  such  a  coefficient,  al- 
though he  arrives  at  concordant  results  to  those  of  Exidy  and 
those  of  experiment. 
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Mr.  Nichols  presents  a  kind  of  imitation  beam  formula 
for  the  continuous  slab,  making  the  moment  apparently  a 
function  of  width  rather  than  length  in  a  rectangular  panel,  but 
even  with  this  illogical  modification  it  is  impossible  to  account 
for  the  wide  difference  in  action  between  the  beam  and  slab 
covered  by  the  writer's  empirical  equation  (4)  representing  the 
experimental  results. 

In  process  of  hardening  concrete  shrinks  about  the  metal 
embedded  therein  and  tensile  stresses  result  from  this  shrinkage, 
leaving  the  concrete  not  only  reduced  or  honeycombed  in  section 
by  embedment  of  the  steel,  but  greatly  reduced  in  strength 
by  the  shrinkage  tensions  which  furnish  bond  shear  resistance. 
Accordingly  the  direct  tensile  resistance  is  almost  eliminated  by 
the  crossing  of  rods  about  the  column  head  and  to  a  less  extent 
at  mid-span,  and  this  resistance  is  thus  reduced  far  more  nearly 
to  a  negligible  quantity  in  the  continuous  slab  than  in  the  con- 
tinuous beam. 

Professor  Johnson  erroneously  refers  to  the  writer's  empirical 
formula  for  the  weakest  section  with  his  standard  form  of  con- 
struction as  applying  to  the  section  where  the  greatest  moment 
is  to  be  supported.  The  weakest  section  is  determined  not  by 
the  maximum  moment  to  be  borne,  but  by  the  maximum  unit 
stress.  The  practicing  engineer  would  not  confuse  the  two, 
though  it  is  quite  natural  for  the  casual  reader  not  actively 
engaged  in  practical  construction  so  to  do.  The  section  to  which 
this  formula  applies  is  mid-span  of  the  direct  belts  and  a  line 
joining  these  sections  at  the  diagonal  and  at  the  edge  of  the 
diagonal  reinforcement. 

Mr.  Thompson  would  infer  that  the  strength  of  the  Turner 
floor  is  exhibited  with  only  one  panel  loaded.  Had  he  seen  a 
warehouse,  designed  for  250  lb.  per  sq.  ft.,  carrying  a  solid  load 
of  sugar  fifteen  to  seventeen  sacks  high  with  no  aisles,  for  three 
months,  he  would  revise  his  conclusions.  The  writer  naturally 
protested,  but  the  building  had  performed  the  service  and  the 
load  was  to  be  soon  removed. 

Mr.  Thompson's  criticism  of  the  test  of  the  slab  to  destruc- 
tion is  of  interest  in  view  of  the  fact  that  it  certainly  did  not 
have  the  benefit  of  continuity,  which  he  says  vitiates  the  test 
results  of  a  single  panel. 
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Mr.  Thompson  is  somewhat  hypercritical  and  very  hard  in- 
deed to  satisfy.  If  you  test  four  panels  you  have  made  a  mis- 
take; it  ought  to  have  been  one  because  four  panels  give  a  bal- 
anced load.  If  you  test  one,  the  results  are  surely  vitiated  by 
continuity.  If  you  saw  off  the  continuity,  as  in  test  of  a  panel 
to  destruction,  there  is  some  imaginary  objection,  such  as  that 
you  have  designed  capitals  of  all  sizes  and  shapes,  put  them  in  or 
left  them  oflf,  to  suit  the  whim  of  the  architect,  and  according  to 
the  critic  a  microscopic  variation  of  the  cap  renders  all  valid 
conclusions  impossible.  Nevertheless,  the  practical  builder 
puts  up  all  kinds,  guarantees  their  strength,  and  they  give 
satisfactory  service  wherever  the  work  is  executed  with  ondinary 
care.  Further,  it  may  be  remarked  that  with  all  the  objections 
of  misapplied  statics  that  have  been  urged  against  economical, 
continuous  mushroom  flat  slab  floors,  they  have  never  yet  been 
known  to  tumble  down  on  the  heads  of  the  workmen  putting 
them  up,  even  when  the  workmen  have,  as  has  often  happened 
from  inexperience,  removed  the  forms  from  but  partially  hardened 
concrete. 

That  concrete  subject  to  restraint  will  deform  in  a  plastic 
manner  is  well  shown  in  the  tests  of  Woolson  cited  by  Homer 
Reid,  in  his  "  Reinforced  Concrete,*'  page  390,  and  those  of 
Considfere  as  well. 

In  the  beam  or  slab  a  considerable  degree  of  restraint  is 
furnished  against  cracking  by  the  steel  embedment,  but  to 
assume,  as  do  Messrs.  Nichols  and  Johnson,  that  concrete  when 
it  is  being  plastically  deformed  in  tension  can  furnish  the  re- 
sistance to  strain  per  unit  of  deformation  that  it  does  under 
far  lower  forces  producing  true  elastic  distortion  is  illogical  in 
the  extreme. 

The  final  and  most  conclusive  objection  to  the  explanation 
by  means  of  the  direct  tensile  resistance  of  concrete  is  found 
in  the  experience  of  the  builder  in  nearly  or  entirely  eliminating 
this  direct  tensile  resistance  by  a  bulkhead  or  splice  in  the 
slab  at  mid-span.  With  this  bulkhead  the  deportment  of  the 
slab  differs  only  slightly  from  the  slab  without  the  bulkhead. 

Perhaps  a  more  exact  method  of  eliminating  this  direct 
tensile  resistance  would  be  to  cast  a  thin  plate  of  metal  properly 
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coated  with  paraffine  in  a  small  or  experimental  beam,  thus 
cutting  oflf  fully  the  tensile  zone  at  mid-span.  Then  the  beam 
without  any  direct  tensile  resistances  acting  with  a  lever  arm 
jd  about  the  centroid  of  compression  would  exhibit  the  marked 
characteristic  of  steel  stresses  too  small  to  balance  the  external 
moment  of  the  load.  In  such  an  experiment  Messrs.  Johnson 
and  Nichols  will  find  a  complete  refutation  of  their  conception 
of  the  mechanics  of  the  beam,  just  as  the  practical  worker  in 
the  field  of  concrete  construction  has  found  in  thousands  of  tests 
a  similar  refutation  by  the  bulkhead  splices  used  by  him  in  his 
every-day  work. 

Concluding  my  remarks  on  the  utility  of  direct  tension  as  a 
dependable  element  of  resistance  in  bending,  I  have  discussed 
this  more  at  length  from  the  theoretical  and  experimental 
standpoint  in  the  October  Proceedings  of  the  Canadian  Society 
of  Civil  Engineers,  in  which  I  discussed  tests  of  concrete  slabs 
to  determine  the  nature  and  dependability  of  this  element  in 
continuous  panels. 

Mr.  Bryant's  frank  discussion  is  of  interest.  Mr.  Martin 
has  answered  his  somewhat  mistaken  idea  as  to  the  deportment 
of  the  standard  mushroom  design  properly  executed.  Mr. 
Bryant  does  find,  however,  like  most  skeptics  as  to  the  strength 
manifested  by  this  type,  that  it  istsurely  present  under  severe 
test,  and  this  unexpected  finding  leaves  him  with  the  honest 
feeling  of  uncertainty  as  to  his  ability  to  account  therefor  on 
any  theory  hitherto  published. 
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THE  ECONOMIC  DEPTH  OF  TRICKLING  FILTERS- 

By  Harrison  P.  Eddy,  President,  Boston  Society  of  Civil 

Engineers. 

(Presented  before  the  Sanitary  Section,  December  9.  X9X4*) 

In  a  paper  entitled  **  Economics  of  Sewage  Filters,"  pre- 
sented to  the  recent  convention  of  the  American  Society  of 
Municipal  Improvements  by  George  W.  Fuller,  M.Am.Soc.C.E., 
the  author  presents  certain  theories  and  computations  relat- 
ing to  the  economic  depth  of  trickling  filters.  He  concludes 
with  the  following  statement:  **  Taking  everything  into  account, 
the  writer  believes  that  a  sprinkling  filter  bed  of  not  less  than 
6  ft.  and  ttot  more  than  7  ft.  will,  in  a  great  number  of  cases, 
prove  the  most  economical  to  use." 

Mr.  Fuller's  paper  is  interesting  as  it  touches  upon  one  of 
the  problems  which  has  caused  much  perplexity  in  the  minds  of 
engineers  designing  sewage  treatment  plants.  In  connection 
with  the  design  of  the  trickling  filters  for  the  city  of  Fitchburg, 
Mass.,  the  writer  made  a  study  of  the  results  obtained  by  the 
operation  of  various  experimental  and  practical  trickling  filters. 
At  the  conclusion  of  this  study,  the  evidence  seemed  to  point 
more  strongly  toward  the  confirmation  of  the  conclusions  of  the 
Royal  Commission  to  the  effect  that  the  capacity  of  trickling 


NoTS.  A  disctMsion  of  this  paper  is  printed  elsewhere  in  tliis  number  of  the  Journal. 
Further  diacussion  is  invited,  to  be  received  by  Edward  C.  Sherman,  Editor.  6  Beacon 
Street,  Boston,  before  April  15.  191 5.  for  publication  in  a  subsequent  number. 
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filters  is  substantially  proportional  to  their  cubic  contents,  re- 
gardless of  depth,  rather  than  toward  those  of  Mr.  Fuller. 

It  is  quite  remarkable  that,  of  all  of  the  experimental 
filters  which  have  been  operated  in  this  country,  there  seems  to 
have  been  no  group  of  filters  of  equal  areas  and  different  depths 
which  have  been  operated  by  applying  the  greatest  quantities 
of  sewage  which  could  be  treated  and  produce  effluents  of  prac- 
tically uniform  quality. 

A  majority  have  been  operated  to  show  the  effect  upon  the 
degree  of  purification  of  the  depth  of  stone  with  the  same  quantity 
of  sewage  per  unit  of  surface  area  instead  of  per  unit  of  volume 
of  filtering  medium.  It  is  very  hard  to  draw  reliable  conclusions 
as  to  the  economic  depth  of  filters  from  varying  degrees  of  puri- 
fication obtained  by  means  of  filters  of  various  depths.  On  the 
other  hand,  the  relative  merits  of  the  deep  filter  over  those  of 
the  shallow  filter  could  have  been  determined  readily  if  the 
filters  had  been  dosed  with  the  quantities  of  sewage  per  cubic 
yard  of  filtering  material  which  would  have  produced  effluents 
of  substantially  equal  quality. 

However,  it  is  possible  to  select  certain  of  the  trickling 
filters,  the  results  of  the  operation  of  which  can  be  compared 
with  some  accuracy,  to  throw  light  upon  this  question. 

Under  ordinary  conditions  the  load  upon  the  filter  can 
perhaps  be  most  readily  determined  if  computed  in  terms  of 
grams  of  .nitrogen  per  cubic  yard  of  filtering  material.  These 
figures  can  be  converted  into  number  of  persons  served  per  cubic 
yard  of  material  by  assuming  a  given  quantity  of  nitrogen  per 
person  as  15  grams  per  capita  of  unoxidized  nitrogen,  including 
free  ammonia  and  total  organic  nitrogen.  Such  a  comparison 
of  the  operating  results  of  a  number  of  trickling  filters  can  be 
made  from  data  given  in  Table  i . 

The  Gloversville  experiments  given  in  this  table  indicate 
that  the  lo-ft.  filter,  although  treating  a  greater  quantity  of 
nitrogen  per  cubic  yard,  produced  nearly  as  good  an  effluent 
as  the  7-ft.  filter  and  a  better  effluent  than  the  5-ft.  filter. 

The  Worcester  experiments  indicate  a  similar  result,  and  at 
times  the  lo-ft.  filter  was  producing  a  stable  effluent  at  higher 
rates  per  cubic  yard  than  the  shallower  filters. 
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The  experiments  made  at  Lawrence,  Mass.,  and  given  in 
Table  i,  also  indicate  the  same  results,  that  up  to  a  limit  of 
depth  of  lo  ft.  the  capacity  of  a  trickling  filter  is  directly  pro- 
portional to  its  depth. 

There  may  be  a  greater  tendency  to  pooling  with  the  deep 
filter  on  account  of  the  greater  quantity  of  sewage  applied  per 
unit  of  superficial  area  and  a  slightly  less  circulation  of  air;  but, 
on  the  other  hand,  the  deep  filter  may  have  some  advantage 
because  of  the  lessened  effect  of  low  temperatures  of  winter  in 
severe  climates,  and  a  smaller  surface  area  from  which  odors 
are  likely  to  be  given  oil. 

From  the  foregoing  it  seems  that  there  is  at  least  as  good 
ground  for  assuming  that  a  filter  lo  ft.  in  depth  will  do  as  much 
work  per  cubic  yard  of  stone  as  one  6  ft.  in  depth,  as  there  is  for 
Mr.  Fuller's  assumption  that  the  unit  capacity  of  a  filter  de- 
creases with  its  depth  in  6-,  8-,  and  lo-ft.  beds.  The  impor- 
tance of  this  difference  in  assumptions  is  very  great,  as  will  be 
shown  by  a  comparison  of  the  cost  of  filters  of  various  depths. 

In  making  such  a  comparison,  it  would  seem  to  be  more 
accurate  to  vary  the  cost  of  the  walls  according  to  their  length 
and  height,  rather  than  in  proportion  to  the  cubic  yards  of  stone 
contained  in  the  filter,  as  was  done  by  Mr.  Fuller.  The  differ- 
ence, however,  is  not  great. 

In  computing  the  comparative  costs  of  the  distribution 
system,  Mr.  Fuller  assumed  that  they  vary  only  according  to 
the  quantity  delivered  and  that  they  must  be  the  same  per  cubic 
yard  for  all  effective  depths.  It  seems  to  the  writer  that  this 
is  a  wrong  assumption  and  that  the  distribution  system  is  much 
more  likely  to  vary  in  proportion  to  the  area  of  the  filter. 

The  comparative  costs  of  filters  from  6  to  lo  ft.  deep  (the 
lo-ft.  filter  computed  by  the  writer),  based  upon  Mr.  Fuller's 
assumptions  and  those  of  the  writer,  are  given  in  Tables  2  and  3, 
the  unit  prices  being  those  adopted  by  Mr.  Fuller. 

The  unit  prices  assumed  in  the  paper  are  extremely  low, 
and  it  may  be  of  interest  to  make  similar  computations  based 
on  the  prices  actually  bid  for  the  construction  of  the  sewage 
treatment  works  at  Fitchburg,  Mass.,  which  have  just  been  com- 
pleted.    Such  comparisons  figured  by  the  methods  proposed  by 
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TABLE  2. 

Relativb  Costs  of  Trickling  Filters  of  Different  Depths.    By  George 

W.  Fuller.* 

Cost  pbr  Efvbctivb  Cu.  Yd. 

Depth  of  stone  in  feet 6  7  S  10 

FIooratlo40percu.yd.for6-ft.bed...    I0.40  I0.35  I0.32  I0.29 

Tile  at  lie  per  sq.  ft 49  -44  40  .36 

Walls  at  cost  $0.17  per  cu.  yd.  for  6-ft. 

depth 17  .17  -18  .21 

Galleries  and  collectors  at  $0.25  per  cu. 

yd.  for  6- ft.  depth 25  .22  .20  .18 

Distribution  at  I0.50  per  cu.  yd.,  same 

for  all  eflfective  depths  per  cu.  yd 50  .50  .50  .50 

Stone  at  $1.50  per  cu.  yd 1.50  1.55  I'^o  1.83 

Total $33'        fe-23        $320        $3.37 

Notb:  Fuller  assumes  relative  value  of  stone  per  cubic  yard  to  be  as  follows: 

Depth  of  bed 6  ft.       7  ft.       8  ft.       9  ft.       zoft.       12  ft. 

Value 1.0        0.97       0.94       0.93         0.83        0.63 

In  computing  relative  costs,  the  unit  costs  for  6-ft.  filter  are  decreased  where  necessary, 
in  pn^KMtion  to  the  volume  of  the  deeper  filters,  and  divided  by  the  above  factors. 

TABLE  3. 

Cost  of  Trickling  Filters  of  Various  Depths  per  Effective  Cu.  Yd. 
BY  Eddy's  Method,  Based  on  Fuller's  Prices. 

Depth  of  stone  in  feet 6  7  8  10 

Relative  value  of  stone  per  cu.  yd i.o  i.o  i.o  i.o 

Relative  volumes  of  stone 1.0  1.0  i.o  1.0 

Relative  areas  of  filtering  surface i.o  0.857  0.75  0.60 

Relative  extent  of  walls  (area) 1.0  1.12  1.15  1.29 

Floorat40c  per  cu.  yd.  6-ft.  filter $0.40  $0.34  I0.30  I0.24 

Tile  at  lie  per  sq.  ft 49  .44  .40  .36 

Walls  at  17c  per  cu.  yd.  6-ft.  filter 17  .19  .20  .22 

Galleries  and  collectors  at  25c  per  cu. 

yd.  6-ft.  filter 25  .21  .19  .15 

Distribution  at  50c  per  cu.  yd.  6-ft.  filter,       .50  .43  .38  .30 

Stone  at  $1.50  per  cu.  yd 1.50  1.50  1.50  1.50 

Total $3.31        $3.11        $2.97        $2.77 

Notb:  In  oomputhig  this  table  the  unit  costs  of  a  6-ft.  filter  are  decreased  where  necessary, 
in  pfoporticm  to  the  quantity,  as  of  floor  area  per  cubic  yard  of  stone,  and  divided  by  Fuller's 
factors. 

Mr.  Fuller  and  the  writer,  respectively,  are  given  in  Tables  4 
and  5.    From  these  figures  it  will  be  seen  that  whereas  on  Mr. 

*  Computations  relating  to  filter  10  ft.  deep  made  by  writer. 
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Fuller's  assumption  the  price  per  effective  cubic  yard  varies 

relatively  little,  from  $4.33  to  $4.56,  when  computed  on  the 

TABLE  4. 

Cost  of  Trickling  Filters  of  Various  Depths  per  Effective  Cu.  Yd., 
BY  Geo.  W.  Fuller's  Method  but  Based  on  Fitchburg  Prices. 

Depth  of  stone  in  ft. 6               7               8  10 

Relative  value  of  stone  per  cu.  yd.. 1,0           0.97          0.94  0.82 

Relative  volumes  of  stone i.o            1.03          1.06  1.32 

Relative  areas  of  filtering  surface , ,      i.o           0.88          0.80  0.73 

Floor  at  $1.36  per  cu.  yd.  for  6-ft.  filter 

varies  as  area $1.30        $1.14        $1.04  I0.95 

Walls  at  14JC  per  cu.yd.  for  6-ft.  filter 

(varies  as  volume  of  stone) .15            .15            .15  •    .18 

Underdrains  and  gallery  at  34c  per  cu. 

yd.  6-ft.  filter  (varies  as  area) 34            .30            .27  .25 

Distribution  at  80c  per  cu.  yd.  6-ft.  filter 

(constant) 80            .80            .80  .80 

Stone  at  $1.95  per  cu.  yd 1.95          2.01          2.07  2.38 

Total $4.54        $4.40        $4.33  $4.56 

TABLE  5. 

Cost  of  Trickling  Filters  of  Various  Depths  per  Effective  Cu.  Yd., 
by  Eddy's  Method  Based  on  Fitchburg  Prices. 

Depth  of  stone  in  feet 6                7              8  10 

Relativevalueof  stone  per  cu.yd i.o            i.o            i.o  i.o 

Relative  volumes  of  stone 1.0            i.o            i.o  1.0 

Relative  areas  of  filtering;  surface i.o            0.857        0.75  0.60 

Relative  extent  of  walls  (area) 1.0            i  .12          1.15  1.29 

Floor  at  $1,30  per  cu.  yd.  6-ft.  filter 

(varies  as  area) $i-30        $1.11        $0.98  I0.78 

Walls  at  14JC  per  cu.  yd.  6-ft.  filter 

(varies  as  walls) 15            .17            .17  .19 

Underdrains  and  gallery  at  34c  per  cu. 

yd.  6-ft.  filter  (varies  as  area) 34            .29            .26  .20 

Distribution  at  8oc  per  cu.  yd.  6-ft. 

filter  (varies  as  area) 80            .69            .60  48 

Stone  at  $1.95  per  cu.  yd.  (varies  as 

volume  of  stone) 1.95          1.95          1.95  1.95 

Total $4.54        $4.21        $3.96  $3.60 

assumptions  made  by  the  writer  the  differences  are  substantial, 
the  range  in  price  being  from  $3.60  for  the  lo-ft.  filter  to  $4.54 
for  the  6-ft.  filter. 
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This  may  be  presented  in  a  somewhat  more  eflFective  manner 
by  applying  the  prices  to  filters  of  varying  depths,  capable  of 
.doing  the  same  work  as  a  filter  one  acre  in  area  and  6  ft.  deep. 
These  computations  are  given  in  Table  6,  from  which  it  appears 

• 
TABLE  6. 

Cost  of  Trickling  Filters  of  Various  Depths  to  do  the  Work 

OF  I  Acre,  6  Feet  Deep. 

(Assume  filters  square  in  plan.) 
Depth  of  stone  in  feet 6  7  8  10 

Relative  value  of  stone   per  cu.   yd. 

(H.P.E.) i.o  i.o  i.o  i.o 

Relative  volumes  of  stone 1.0  1.0  1.0  1.0 

Relative  areas  of  filtering  surface 1.0  0.857  <>>75  0.60 

Relative  extent  of  walls  (areas) 1.0  1.12  1.15  1.29 

Floor  system  at  $2.60  per  sq.  yd $12  580    $10  780      $g  440      $7  540 

Walls  at  $2.00  per  sq.  yd.  (718  sq.  yd. 

in  6-ft.  filter) i  436        i  608        i  650        i  852 

Underdrains  and  gallery  at  68Jc  per  sq.  . 

yd.  (area) 3  315        2  840        2  480        i  988 

Distribution  system  at  $1.60  per  sq.  yd. 

(area) 7  773        6  666        5  830        4  666 

Stone  at  $1.95  per  cu.  yd 18  880      18  880      18  880      18  880 

Total,  exclusive  of  engineering  and 

excavation I43984    $40774    $38280    $34926 

that  a  filter  10  ft.  deep  need  have  an  area  but  six  tenths  as  great 
as  that  of  a  filter  6  ft.  deep.  It  is,  therefore,  to  be  expected  that 
the  cost  of  floor  system,  underdrains,  galleries  and  distribution 
system  will  be  materially  less  in  the  case  of  the  deeper  filter, 
while  the  cost  of  the  walls  for  the  deeper  filter  will  be  increased. 
If  the  assumptions  upon  which  these  computations  have  been 
based  are  correct,  the  cost  of  a  filter  10  ft.  in  depth,  to  do  the 
work  which  could  be  accomplished  by  a  filter  one  acre  in  area 
and  6  ft.  deep,  will  be  $34  926,  whereas  the  filter  6  ft.  deep  would 
cost  $43  984.  The  reduction  in  cost,  therefore,  amounts  to 
slightly  over  20  per  cent.  All  of  these  computations  are  ex- 
clusive of  excavation. 

It  is  unfortunate  that  there  are  no  better  data  upon  which 
to  predicate  an  assumption  as  to  the  relative  capacities  per 
cubic  yard  of  filtering  media  in  deep  and  shallow  filters.    There 
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can  be  no  doubt  that  there  is  a  practical  limit  to  the  economic 
depth  of  trickling  filters.  This  limit  will  vary  according  to  local 
conditions  and  must  be  computed  for  each  case.  There  seems 
to  the  writer,  however,  much  evidence  that  up  to  a  certain  limits 
which  in  most  cases  where  municipal  sewage  is  to  be  treated  will 
be  as  high  as  8  or  lo  ft.,  the  capacities  of  the  filters  will  be 
approximately  uniform  per  cubic  yard  of  filtering  material. 

This  brief  paper  is  presented  with  a  view  to  pointing  out 
the  importance  of  the  difference  between  the  two  theories  de- 
scribed, with  a  hope  that  some  one  will  have  an  opportunity  to 
carry  out  for  a  considerable  period  of  time  a  series  of  experi- 
ments to  determine  the  point  at  issue.  Conclusions  as  to  the 
efficiency  of  filters  —  particularly  deep  ones  —  must  not  be 
based  upon  too  short  periods  of  operation,  for  it  takes  consider- 
able time  for  a  deep  filter  to  become  thoroughly  seeded  through- 
out its  depth,  and  until  it  does  it  cannot  do  its  normal  amount  of 
work. 


Since  preparing  the  foregoing  paper  the  writer's  attention 
has  been  directed  to  a  reprint  from  the  Forty-fifth  Annual  Re- 
port of  the  Massachusetts  State  Board  of  Health,  recently 
issued  for  distribution.  In  this  report,  Messrs.  H.  W.  Clark 
and  Stephen  DeM.  Gage  describe  the  beginning  of  an  experi- 
ment to  determine  the  *'  relative  rates  necessary  to  obtain 
effluents  of  equal  quality  from  trickling  filters  of  different  depths," 
This  experiment  appears  to  be  exactly  in  accord  with  that  sug- 
gested in  the  foregoing  discussion.  These  filters  are  4,  6,  8  and 
10  ft.  in  depth,  respectively,  and  the  results  at  the  end  of  the 
period  covered  by  the  report  —  May  i,  191 3,  to  December  i, 
191 3  —  appeared  to  indicate  that  the  deeper  filters  had  a  capa- 
city per  cubic  yard  at  least  equal  to,  if  not  greater  than,  the 
similar  capacities  of  the  shallower  filters.  The  results  of  the 
past  year  (1914)  will  prove  of  great  interest  and,  in  the  writer's 
opinion,  of  distinct  value  as  furnishing  reliable  information 
upon  this  important  subject. 
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THE  DEPTH  OF  FESTERING  MATERIAL  AND 
TRICKLING  FILTER  EFFICIENCY- 

By  H.  W.  Clark,  Member,  Boston  Society  of  Civil  Engineers. 

(Presented  before  ttie  Sanitary  Section,  December  9,  19x4*) 

The  maximum  results  in  effidency  of  purification  and 
volume  of  sewage  purified  in  trickling  filter  sewage  purification 
are  obtained  when  the  filter  is  of  considerable  depth  and  is  con- 
structed  of  comparatively  fine  material.  There  is  undoubtedly 
a  maximum  depth  beyond  which  the  additional  efficiency  ob- 
tained is  not  commensurate  with  the  additional  cost  of  con- 
struction, and  which  interferes  with  filter  aeration,  and  a  mini- 
mum depth  below  which  economical  rates  of  filtration  cannot 
be  maintained.  In  coordination  with  the  depth,  a  filtering 
material  should  be  selected  that  will  have  the  greatest  efficiency 
at  that  depth  when  the  filter  is  operated  at  economical  rates 
and  yet  be  coarse  enough  to  preclude  clogging  of  the  filter  and, 
if  possible,  surface  pooling. 

During  a  period  of  sixteen  years,  broken  stone  trickling 
filters  have  been  operated  at  Lawrence,  constructed  with  depths 
of  material  varying  from  4  to  10  ft.  and  with  stone  varying  from 
I  in.  to  6  ins.  in  diameter.    The  rates  of  operation  have  varied 


Non.  Discussion  of  this  paper  is  invited,  to  be  received  by  Edward  C.  Sherman. 
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from  250  000  to  10  000  000  gals,  per  acre  daily.  Three  of  these 
filters,  5,  8  and  10  ft.  in  depth  and  operated  for  periods  of  five, 
eleven  and  fifteen  years,  respectively,  gave  average  rates  and 
results  during  these  periods  of  operation  shown  in  the  following 
table. 


FUter  No. 


Depth. 
(Ft.) 


TABLE  I. 


Period  of 
Operatkni. 

(Years.) 


Average  Ratf. 
CGallonft  per  Acre 
Daily.) 


.  Nitrates. 
(Parts  per 
100  000.) 


Percentage 
of  Stability. 


247 

5 

5 

I  465000 

0.97 

44 

248 

8 

II 

I  630000 

1. 00 

90 

135 

10 

15 

2  000000 

2.10 

99+ 

These  three  filters,  used  for  various  studies  of  trickling 
filter  purification,  received  at  different  times  sewage  of  varying 
strength,  and  hence  the  results  in  regard  to  purification  and 
stability  of  effluents  are  not  strictly  comparable  with  their  rates 
of  operation.  However,  the  table  shows  that  with  the  sewage 
applied,  the  5-ft.  filter  was  operated  at  a  rate  altogether  too  high 
to  obtain  suitable  stability  of  effluent,  that  the  8-ft.  filter  gave 
fairly  satisfactory  results  even  at  the  high  average  rate  maintained 
and  that  the  lo-ft.  filter  could  have  been  operated  at  a  much 
higher  rate -and  still  have  produced  a  stable  effluent. 

On  May  i,  1913,  four  new  trickling  filters  were  put  into 
operation  at  the  station  to  study  this  point;  namely,  to  deter- 
mine at  what  rates  filters  constructed  of  different  depths  and  of 
the  same  material  must  be  operated  in  order  to  obtain  effluents 
of  equal  quality.  Each  of  these  filters  is  constructed  of  pieces 
of  broken  stone  between  }  in.  and  i^  in.  in  size.  Filter  No. 
452  is  4  ft.  in  depth;  Filter  No.  453,  6  ft.;  Filter  No.  454,  8  ft.; 
and  Filter  No.  455,  10  ft.  The  sewage  applied  to  each  has  been 
clarified  by  sedimentation.  We  have  attempted  to  operate 
each  filter  at  such  a  rate  that  the  effluents  will  contain  about 
1.5  parts  nitrates  per  100  000,  this  being  the  amount  of  nitri- 
fication which  previous  experience  at  the  station  has  shown  to 
be  necessary  in  order  to  insure  stable  effluents  in  trickling  filter 
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purification.  Each  filter  was  operated  at  first  at  a  rate  of 
I  GOO  000  gals,  per  acre  daily.  On  August  15,  1913,  the  two 
deep  filters — Nos.  454  and  455  —  were  producing  well-nitrified 
effluents,  and  the  rate  of  each  was  increased  to  i  250  000  gals, 
per  acre  daily.  As  the  two  shallow  filters  had  not  up  to  this 
time  given  satisfactory  results,  the  rate  of  No.  452,  the  4-ft. 
filter,  was  reduced  to  500000  gals.,  and  that  of  No.  453,  the 
6-f t.  filter,  to  800  000  gals,  per  acre  daily,  and  later  to  140  000 
and  200  000  gals,  per  acre  daily,  respectively.  Even  at  these 
low  rates,  however,  the  effluents  from  these  two  shallow  filters 
did  not  average  up  to  the  required  standard  of  stability  and 
nitrification.  Nitrification  in  the  deep  filters  continued  to 
increase,  and  during  October  and  the  early  part  of  November 
the  rate  of  the  8-ft.  filter  was  gradually  advanced  to  2  000  000 
gals.,  and  that  of  the  lo-ft.  filter  to  2  500  000  gals,  per  acre  daily. 
The  average  rates  of  operation  and  analyses  of  the  effluents 
from  these  filters  during  this  first  year  are  given  in  the  following 
table.  In  this  table  the  percentage  of  stability  given  to  the 
effluents  of  the  shallow  filters  is  due  to  the  fact  that  during  a 
considerable  portion  of  this  period  they  were  being  operated 
at  rates  much  lower  than  the  averages  given  in  the  table. 


TABLE  2. 

Average  Analyses  of  Effluents. 

(Parts  per  100  000.) 


Filter 

• 

t 

Quantity 

Applied. 

Gallons  per 

Acre  Dally. 

Ammonia,  Albuminoid. 

• 

1 

1 

S 

•mm 

Z 

Oxygen 
Consumed. 

ntage 
Uty. 

No. 

Free. 

Total. 

In 
Solution. 

1  1 

452 

453 
454 
455 

4 

6 

8 

10 

637  100 

798000 

I  231  300 

I  355  300 

1.4083 

13442 
0.9542 
0.9833 

.2858 

.1958 
.2168 

.2533 

.1947 
.1467 

.1560 
.1773 

14.33 
14.23 
14.14 

13.87 

1.08 
1.04 

1.53 
1.85 

1.98 

1.37 
1.65 

1.89 

83 
90 

99+ 
99+ 

Early  in  1914  these  filters  reached  a  condition  of  equal 
biological  activity  and  it  was  possible  to  so  adjust  their  rates 
that  practically  equal  effluents  were  obtained,  and  the  results 
for  this  year  are  shown  in  Table  3. 
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TABLE  3. 

Average  Chemical  Analyses  of  Effluents  from  December,  191 3,  to 

September^  1914,  Inclusive. 

(Parts  per  100  000.) 


• 

-  0 

Quantity 

Ammonia,  Albuminoid. 

• 

1 

Nitrogen  as 

«"§ 

0 

Applied. 
Gallons  per 

• 

S 

• 

B§ 

S 

S2 

g 

Acre  Dally.  . 

Free.. 

Total. 

In 
Solution. 

jC 

U 

s 

s 

g5 

2 

z 

eu 

452 

332700 

1.8600 

.3050 

.2006 

1320 

1.63 

.0065 

1.89 

85 

453 

585  100 

1.2900 

.2950 

.1796 

13.30 

1,81 

.0128 

1.79 

91 

454 

i  801  000 

1.3575 

.3715 

.2292 

12.98 

1.66 

.0126 

2.17 

88 

455 

3733000 

1.7275 

.3900 

.2616 

13.48 

1.76 

.0081 

2.38 

85 

Table  4  1$  of  interest  in  showingf  the  lower  nitrification  and 
stability  of  effluent  of  the  two  shallower  filters  when  operated 
at  rates  conaderably  higher  than  the  yearly  average. 


TABLE  4. 

Average  Chemical  Analyses  of  Effluents  for  Two  Months   with 

Higher  Rates  of  Filtration. 

(Parts  per  100  000.) 


• 

0 

Quantity 

Applied. 

GaUona  per 

Acre  Daily. 

Ammonia.  Albuminoid. 

• 

1 

u 

Nitrogen  as 

Oxygen 
Consumed. 

Percentage  of 
Stability. 

z 

s' 
1 

z 

• 

s 

z 

S 

Free. 

Total. 

In 
Solution., 

452 
453 

524000 
721  000 

2.6250 
1.9500 

.3425 
.3300 

.2320 
.2200 

1300 

12.70 

0.94 

I.2I 

.0070 
.0070 

2.00 
1.88 

56 
67 

Conclusions. 

All  of  these  filters  are  constructed  of  comparatively  fine 
broken  stone  averaging  about  one  inch  in  diameter,  and  they 
are,  »of  course,  operated  under  ideal  conditions;  that  is,  under 
such  supervision  .and  care  as  is  almost  impossible  to  actually 
duplicate  in  practice.    This  does  not  affect  their  comparative 
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results,  however.  Judging  from  these  results,  the  deeper  filters 
are  much  more  economical  than  the  shallower  filters  as  they 
allow  greater  rates,  foot  for  foot.  The  maximum  average  rate 
of  filtration  per  foot  of  depth  with  filters  of  the  depths  studied, 
with  equal  nitrification  and  stability  of  effluent,  during  1914, 
was  as  shown  in  the  following  table.  In  this  table  are  also 
presented  figures  showing  what  probably  will  be  the  average 
rate  of  filtration  per  foot  in  depth  with  these  filters  after  they 
have  been  in  operation  for  a  longer  period.  It  is  evident  from 
these  figures  and  those  in  Table  3  that  the  rates  of  filtration  that 
can  be  maintained  increase  much  faster  than  the  depths. 

TABLE   5. 

Gallons  Filtered  per  Acre  Daily  per  Foot  op  Filter  Depth, 
WITH  Equal  Nitrification  and  Stability  Results. 

According  to  Proba- 
According  to  ble  Rates  over  a 

1914  Considerable 

Rates.  Period. 

With  a  4-ft.  filter 85  000  100  000 

With  a  6-ft.  filter 100  000  125  000 

With  an  8-ft.  filter 225  000  200  000 

With  a  lo-ft.  filter 370  000  300  000 


In  Table  6,  figures  are  given  showing  the  actual  increase  in 
volume  of  sewage  per  acre  that  can  be  filtered  daily  for  each  foot 
in  depth  additional  above  six  feet  and  above  eight  feet  in  depth; 
that  is,  judging  from  these  1914  results.  Moreover,  studying 
certain  previous  work  with  trickling  filters  at  Lawrence,  this 
remarkable  increase  of  efficiency  in  rate  purification  of  the 
deeper  filters  seems  to  hold  true. 

TABLE  6. 

Gain  in  Actual  Rates  of  Filtration  Gallons  per 

per  Acre  for  Each  Foot.  Acre  Daily. 

Above  6  ft.  in  depth 550  000 

Above  8  ft.  in  depth 750  000 
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DISCUSSION  OF   THE    ECONOMIC    DEPTH    OF 

TRICKLING   FILTERS. 

Mr.  George  W.  Fuller  {by  letter).  —  The  writer  has  read 
with  keen  interest  the  paper  of  Mr.  Eddy  upon  the  **  Economic 
Depth  of  Sprinkling  Filters  **  and  has  noted  in  particular  the 
position  taken  that  there  is  much  evidence  to  show  that  up  to 
a  certain  limit,  in  most  cases  as  high  as  8  or  lo  ft.,  the  capacities 
of  filters  of  this  type  will  be  approximately  uniform  per  cubic 
yard  of  filtering  material.  From  this  deduction  it  follows  that 
economically  it  is  preferable,  where  the  head  is  available,  to 
build  sprinkling  filters  of  greater  depth  than  the  7-ft.  limit 
suggested  in  an  earlier  paper  by  the  writer  on  the  ''  Economics 
of  Sewage  Filters,*'  presented  last  October  before  the  American 
Society  of  Municipal  Improvements. 

The  writer  agrees  with  the  majority  of  the  points  set  forth 
by  Mr.  Eddy.  It  goes  without  saying  that  the  conclusions 
should  and  would  be  identical  if  the  premises  were  the  same. 
The  writer  based  his  views  partly  on  general  observation  of 
European  and  American  filters  on  a  practical  scale,  but  more 
particularly  upon  the  data  from  experimental  filters  at  Balti- 
more and  the  results  obtained  from  the  first  large  sprinkling 
filter  on  a  working  scale  in  this  country  at  Reading,  Pa.  Mr. 
Exidy  bases  his  views  upon  data  from  Gloversville,  Worcester 
and  Lawrence,  but  with  a  diflferent  yardstick  for  measuring 
relative  efficiencies. 

There  is  agreement  on  the  proposition  that  this  question 
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is  an  important  one  and  that  the  available  data  of  a  directly 
comparable  nature  are  very  meager  and,  in  fact,  almost  lacking 
save  for  the  interesting  small-scale  tests  at  Lawrence,  conducted 
for  a  fairly  short  period,  as  outlined  by  Mr.  Clark.  The  writer 
also  agrees  that  this  question  is  one  for  detailed  study  on  each 
large  project  and  that  the  conclusions  deduced  for  one  project 
are  not  necessarily  correct  for  another  problem  under  different 
local  conditions. 

Our  comments  after  re-reading  the  original  paper  and 
Mr.  Eddy's  discussion  thereof  are  as  follows: . 

Prevailing  Practice. 

Within  the  range  of  the  writer's  observation  the  vast 
majority  of  sprinkling  filters  have  a  depth  ranging  from  about 
5  ft.  to  8i  ft.  Exceptions  to  this  range  are  to  be  found  for 
deeper  filters  in  the  case  of  very  coarse  material  called  by  the 
Germans  "  fist  size  ";  or  with  very  fine  material,  such  as  noted 
in  the  shallow  beds  of  fine  saggars  at  Hanley,  England.  Ex- 
cepting Mr.  Eddy's  important  project  at  Fitchburg,  Mass.,  most 
of  the  recent  sprinkling  filters  in  this  country  have  been  based 
on  a  depth  of  6J  to  7  ft.  There  are  a  few  with  shallower  depths, 
necessitated  by  local  conditions  as  to  available  head,  such  as  at 
Schenectady,  N.  Y.  The  8j-ft.  beds  at  Baltimore  were  occa- 
sioned largely  by  the  desire  to  get  a  removal  of  bacteria  some- 
what greater  than  ordinarily  had  been  the  experience  with 
shallower  beds  elsewhere. 

The  writer  attaches  much  importance  to  the  fact  that  the 
sprinkling  filters  at  Reading,  Pa.,  have  required  progressively 
the  installation  of  additional  units,  due  to  the  existing  ones 
receiving  as  high  a  load  as  could  be  safely  carried  without  un- 
reasonable pooling  and  clogging  at  the  surface.  In  other  words, 
if  the  beds  were  materially  deeper,  it  does  not  seem  likely  that 
any  more  sewage  could  have  been  rendered  non-putresdble, 
although  it  is  granted  that  a  higher  degree  of  nitrification  would 
have  been  found  in  the  effluent.  It  is  realized,  however,  that 
this  deduction  is  not  necessarily  decisive  on  broad  lines,  because 
with  the  elimination  of  some  of  the  finer  particles  of  the  Reading 
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filtering  material  the  clogging  factor  would  have  been  somewhat 
reduced. 

Speaking  generally,  the  Fitchburg  design  and  the  teach- 
ings of  the  experiments  as  described  in  Mr.  Eddy's  discussion 
point  to  a  departure  from  what  might  be  called  normal  practice, 
and  it  is  believed  to  be  fair  to  point  out  that  while  the  data  are 
admittedly  incomplete,  the  burden  of  proof  rests  with  those 
making  the  departure  from  prevailing  practice.  Particularly 
is  this  so,  as  the  data  of  Mr.  Eddy  are  at  variance  with  those 
from  Baltimore,  as  given  by  the  writer,  and  those  from  Hanley 
and  Leeds,  England,  as  summarized  by  Kinnicutt,  Winslow 
and  Pratt.* 

Duration  of  Tests. 

Mr.  Eddy  is  correct  in  pointing  out  that  this  is  an  item  of 
much  significance.  Nitrification  in  the  lower  portions  of  deep 
beds  is  probably  not  established  until  some  time  after  the  filter 
is  put  in  service.  On  the  other  hand,  surface  clogging  does  not 
develop  until  the  plant  has  been  in  service  for  some  time. 

Uniformity  of  distribution  of  sewage  is  another  item  of 
importance.  It  is  influenced  by  surface  clogging  to  some  extent, 
but  it  is  true  that  deeper  beds  have  a  steadying  influence  on 
distribution  which  is  more  marked  than  in  the  case  of  shallow 
beds,  other  things  being  equal. 

These  comments  are  made  in  particular  to  point  out  that 
too  much  weight  should  not  be  given  to  the  results  obtained 
from  small-scale  tests  of  relatively  short  duration. 

Comparison  of  Efficiency. 

The  inadequacy  of  the  yardstick  for  measuring  the  rela- 
tive efficiency  of  sprinkling  filters  of  different  depths  is  one  of 
the  chief  factors  in  causing  discordant  data  and  varying  con- 
clusions to  be  drawn  thereform.  It  is  one  of  the  differences 
between  the  writer's  comments  on  the  Baltimore  data  and  the 
statements  of  Mr.  Eddy  concerning  the  Gloversville,  Wor- 
cester and  Lawrence  data.    The  writer  has  dealt  with  relative 

*"  Sewage  Dispoeal."  page  333. 
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stability  and  oxygen-consumed  results,  whereas  Mr.  Eddy  has 
measured  the  work  accomplished  by  the  percentage  of  samples 
showing  the  effluent  to  have  been  stable.  The  strength  of 
the  sewage  he  has  measured  in  terms  of  unoxidized  nitrogen, 
including  free  ammonia  and  organic  nitrogen. 

The  uncertainties  attending  this  method  of  rating  the 
work  accomplished  may  readily  disguise  the  well-known  fact 
that  the  upper  portions  of  the  filters  generally  do  more  work 
than  the  lower  portions.  This  latter  statement  is  based  partly 
upon  the  results  of  inspection  showing  a  greater  detention  of 
organic  matter  and  zooglcea  which,  so  long  as  a^ation  is  ample, 
we  have  been  taught  to  believe  promotes  biochemical  activities 
accomplishing  purification  to  a  greater  extent  than  is  effected 
by  passing  over  the  cleaner  stone  in  the  lower  portion  of  the 
filter.  This  may  not  be  true  as  regards  complete  nitrification, 
but  it  is  believed  to  be  so  so  far  as  freeing  the  sewage  of  pu- 
tresdble  organic  matter  is  concerned.  It  is  generally  supported 
by  the  Hanley  and  Leeds  data,  cited  above. 

Significance  of  Nitrification. 

The  Massachusetts  data,  especially  those  at  Lawrence,  seem 
to  be  interpreted  as  regards  efficiency  of  coarse-grained  filters, 
with  a  higher  regard  for  nitrification  than  is  true  at  many  places 
elsewhere.  Thus  it  is  stated  that  the  Lawrence  filters  were 
subjected  to  an  operating  schedule  such  as  to  cause  the  effluents 
to  contain  about  1.5  parts  per  hundred  thousand  of  nitrogen  as 
nitrates.  This  is  quite  a  diflferent  policy  from  that  adopted  by 
the  writer.  At  Reading,  Pa.,  for  instance,  as  described  in  the 
writer's  book  on  *'  Sewage  Disposal,**  page  695,  the  sprinkling 
filter  effluents  were  uniformly  stable  and  did  not  on  an  average 
contain  half  as  much  nitrates  as  above-mentioned.  Quoting 
again  from  the  same  book,  it  is  noted  on  page  674  that  the 
Plainfield  filters  contain  only  about  one  quarter  as  much  nitrates 
as  mentioned  in  the  Lawrence  procedure,  although  the  effluents 
as  a  rule  were  non-putrescible.  During  the  summer  months 
the  final  effluent,  undiluted,  was  occasionally  putrescible,  but 
this  was  rarely  if  ever  the  case  during  the  eight  colder  months 
of  the  year. 
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Attention  here  is  directed  to  the  fact  that  low  nitrification 
in  the  sand  filters  at  Lawrence  during  the  winter  of  1901-02 
accompanied  non-putresdble  effluents,  as  stated  in  the  1901 
Report  of  the  Massachusetts  State  Board  of  Health,  page  308, 
and  in  the  1902  Report,  page  214. 

Nitrates  unquestionably  promote  the  stability  of  the  efflu- 
ents of  coarse-grained  filters,  but  where  the  effluent  is  well  sup- 
plied with  dissolved  oxygen  there  are  grave  doubts  in  the  mind 
of  the  writer  as  to  whether  it  is  economically  practicable  to 
design  and  operate  a  sprinkling  filter  so  as  to  promote  relatively 
high  nitrification. 

Undoubtedly  we  are  in  need  of  more  reliable  means  for 
measuring  the  practical  results  accomplished  in  removing  the 
objectionable  putrefying  constituents  of  sewage.  The  **  Salt- 
peter Method  for  Determining  the  Strength  of  Sewages,"  as 
presented  in  Dr.  A.  Lederer's  recent  notes  on  this  subject,  may 
put  a  different  aspect  on  these  comparative  studies. 

Quality  of  Sewage. 

Undoubtedly  the  age,  strength  and  character  of  the  applied 
sewage  are  factors  to  be  considered  in  dealing  with*  the  work 
accomplished  by  sprinkling  filters.  It  is  quite  significant  to 
the  writer's  thought  that  the  sewage  applied  to  the  test  filters 
at  Baltimore  was  very  fresh  sewage  from  a  small  suburban  area 
immediately  adjoining  the  station.  The  sewage  at  Reading 
and  Plainfield  is  also  relatively  fresh.  At  Lawrence  the  sewage 
is  stale  and  more  or  less  advanced  along  the  lines  of  anaerobic 
decomposition.  This  was  true  as  described  by  the  writer  in 
the  1894  Report  of  the  Massachusetts  State  Board  of  Health, 
P^e  459.  This  '*  staleness  **  of  the  Lawrence  sewage  has  quite 
likely  increased  rather  than  decreased  in  recent  years.  The 
sewages  at  Worcester  and  Gloversville  are  characterized  by 
their  mixture  with  trade  wastes,  and  these  may  have  been  factors 
of  substantial  significance. 

The  English  data,  quoted  by  Mr.  Eddy  to  the  effect  that 
the  work  accomplished  by  sprinkling  filters  is  substantially  the 
same  per  volume  of  material,  were  presumably  obtained  with 
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stale  rather  than  fresh  sewage.  Perhaps  the  long  period  of  travel 
of  the  Lawrence  sewage  through  the  4000-ft.  length  of  gal- 
vanized-iron  pipe  may  be  a  factor  explaining  the  data  pointing 
to  a  result  different  from  the  English  conclusion  and  diametri- 
cally opposed  to  the  data  from  Baltimore,  Reading,  etc.  Lack 
of  aeration  of  the  influent,  such  as  furnished  by  sprinkler  nozzles 
elsewhere,  may  be  of  significance. 

Relative  Purification  by  Royal  Commission  Standards. 

In  the  absence  of  any  definitely  accepted  method  of  com- 
paring purification  effected  by  filters,  the  writer  has  had  his 
staff  study  the  use  of  the  proposed  Royal  Commission  method 
for  this  purpose.  This  method  is  not  presented  by  its  author, 
Dr.  McGowan,  as  being  at  all  conclusive,  and  it  is  based,  of 
course,  on  a  limited  number  of  experimental  data;  nevertheless, 
it  has  the  merit  of  being  suitable  for  quantitative  comparison. 
This  Royal  Commission  method  is  an  attempt  to  put  in  numerical 
form  the  various  elements  entering  into  the  strength  of  a  sewage 
applied  to  a  filter  and  the  effluent  coming  from  a  filter  and, 
combining  these  figures  for  strength  or  oxidizability' with  the 
rate  of  dosing  of  the  sewage,  there  is  obtained  a  definite  numerical 
purification  figure  which  is  said  to  be  suited  for  comparative 
work. 

This  method,  originated  by  Dr.  George  McGowan,  may  be 
found  in  the  Fifth  Report  of  the  Royal  Commission  on  Sewage 
Disposal,  oil  pages  16  and  107,  Detailed  information  with 
the  bases  on  which  the  formulae  used  are  derived  may  be  found 
in  the  Fourth  Appendix  to  the  Fifth  Report  of  the  Royal  Com- 
mission on  Sewage  Disposal,  particularly  pages  i  to  50. 

Th^  oxidizability,  which  is  called  the  strength  of  the  sewage 
applied,  is  to  be  measured  by  the  following  formula : 

5  =  (Ammon.  N  +  Organic  N)  X  4.5 
+  (Oxygen  absorbed  in  4  hours)  X  6.5. 

Nitrogen  and  oxygen  are  to  be  expressed  in  parts  per  100  000. 
The  strength  of  a  filtered  effluent  is  measured  by  Dr,  Mc- 
Gowan as  follows: 
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Strength  =  (Ammon.  N  +  Organic  N)  X  4.5 

+  (Vol.  matter  of  suspended  solids)  X  2 
—  nitric  nitrogen  X  3. 

The  amount  of  purification  effected,  or,  as  expressed  by 
Dr.  McGowan,  the  unit  of  purification  per  cubic  yard  of  material, 
is  equal  to  the  difference  m  strength  between  the  influent  and 
effluent,  multiplied  by  the  gallons  of  sewage  per  cubic  yard  of 
material  treated  per  day. 

The  theory  on  which  these  formulae  is  based  is  that  the 
so-called  strength  of  either  influent  or  effluent,  as  expressed  by 
the  formula,  is  equal  to  the  amount  of  oxygen  in  parts  per 
100  000  required  completely  to  oxidize  the  sewage.  In  the 
formula  for  the  effluent  a  deduction  is  made  for  the  oxygen 
present  in  the  form  pf  nitrates  by  deducting  three  times  the 
nitric  nitrogen  from  the  strength  as  shown  by  the  other  part  of  the 
formula.  The  difference  between  the  strength  of  the  influent 
and  the  effluent  represents  the  loss  of  oxidizability  in  parts  of 
oxygen  per  100  000  effected  by  the  purification  treatment. 

The  writer  uses  the  above-stated  formula  in  analyzing 
the  various  observations  which  have  been  made  in  this  country. 
In  this  connection  he  wishes  to  call  attention  to  the  fact  that 
in  the  formula  for  th^  strength  of  sewage  effluents  from  filters 
a  subtraction  is  made  corresponding  to  the  amounts  of  nitrates 
present,  and  as  it  is  well  known  that  a  deep  filter  effects  a  rela- 
tively higher  degree  of  nitrification  than  shallow  filters,  this 
deduction  for  nitrates  favors  relatively  the  deep  filter.  A  later 
suggestion  of  Dr.  McGowan  is  to  be  found  on  page  50  of  the 
Fourth  Appendix  to  the  Fifth  Report,  as  follows: 

**  With  regard  to  the  calculation  of  the  unit  of  purification 
per  cubic  yard  of  filter,  we  think  —  on  further  consideration  — 
that  it  would  be  more  correct  not  to  give  credit  for  the  nitrate 
remaining  in  the  effluent.  The  strength  of  a  sewage  liquor  is 
based  upon  the  amount  of  oxygen  required  for  the  complete 
oxidation  of  the  liquor  by  atmospheric  or  di^olved  oxygen,  the 
nitrogen  (at  all  events,  much  the  greater  part  of  it)  remaining 
in  the  diluted  liquid  in  the  form  of  nitrate." 

If  this  modified  form  of  strength  formula  were  to  be  used, 
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not  making  deduction  from  the  strength  of  the  effluent  because 
of  the  nitrates  present,  the  resultant  figures  would  be  more 
favorable  to  the  form  of  filter  effecting  the  smaller  amount 
of  nitrification.  The  writer  does  not,  however,  use  this  modi- 
fied formula,  but  uses  the  original  form  and  wishes  only  to  call 
attention  to  the  fact  that  the  error  in  using  the  original  form, 
if  any,  as  between  the  original  formula  and  the  one  later  sug- 
gested by  Dr.  McGowan,  favors  the  deep  filter  as  compared 
with  the  shallow  one. 

Examining  first  the  data  presented  in  Table  I  of  Mr.  Eddy's 
paper,  we  find  records  given  for  the  Gloversville  experimental 
plant  for  a  period  of  three  months  for  each  of  the  three  filters. 
The  writer  does  not  wish  to  question  the  correctness  of  these 
records  as  reported  by  Mr.  Eddy,  for  the  particular  time  which 
these  records  cover,  and  no  doubt  from  Mr.  Eddy's  familiarity 
with  this  experimental  plant  he  has  given  correct  figures,  but 
the  writer  has  been  unable  to  find  these  figures  in  the  original 
1909  printed  Gloversville  report  and  has  been  compelled  to  take 
from  this  original  printed  report  figures  as  reported  in  order 
to  use  Gloversville  tests  for  comparative  purposes.  Taking 
practically  the  whole  run  of  these  filters  Nos.  i,  2  and  3  for 
a  period  of  ten  months  beginning  at  the  beginning  of  September, 
1908,  and  ending  at  the  end  of  June,  1909,  and  taking  the  rate 
of  filtration  as  given  in  Appendices  I,  J  and  K,  pages  211  to  250 
inclusive,  of  the  report,  we  get  the  following  Table  i. 

The  quality  of  the  influent  to  the  filters  and  the  effluent 
from  the  filters  is  to  be  found  in  this  1909  report  as  follows. 
For  filter  No.  i,  on  page  100;  filter  No.  2,  on  page  103;  fflter 
No.  3,  on  page  104.  The  tables  on  these  three  pages  give  what 
is  called  the  averages  of  all  analyses  of  influent  and  effluent. 
These  averages  may  not  be  absolutely  identical  for  the  same 
period  as  those  of  the  average  rate  shown  here  in  Table  i,  and 
it  may  extend  for  a  somewhat  longer  period  than  th^t  of  Table  i. 
There  is  no  reason,  however,  to  expect  that  there  will  beany 
substantial  difference,  and  we  can  practically  take  the  analyses 
of  these  pages  quoted  as  corresponding  to  the  rate  of  Table  i. 

Using  the  analyzed  results,  Table  2  following  shows  the 
purification  effected  by  each   of   the  three  filters  in  question: 
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TABLE  I. 

Average  Rate  of  Filtration,  in  Million  Gallons  per  Acre 
Daily,  Gloversville  Experimental  Filters. 


Month. 


Filter  No. 


I. 


a. 


September,  1908 

October 

November 

December 

January,  1909. . 

February 

March 

April 

May 

June 

Average 


0.60 
0.78 
1. 00 
1. 18 
1. 18 
1. 18 
1. 18 
1. 18 
1. 18 
1. 18 

1.06 


0.69 
0.78 
1. 00 
1.06 
1.06 
1.06 
1.06 
1.06 
1.06 
1.06 

0.99 


0.60 
0.70 
i.oo 
1. 00 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 

0.93 


TABLE  2. 

Gloversville  Experimental  Filters.    Receiving  Septic  Tank 

Sewage. 


Filter  No. 


X. 


3. 


Depth  of  stone,  feet 

Size  of  stone,  inches 

Rate  of  dosing,  m.g.d.  acre 

Rate  of  dosing,  gallons  per  cu.  yd.  per  day, 

Influent:  Free  ammonia,  ppm 

Organic  nitrogen,  ppm 

Oxygen  consumed  (5  min.   boil- 
ing), ppm 

Strength,  ^^ — ^^,  pp  100  000 

Effluent:  Free  ammonia,  ppm 

Organic  nitrogen,  ppm 

Nitrates,  ppm 

Volatile  suspended  solids,  ppm. 
Strength.  4\N+2V-3n^ 

**  10 

pp  100  000 

Reduction  of  strength 

Purification  units  per  cubic  yard  daily. . . 


10 

ii-2 
1.06 
66 

14 
H 

61 

38.8. 

8.0 

3.5 
4.8 
22 


7.6 

31.2 

2060 


ii-2 

.99 

88 

152 

15.3 

68 

40.2 

8.6 
5.0 
3.6 
32 


10.7 

29.5 
2  600 


lJ-2 
.93 

"5 
14 
14 

62 

39.4 

"5 
5.8 
1.6 

29 


12.2 
27.2 

3130 
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In  cx>nsidering  the  data  of  these  experiments,  it  is  to  be 
noted  that  the  oxygen-consumed  test  is  given  on  the  basis  of  the 
oxygen  taken  from  permanganate  on  five  minutes'  boiling. 
This  oxygen  figure  will  be  materially  greater  than  will  be  ob- 
tained by  the  four-hour  test  used  as  the  basis  in  the  English 
formula,  and  to  make  allowance  for  the  different  figures  the 
writer  has  used  a  multiplier  of  4.5  instead  of  6.5  for  the  oxygen 
consumed.  This  may  not  be  at  all  exact,  but  the  error  intro- 
duced is  not  substantial,  and  should  not  materially  affect  the 
result. 

On  the  basis  of  all  the  Gloversville  tests  recorded,  it  seems 
that  stone  in  the  lo-ft.  filter  effects  the  purification  of  2  060 
units  per  cubic  yard  per  day;  in  a  7-ft.  filter,  2  600  units;  and 
in  the  5-ft.  filter,  3  130  units. 

Passing  now  to  the  next  series  of  data  reported  by  Mr. 
Eddy,  the  test  of  the  Worcester,  Mass.,  filters,  here  again  the 
writer  is  unable  to  identify  the  particular  period  covered  by 
these  tests  reported  by  Mr.  Eddy  and  is  unable  to  test  the 
accuracy  of  the  figures  shown  or  to  judge  them  by  his  own 
methods  of  computation.  The  results  reported  for  the  deep 
filters  seem  to  be  substantially  better  than  those  of  the  shallow 
filters.  There  are  some  variable  factors,  however,  in  these 
tests  which  make  the  comparison  as  reported  unsatisfactory. 
The  biggest  item  of  difference  appears  in  the  Table  I  of  Mr. 
Eddy's  paper,  where  it  is  stated  that  the  sewage  applied 
to  Filters  D,  F  and  E  is  settled  sewage  and  the  sewage  applied 
to  Filters  G  and  H,  the  deeper  filters,  is  the  effluent  from  Imhoff 
tanks.  The  fact  that  the  tests  are  not  made  at  the  same  time 
makes  comparison  a  very  difficult  matter.  Another  factor  is 
stated  in  Mr.  Fales's  report  appended  to  the  annual  report  of  the 
superintendent  of  sewers  of  Worcester  for  the  year  ending 
November  30,  1912,  on  pages  57  and  58,  where  he  states: 

'*  In  considering  the  relative  efficiency  of  the  lO-ft.  filter, 
conditions  of  operation  must  again  be  taken  into  account. 
During  the  operation  of  the  lO-ft.  filter,  Worcester  nozzles 
have  been  in  use,  and  the  distribution  has  been  much  better  than 
we  have  ever  attained  before.  It  is  probable  that  the  increased 
efficiency  of  the  filter  is  due  largely,  if  not  solely,  to  the  improve- 
ment in  the  distribution." 
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Still  another  difficulty  in  the  proper  comparison  of  these 
tests  is  the  fact  that  the  effluent  analysis  reported  is  the  analy- 
sis with  the  suspended  matters  in  the  effluent  removed  by  sedi- 
mentation. This  will  effect  an  apparent  increase  in  the  purifi- 
cation units  to  be  obtained  from  each  filter,  but  it  is  not  known 
whether  this  increase  will  be  the  same  for  all  filters  and  for  the 
whole  period  covered  by  the  tests. 

The  writer  feels  that  the  tests  as  reported  are  not  in  such 
shape  that  a  comparison  will  lead  to  any  final  conclusion;  he 
gives  the  figures  of  these  tests  below  and  the  calculations  ob- 
tained from  them  for  the  sake  of  completeness  in  the  following 
table. 

The  shallow  filters,  Filters  D,  E  and  F,  have  results  re- 
ported in  the  annual  report  of  the  superintendent  of  sewers  for 
the  year  ending  November  30,  1910,  page  748.  Table  3  gives 
the  data  and  calculations  obtained  from  this  series  of  tests. 


TABLE  3. 

WOSCBSTBR  EXPBRniENTAL  FILTERS   RECEIVING  SETTLED  SeWAGE. 

September,  1909,  to  September,  1910. 
(All  data  in  parts  per  100  000.} 


Filter  No. 


D. 


E. 


E>epth  of  stone,  feet 

Size  of  stone,  inches 

Rate  of  donng,  m.g.d.  acre 

Rate  of  dosing,  gallons  per  cu.  yd.  per  day, 
Influent:  Free  ammonia 

Albuminoid  ammonia 

Residual  organic  nitrogen 

Oxygen  consumed  (2  min.  boil- 
ing)   

Strength,  /^iN+eiO 

Effluent:  Free  ammonia 

Albuminoid  ammonia 

Residual  organic  nitrogen 

Nitrates 

Strength,  /^^N—^n 

Reduction  of  strength 

Purification  units  per  cu.  yd.  per  day 


5.0 

.70 

93 
2.70 

.52 
.66 

8.05 
67.1 
2.13 

.17 
.16 

•23 
8.6 

58.5 
5400 


7.5 

i-ii 
1. 00 

83 
2.70 

.52 

.66 

8.05 
67.1 
1.85 

.13 

•13 

.47 
6.4 

60.7 

5000 


7.5 

1. 00 

83 

2.70 

.52 

.66 

8.05 
67.1 
1.83 

.13 
.16 

.34 
7.4 
59.7 
4950 
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In  these  Worcester  tests  the  oxygen  consumed  is  reported 
by  the  two  minutes*  boiling  method.  It  is  assumed  for  the 
purpose  of  comparison  that  the  oxygen  consumed  as  given  by 
this  test  will  be  practically  the  same  as  that  obtained  by  the 
four-hour  English  tests  on  which  the  formulae  are  based. 

The  results  obtained  in  the  Worcester  experiments  on  the 
lo-ft.  filter  dosed  with  Imhoff  tank  effluent  as  obtained  from 
the  1912  annual  report,  pages  54  and  55,  are  shown  in  detail 
in  Table  4  accompanying. 


TABLE  4. 

Worcester  Experimental  Filters.    1912  Report.     Receiving 
Imhoff  Tank  Effluent.    Filter  Effluent  Tested  after  2.3 

1  Hours*  Settlement. 

(All  data  in  parts  per  100  000) 


Filter  No. 


Depth  of  stone,  feet 

Size  of  stone,  inches 

Rate  of  dosing,  m.g.d.  acre 

Rate  of  dosing,  gals,  per  cu.  yd.  per  day 
Influent:  Free  ammonia 

Albuminoid  ammonia 

Residual  organic  nitrogen .  . 

Oxygen  consumed 

Strength 

Effluent :  Free  ammonia 

Albuminoid  ammonia 

Residual  organic  nitrogen .  . 

Nitrates 

Strength 

Reduction  of  strength 

Purification  units,  per  cu.  yd.  per  day. . 


10 

1.563 
97 

2.43 
.67 

1.067 
11.90 

93.7 
1.85 

.25 
.30 

.51 
7.6 
86.1 

8350 


Turning  now  to  the  Lawrence  tests,  here  again  the  writer 
refers  to  the  original  data  in  the  absence  of  being  able  to  identify 
Mr.  Eddy's  records.  In  the  year  1908  Annual  Report  of  the 
Massachusetts  State  Board  of  Health,  page  370  and  following, 
is  given  a  summary  of  the  previous  ten  years*  tests  of  various 
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filters,  and  of  these,  Nos.  135,  136,  247,  248  and  222  are  reported 
in  some  detail.  Table  No.  5,  following,  gives  the  tabulation 
of  the  data  reported  in  this  1908  report  and  tabulations  of  the 
purification  unit. 

TABLE  5. 

Lawrence  Experimental  Fu^ters.    1908  Report,  pp.  370  et  seq. 

(All  data  in  parts  per  100  000.) 


Filter  No 

Period  of  trials 

Depth,  feet 

Size  of  stone,  inches 

Rate  oi  do*iing,  m.g.d.  acre 

Rate  of  dosing,  gals,  per  cu.  yd.  per  day. . 
Influent:  Free  ammonia 

Kjedahl  nitrogen 

Oxygen  consumed  (2  minutes) . 

Strength 

Effluent:  Free  ammonia 

Kjedahl  nitrogen 

Nitrates 

Strength 

Reduction  of  strength 

Purification  units  per  cu.  yd.  per  day  . . . . 


135 

136 

9yr8. 

9yrs. 

I  mo. 

I  mo. 

1 0.0 

1 0.0 

i-i 

i-i 

1.512 

1.797 

94 

112 

4.70 

4-59 

1.04 

.98 

3.64 

3.56 

45-7 

44-5 

1.63 

1.99 

.40 

.48 

2.55 

2.21 

.25 

2.9 

45.5 

41.6 

42B0 

4660 

It  is  to  be  noted  that  here,  too,  there  is  given  no  record  of 
the  volatile  matter  in  the  suspended  solids,  and  the  strength 
of  the  filter  effluent  is,  therefore,  calculated  while  ignoring  this 
question  of  the  volatile  suspended  solids. 

Coming  now  to  the  experimental  filters  at  Baltimore,  as 
reported  by  the  Baltimore  Sewerage  Commission  in  the  1911 
annual  report,  which  tests  formed  the  basis  of  the  writer's 
original  paper,  we  get  Tables  6  and  7,  taken  from  pages  55  and 
57  of  this  191 1  report.  The  rates  of  filtration  are  not  given  in 
the  original  report  beyond  the  intimation  that  they  were  uniform 
for  the  various  depths  of  filters,  and  the  statement  that  the 
average  rate  was  approximately  3.3  million  gallons  per  acre  of 
filter  surface  per  day.  For  the  purpose  of  making  these  Tables 
6  and  7  and  to  simplify  comparison,  the  writer  has  assumed  a 
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uniform  rate  of  one  million  gallons  per  acre  per  day,  and  the 
resulting  figures  for  purification  are  no  doubt  somewhat  less 
than  that  actually  obtained. 

Examined  in  the  way  outlined  above,  some  of  the  tests 
made,  such  as  the  Gloversville  test  and  the  Baltimore  test, 
seem  to  indicate  very  definitely  a  greater  purification  effected 
per  cubic  yard  of  stone  by  the  shallow  filters.  The  Worcester 
tests  do  not  lead  to  any  conclusion,  because  of  the  varying  con- 
ditions under  which  the  various  tests  were  made.  The  Lawrence 
earlier  tests  seem  to  show  that  there  is  no  notable  difference  in 
the  output  of  the  filters  of  various  depths.  In  comparing  these 
tests,  however,  it  should  be  noted  that  the  Gloversville  and  Bal- 
timore tests  do  report  the  amount  of  volatile  suspended  solids  in 
the  filter  effluent,  and  that  these  are  properly  accounted  for  in 
the  formula  and  in  the  purification  thus  obtained.  Neither 
the  Worcester  nor  the  Lawrence  test  report  these  volatile  sus- 
pended solids,  and  therefore  no  allowance  is  made  in  figuring 
purification  units. 

It  is  well  known  that  some  part  of  the  settling  solids  in 
the  effluent  of  coarse  grain  sprinkling  filters  is  putrescible. 


TABLE  6. 

Baltimore  Expbrimbntal  Filters.    191  i   Report  of  Baltimore 
Sewerage  Commission,  Table  B,  Page  55. 


Depth  of  filter,  feet 

Size  of  stone,  inches 

Rate  of  dosing,  m.g.d.  acre,  assume 

Rate  of  dosing,  gals.  i>er  cu.  yd.  per  day 
Influent:  Free  ammonia,  ppm 

Organic  nitrogen,  ppm 

Oxygen  consumed,  ppm 

Strength,  pp.  100  000 

Effluent:  Free  ammonia,  ppm 

Organicf  nitrogen,  ppm 

Nitrates,  ppm 

Volatile  suspended  solids,  ppm.. 

Strength,  pp.  100  000 

Reduction  of  strength 

Purification  units  per  cu.  yd.  per  day. . . 


6 

9 

12 

1-2 

1-2 

1-2 

I.O 

1.0 

I.O 

104 

69 

51 

19 

19 

19 

16 

16 

16 

50 

50 

50 

47-3 

47.3 

47.3 

15 

11 

9 

12 

10 

10 

8 

15 

18 

50 

33 

27 

18.4 

10.7 

7.6 

28.9 

36.6 

39.7 

3000 

2500 

^030 

ECOMONIC  DEPTH  OF  TRICKLING  FILTERS. 
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TABLE  7. 

Baltimore  Experimental  Filters.    191  i  Annual  Report, 

Table  D,  Page  57. 


Depth  of  filter,  feet 

Size  of  stone,  inches 

Rate  of  dosing,  assumed,  gals.  cu.  yd.  per 

day 

Influent:  Free  ammonia,  ppm 

Organic  nitrogen,  ppm 

Oxygen  consumed,  ppm 

Strength,  pp.  100  000 

£ffluent:  Free  ammonia,  ppm 

Organic  nitrogen,  ppm 

Nitrates,  ppm 

Volatile  suspended  solids,  ppm.. 

Strength,  pp.  too  000 

Reduction  of  strength 

Purification  units  per  cu.  yd.  per  day 


4.5 

7.5 

10.5 

1-2 

1-2 

1-2 

138 

83 

59 

18 

18 

18 

10 

10 

10 

42 

42 

42 

38.5 

38.5 

38.5 

16 

II 

7 

8 

8 

7 

3 

II 

17 

36 

27 

24 

15.8 

9.7 

5.6 

22.7 

28.8 

32.9 

3130 

2400 

1940 

Construction  Factors. 

If  it  is  true  that  in  the  treatment  of  a  given  sewage  its 
stability  or  non-putrescible  condition  is  brought  about  in  sprin- 
kling filters  of  varying  depths  to  the  same  extent  per  cubic  yard 
of  material  in  the  bed,  there  is  no  doubt  about  deeper  beds 
being  cheaper  than  shallower  ones;  this  is  stated  by  the  writer 
in  his  book  on  **  Sewage  Disposal,"  page  703.  On  that  assump- 
tion, the  deeper  beds  would  undoubtedly  be  cheaper  if  we  were 
sure  that  surface  clogging,  as  experienced  at  Reading,  would 
not  increase  the  operating  costs  and  if  we  were  also  certain  that 
high  nitrification,  comparatively  speaking,  is  worth  securing 
in  addition  to  reducing  the  organic  matter  to  a  point  where  the 
effluent  will  not  putrefy. 

Mr.  Eddy's  point  that  the  distributing  system  is  more 
likely  to  vary  in  proportion  to  the  area  of  the  filter  than  with 
the  quantity  delivered  has  an  element  of  truth,  in  that  the  cost 
of  the  distribution  system  will  depend  on  both  of  these  factors, 
although  we  have  made  no  detailed  comparisons  for  the  approx- 
imate studies  hitherto  undertaken.  There  are  rather  striking 
differences  in  the  unit  costs  of  floors,  false  bottoms,  walls,  gal- 
leries  and  distributors,  between  Mr.  Eddy's  figures  based  on 
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his  Fitchburg  prices  and  those  used  by  the  writer  in  his  original 
paper.  Local  factors  of  design  and  market  prices  are  no  doubt 
abundantly  capable  of  explaining  these  differences.  The  higher 
these  unit  costs  are  for  the  filter  floor,  the  greater  will  be  the 
benefit  of  deeper  filters,  comparatively  speaking. 

As  to  the  writer's  unit  prices  for  the  structures  above 
mentionea,  there  is  nothing  that  can  be  added  except  that  they 
are  in  accordance  with  his  repeated  experiences.  Eliminating 
the  item  of  filtering  material  (broken  stone),  his  unit  prices  are 
in  accordance  with  the  results  of  the  recent  letting  at  Plainfield, 
N.  J.,  and  substantially  conform  to  the  prices  obtained  in  1913  at 
Baltimore,  Md.;  at  Reading,  Pa.;  and  Columbus,  Ohio;  and 
Atlanta,  Ga. 

As  to  broken  stone,  the  Fitchburg  price  of  $1.95  per  cubic 
yard  is  no  doubt  more  representative  of  New  England  condi- 
tions than  the  $1.50  price  used  by  the  writer.  The  low  price 
was  used  by  the  writer  with  the  intent  of  making  the  comparison 
fair  to  the  deep  filters,  as  the  lower  the  price  of  broken  stone, 
the  less  is  the  possible  advantage  which  might  accrue  to  the 
shallower  filters. 

It  is  perhaps  worth  while  to  point  out  that  excavation, 
embankments  and  some  minor  appurtenances  are  not  included 
in  the  figures  for  the  writer's  sprinkling  filter  costs.  The  total 
cost  of  an  installation,  including  all  factors  not  varying  with 
the  depth,  will  be  markedly  higher  than  the  base  prices  given. 
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TOILET    REGULATIONS    FOR    INDUSTRIAL    ESTAB- 
LISHMENTS.   REPORT  OF  COMMITIEE. 

Boston,  November  3,  1914. 

Mr.  Bertram  Brewer,  Chairman  Sanitary  Section, 
Boston  Society  of  Civil  Engineers: 

Sir,  —  Pursuant  to  instructions,  the  committee  appointed  by 
you  to  consider  the  regulations  for  toilet  facilities  in  industrial 
establishments,  a  subject  now  under  consideration  by  the  State 
Board  of  Labor  and  Industries,  has  completed  its  study  and  sub- 
mits the  following 

Report. 

The  committee  visited  the  Bureau  of  Labor  and  Industries 
and  received  from  its  sanitary  engineer  copies  of  a  draft  of 
proposed  regulations  and  other  contributory  data. 

In  order  to  prepare  itself  to  criticise  the  proposed  regu- 
lations intelligently,  your  committee  visited  several  industrial 
establishments  employing  workers  of  various  nationalities  with 
widely  differing  personal  habits.  It  has  also  held  several  meet- 
ings to  discuss  the  questions  involved;  it  has  investigated  the 
laws  and  regulations  of  other  states  and  the  practice  of  certain 
large  corporations;  and  it  has  consulted  the  available  literature 
bearing  upon  the  problem  and  several  engineers  who  have  special 
knowledge  in  the  premises. 
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Your  committee  finds  that  the  regulations  proposed  by  the 
State  Board  of  Labor  and  Industries  are  generally  fitting  and 
proper  and  not  burdensome  to  the  employer  of  labor.  Further- 
more, they  should  afford  sufficient  protection  to  the  employee. 
On  the  other  hand,  your  committee  has  suggested  certain  changes 
in  the  text  of  the  regulations  in  the  interest  of  clearness  and 
consistency. 

Because  the  condition  in  which  toilet  rooms  are  maintained 
may  depend  in  large  measure  upon  the  ideals  of  certain  em- 
ployees, and  as  ideals  of  proper  cleanliness  and  care  differ  widely 
among  different  classes  of  employees,  there  appears  to  be  no 
way  of  obtaining  proper  conditions  except  through  a  system  of 
state  inspection  and  supervision,  supported  by  adequate  police 
power. 

At  the  present  time  the  manufacturers  of  the  state  are 
complaining  of  too  many  inspections  and  that  the  very  frequent 
admission  of  inspectors,  both  those  authorized  by  the  state  and 
those  representing  private  associations,  interferes  in  no  small 
degree  with  the  work  of  the  various  establishments.  This  annoy- 
ance should  be  reduced  to  the  minimum  consistent  with  the 
health  and  welfare  of  the  employees;  and  if  the  state  factory 
inspection  could  be  made  by  one  board,  even  though  it  requires 
more  than  one  kind  of  inspection,  conflict  of  authority  might 
be  avoided  and  the  manufacturers  relieved  of  some  of  the  annoy- 
ance of  which  they  complain. 

The  proposed  regulations,  with  the  changes  suggested  by 
the  committee,  are  transmitted  with  this  report. 

Respectfully  submitted, 

Robert  Spurr  Weston, 
George  A.  Carpenter, 
Richard  A.  Hale, 

CommUtee* 
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Toilet    Regulations     for     Industrial   Establishments 

Recommended  by  the  Sanitary  Section  of  the 

Boston  Society  of  Civil  Engineers. 

(Adopted  December  9,  1914.) 

TOILET  FACILITIES. 

I. 
Where  Required  and  Sex  Designation. 

In  every  establishment  where  persons  are  employed,  there 
shall  be  provided  within  reasonable  access  a  sufficient  number 
of  proper  water-closets,  earth  closets  or  privies,  and  wherever 
ten  or  more  persons  of  both  sexes  are  employed  together,  sepa- 
rate water-closet  compartments  or  toilet  rooms  shall  be  provided 
tor  each  sex,  and  shall  be  plainly  so  designated. 

No  person  shall  be  allowed  to  use  a  closet  or  privy  which 
is  designated  for  the  use  of  persons  of  the  opposite  sex. 

II. 

Number  Required. 

The  number  of  seats  shall  not  be  less  than  one  to  every 
twenty-five  (25)  miales  and  one  to  every  twenty-five  (25)  females, 
based  upon  the  maximum  number  of  pei;sons,  of  either  sex, 
employed  at  any  one  time,  except  that  where  urinals  are  pro- 
vided, the  number  of  seats  required  may  be  decreased  by  one 
for  each  urinal  installed;  but  the  total  number  of  seats,  however, 
shall  not  be  less  than  two  thirds  the  number  required  above. 

III. 

Location. 

Water-closets  and  urinals  must  be  readily  accessible  to  the 
persons  using  them.  In  no  case  may  a  closet  be  located  more 
than  one  floor  above  or  below  or  more  than  300  ft.  distant 
from  the  regular  place  of  work  of  the  person  using  the  same. 
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In  tenant  factories,  mercantile  or  office  buildings,  the  owner 
shall  provide  separate  toilets  within  reasonable  access,  as  above 
defined,  for  the  common  use  of  the  tenants. 


.IV. 

Privacy. 

(a)  Existing  Installations, 

The  entrance  to  every  water-clcset  compartment,  which 
opens  directly  into  a  room,  hall  or  passageway  in  a  building 
where  both  sexes  are  employed,  or  room,  hall  or  passageway 
frequented  by  both  sexes,  shall  be  screened  by  a  screen  or  vesti- 
bule at  least  six  (6)  feet  in  height. 

(6)  Future  Installations, 

Every  water-closet  compartment  hereafter  installed  shall 
be  located  in  a  toilet  room,  or  shall  be  built  with  a  vestibule  to 
screen  the  interior  from  view. 

(c)  All  Installations.  • 

Where  separate  toilets  for  each  sex  adjoin,  they  shall  be 
separated  by  solid  partitions,  and  the  entrances  shall  be  as  remote 
as  possible.    They  shall  not  open  into  a  common  ante-room. 


V. 

Ventilation. 

(a)  Existing  Installations, 

Every  water-closet  compartment,  excepting  as  hereinafter 
provided,  shall  be  ventilated  directly  to  the  outside  air  by  a  win- 
dow, skylight  or  other  suitable  opening. 

All  water-closets  which  are  not  ventilated  directly  to  the 
outside  air  by  a  window,  skylight  or  other  opening  shall  be 
entirely  enclosed  in  a  compartment  or  toilet  room,  by  either 
extending  the  side  walls  to  the  ceiling  or  by  independently  ceil- 
ing them  over  at  a  minimum  height  of  eight  (8)  feet.  This 
compartment  or  toilet  room  shall  then  be  ventilated  by  either: 

I.  An  exhaust  system;  or 
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2.  A  stack  to  the  roof  at  least  6  in.  in  diameter. 

Wherever  practicable,  these  toilets  shall  be  relocated  so 
that  they  will  be  exposed  directly  to  the  outside  light  and  air, 
in  accordance  with  the  requirements  for  new  installations. 

(6)  Future  Installations, 

Every  water-closet  compartment  hereafter  constructed  shall 
be  ventilated  directly  to  the  outside  air  by  a  window,  skylight 
or  other  suitable  opening.  Where  the  water-closet  compart- 
ments ventilate  into  an  air  shaft,  the  area  of  such  shaft  in  square 
feet  must  not  be  less  than  20  per  cent,  of  the  height  of  the  shaft 
in  feet.  If  this  air  shaft  is  covered  with  a  skylight,  the  net  area 
of  the  openings  at  the  top  must  be  at  least  one  and  one-half 
times  the  area  required  for  the  shaft. 


VL 

Lighting. 

{b)  Future  Installations. 

The  minimum  amount  of  window  space  for  every  toilet 
room  in  which  one  urinal  or  seat  is  hereafter  installed  shall  be 
four  (4)  square  feet,  and  for  each  additional  urinal  or  seat  one 
(i)  square  foot  additional  window  space  shall  be  provided. 

(c)  AU  Installations, 

All  windows  must  be  so  constructed  that  they  can  be  readily 
opened  to  at  least  one  half  their  total  area. 

Every  toilet  room  or  water-closet  compartment  shall  be  so 
lighted  that  all  parts  of  the  room  or  compartment  are  easily 
visible  at  all  times  during  working  hours.  If  daylight  is  not 
sufficient  for  this  purpose,  artificial  illumination  shall  be  main- 
tained. 

VII. 

Size  of  Toilet  Room, 

In  all  water-closet  compartments  hereafter  constructed, 
there  shall  be  at  least  ten  (10)  square  feet  of  floor  space  and 
80  cubic  feet  of  air  space  per  urinal  or  seat  installed. 
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VIII. 

Type  of  Water-Closet. 

All  water^cloeets  shall  be  provided  with  ample  water  for 
flushing. 

All  water-closets  hereafter  installed  shall  have  individual 
bowls  made  of  porcelain  or  vitreous  earthenware;  they  shall 
be  provided  with  seats  made  of  wood  or  other  non-heat-absorb- 
ing material,  which  shall  be  coated  with  varnish  or  some  other 
waterproof  substance. 

All  future  installations  of  water-closets  in  inside  rooms  shall 
be  provided  with  local  seat  vents  connected  with  a  stack  or 
chimney  having  an  area  of  cross  section  of  not  less  than  three  (3) 
square  inches  per  closet. 

IX. 

Enclosing   Woodwork. 

(a)  Existing  Installations, 

All  woodwork  enclosing  the  bowl  of  the  closet  shall 
be  removed  and  the  space  within  the  compartments  shall  be 
painted  with  some  light-colored  non-absorbent  paint. 

(b)  Future  Installations, 

The  bowl  of  the  closet  shall  be  free  and  clear  so  that  the 
space  behind  and  below  may  be  readily  cleaned. 

X. 

Partitions  and  Walls. 

(6)  Future  Installations, 

Hereafter,  when  more  than  one  water-closet  is  installed  in 
a  toilet  room,  partitions  shall  be  provided  between  the  seats. 
These  may  be  of  wood  if  covered  with  paint  or  some  other  non- 
absorbent  material.  They  shall  be  not  less  than  six  (6)  feet 
high,  and,  where  practicable,  shall  not  extend  nearer  the  ceiling 
or  floor  than  one  foot.  They  shall  be  at  least  twenty-eight 
inches  (28  in.)  apart. 

(c)  All  Installations. 

The  enclosing  walls  shall  be  substantially  constructed  and 
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•designed  to  secure  privacy.  All  outside  walls,  unless  constructed 
of  glazed  tile,  brick,  etc.,  shall  be  kept  well  painted  with  a  light- 
colored  non-absorbent  paint,  varnish  or  other  impervious  com- 
pound. 

XI. 

Floors. 

(b)  Future  Installations. 

The  floor  of  every  water-closet  compartment  or  toilet  room 
hereafter  installed,  and  the  side  walls,  to  a  height  of  nine  (9) 
inches,  shall  be  constructed  of  material  impervious  to  moisture, 
and  which  has  a  smooth  surface. 

(c)  All  Installations. 

The  floors  of  all  water-closet  compartments  and  toilet  rooms 
shall  be  kept  in  good  repair,  and  free  from  large  cracks  or  holes. 

XII. 
Doors. 

(b)  Future  Installations. 

All  water-closet  compartments  hereafter  installed  in  men*s 
toilet  rooms  shall  be  provided  with  doors  at  least  three  (3)  feet 
in  height  and  they  shall  be  set  twenty -four  (24)  inches  above  the 
floor. 

(c)  All  Instcdlations. 

All  water-closet  compartments  inside  a  toilet  room  used  by 
females  shall  be  provided  with  a  door  at  least  forty-two  (42) 
inches  high  and  furnished  with  a  suitable  fastener. 

XIII. 
Urinals. 

(b)  Future  InstalUUions. 

Hereafter  wherever  urinals  are  installed,  the  floors  in  front 
for  a  distance  of  at  least  twenty-four  (24)  inches  shall  slope  to 
the  drain. 

The  use  of  the  iron  trough  type  is  prohibited,  and  all  urinals 
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shall  be  made  of  impervious  non-corrosive  materials,  shall  be 
individual,  and  preferably  of  the  wall  or  vertical  slab  type. 

(c)  All  Installations, 

Where  more  than  ten  (lo)  males  are  employed  a  urinal 
shall  be  provided;  urinals  shall  be  provided  in  the  ratio  of  one 
urinal  to  every  forty  (40)  males,  based  upon  the  maximum  number 
of  persons  employed  at  any  one  time.  Two  (2)  feet  of  wall 
urinal  shall  be  considered  as  an  equivalent  of  one  urinal. 

The  floors  shall  be  constructed  of  impervious  material  to 
at  least  twenty-four  (24)  inches  distant. 

XIV. 
Heating. 

(b)  Future  Installations. 

In  all  water-closets  hereafter  installed,  the  heating  facilities 
shall  be  so  arranged  as  to  permit  a  thorough  cleaning  of  the 
floors  and  walls. 

(c)  All  Installations, 

It  is  recommended  that  all  water-closet  compartments  and 
toilet  rooms  shall  be  kept  heated  during  the  working  hours  to 
at  least  fifty  (50)  degrees  Fahrenheit. 

XV. 

Miscellaneous. 

Where  practicable,  an  adequate  supply  of  toilet  paper  shall 
be  provided  in  every  water-closet  compartment. 

Any  indecent  pictures  or  words  shall  be  removed  from  the 
walls  or  partitions  of  the  toilet  rooms. 

XVI. 

Maintenance. 

All  toilets  and  urinals  shall  be  kept  clean.  Regular  and 
thorough  cleansing  shall  be  practiced.  Disinfection  alone  is  not 
to  be  relied  upon.  In  every  establishment  there  shall  be  one 
person  who  shall  have  direct  charge  of  and  be  held  responsible 
for  the  cleanliness  of  all  sanitary  appliances  installed. 
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WASHING  FACILITIES. 

I. 

Where  Required  and  Sex  Designation. 

In  every  establishment  where  persons  aie  employed  there 
shall  be  provided,  within  reasonable  access,  a  sufficient  number 
of  proper  washing  facilities,  and  where  ten  or  more  males  and 
ten  or  more  feimales  are  employed  together,  separate  washing 
facilities  shall  be  provided  for  each  sex,  and  shall  be  plainly  so 
designated. 

II. 

Number  Required. 

The  number  of  wash  bowls,  sinks  or  other  appliances  shall 
not  be  less  than  one  to  every  thirty  (30)  persons,  based  upon 
the  maximum  number  of  persons  using  the  same  at  any  one  time. 
Twenty  (20)  inches  of  sink  will  be  considered  as  an  equivalent 
of  one  wash  bowl. 

In  special  industries  or  departments  where  there  is  undue 
exposure  to  poisonous  substances  or  liquids,  or  where  the  work 
is  especially  dirty,  one  may  be  required  for  every  five  (5)  persons, 
and  in  these  cases  they  shall  be  provided  with  clean,  running  hot 
and  cold  water. 

III. 

Location. 

The  washing  facilities  provided  must  be  within  reasonable 
access  as  above  defined  for  toilets,  and  at  least  one  wash  bowl, 
sink  or  other  suitable  appliance  shall  be  provided  in  or  adjacent 
to  every  toilet  room. 

IV. 

Lighting. 

All  washing  facilities  shall  be  clearly  lighted  at  all  times 
during  working  hours. 
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V. 

Cleanliness. 

All  washing  facilities  or  appliances  and  the  floors  in  and 
around  the  same  shall  be  kept  clean,  and  regular  and  thorough 
cleansing  shall  be  practiced. 

VI. 

Miscellaneous. 

Where  common  sinks  are  provided,  these  shall  be  furnished 
with  individual  wash  basins.  One  tap  for  each  20  in.  of  wall 
sink,  or  one  pair  of  taps  for  each  20  in.  of  double  sink,  each  sup- 
plied with  clean  running  water,  shall  be  provided  with  the  sinks. 

In  the  above  regulations,  no  specific  rules  are  given  for 
privies.  There  are  few  industrial  establishments  in  Massachu- 
setts which  are  not  provided  with  running  water,  and  most  of 
the  establishments  where  connection  with  sewers  is  not  possible 
could  arrange  to  drain  sanitary  fixtures  into  cesspools  or  suit- 
able independent  sewage  disposal  plants.  Where  privies  are 
unavoidable,  they  should  under  no  circumstances  communicate 
directly  with  any  work-room,  but  should  be  separated  by  a  ves- 
tibule open  to  light  and  air.  Such  other  regulations  for  closets 
as  are  pertinent  should  be  applied  to  privies. 

It  is  recommended  that  all  privies  be  screened  to  prevent 
the  access  of  flies  and  other  insects  to  the  dejecta,  which  latter 
should  be  received  in  a  water-tight  receptacle  and  removed  at 
frequent  intervals;  in  other  words,  the  so-called  "  bucket  sys- 
tem '*  should  be  used.  The  so-called  water-tight  privy  vaults, 
if  used  alone,  are  not  considered  satisfactory. 

Where  the  bucket  system  is  used,  it  is  recommended  that 
dry  earth  or  sand  be  supplied  in  each  privy,  and  that  if  possible 
the  dejecta  be  disinfected  to  prevent  the  spread  of  infection. 

While  the  fixtures  and  plumbing  are  important  from  a  pub- 
lic health  standpoint,  the  paramount  requirements  are  an  abun- 
dance of  air  and  light,  with  privacy  and  cleanliness. 

Cleanliness  is  the  most  important  factor.     As  a  general  rule^ 
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it  is  true  that  the  most  modern  toilet  facilities,  when  neglected, 
are  far  less  satisfactory  than  older  and  cruder  fixtures,  well 
cared  for. 

A  dark  toilet  compartment  is  usually  a  dirty  one;  therefore, 
toilet  rooms  and  compartments  should  be  well  lighted. 

Closets  without  local  vents  generally  produce  disagreeable 
odors,  and  therefore  seat  ventilation  is  recommended,  especially 
where  closets  are  not  directly  exposed  to  outside  light  and  air. 
If  the  seats  be  ventilated  and  the  requirements  for  cleanliness, 
light  and  privacy  be  met,  there  appears  to  be  no  reason  why 
closets  in  existing  inside  rooms  should  not  be  permitted. 
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It  is  always  a  pleasure  for  an  engineer  to  share  his  experi- 
ence with  his  fellows,  particularly  if  his  work  has  been  somewhat 
out  of  the  ordinary.  For  a  number  of  years  I  have  had  to  do 
with  the  insurance  of  a  large  number  of  electric  companies, 
under  such  circumstances  that  it  has  been  necessary  to  study 
insurance  problems  from  all  points  of  view.  While  the  work  has 
taken  in  all  branches,  I  shall  speak  only  of  fire  insurance  to- 
night, as  this  is  the  largest  and  most  representative  class;  but 
the  same  general  ideas  will  apply  to  the  other  classes. 

It  has  frequently  been  necessary  for  me  to  examine  plans 
for  new  construction  or  for  alteration  of  existing  buildings  to 
see  if  the  fire  hazards  have  been  reduced  to  a  minimum.  One 
would  naturally  expect  the  engineer  who  designs  a  building  to  be 
quite  familiar  with  all  elements  which  endanger  it,  and  of  these 
fire  is  one  of  the  greatest,  but  I  have  not  found  this  to  be  the 
case.  It  is  not  the  engineer  who  designs  the  property,  but  the 
insurance  companies  who  pay  the  losses  on  it,  who  have  studied 
the  subject  and  have  developed  standards  of  construction. 


NOTV.  Discussion  of  this  paper  is  invited,  to  be  received  by  Edward  C.  Sherman, 
Editor,  6  Beacon  Street,  Boston,  before  May  15, 1915.  for  publication  in  a  subsequent  number 
ci  the  JouiucAL. 
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The  information  which  the  insurance  companies  have  ac- 
cumulated on  this  subject  has  been  of  the  greatest  assistance  to 
me  in  my  work,  and  it  is  a  real  pleasure  to  come  here  to-night  and 
tell  you  of  some  ways  in  which  I  have  found  insurance  an  aid 
to  engineers. 

Nearly  every  property  is  liable  to  damage  by  fire.  The 
disaster  may  come  at  any  time,  and  may  be  so  large  as  to  seri- 
ously disturb  the  finances  of  the  company.  By  carrying  in- 
surance, an  annual  payment  is  substituted  for  this  menace,  a 
certainty  is  substituted  for  an  uncertainty,  and  this  condition 
conduces  to  greater  business  stability.  Were  it  not  for  insurance, 
many  large  engineering  enterprises  would  be  financial  impos- 
sibilities. They  usually  require  large  amounts  of  borrowed 
capital,  and  this  cannot  be  obtained  on  attractive  terms  unless 
satisfactory  security  is  offered,  hence  the  mortgage  covering 
the  property  usually  requires  that  a  reasonable  amount  of  in- 
surance shall  be  carried.  Insurance  is  even  more  important  for 
the  protection  of  stockholders,  as  they  own  only  the  equity  above 
the  mortgage,  and  must  suffer  a  total  loss  before  the  borrowed 
capital  suffers  as  a  result  of  any  misfortune. 

Insurance  is  based  on  the  law  of  averages,  and,  as  few  busi- 
ness concerns  own  a  sufficient  number  of  risks  of  similar  nature 
to  create  an  average  record,  a  pooling  of  the  risks  of  many  owners 
becomes  necessary.  One  of  the  functions  of  an  insurance  com- 
pany is  to  combine  the  experience  of  a  large  number  of  risks  and 
to  distribute  the  fire  loss  equitably  among  its  policy  holders. 

Fire  insurance  rates  are  determined  primarily  from  the  loss 
records,  just  as  life  rates  are  determined  from  the  mortality 
tables.  If  all  fire  risks  were  of  a  single  type,  such  as  dwelling- 
houses,  the  rates  could  be  reduced  to  as  simple  formulae  as  life 
rates;  but  with  modern  business  there  are  countless  classifica- 
tions, each  with  its  distinct  hazards.  Even  within  a  single  group, 
such  as  electric-power  stations,  the  possibility  of  fire  in  the 
individual  risks  will  vary  between  wide  limits,  depending  on  the 
construction  and  conditions  of  operation. 

To  determine  correctly  the  insurance  rate  on  any  given 
plant,  it  is  necessary  that  we  know  the  general  record  of  that 
class  of  risk,  and  also  that  we  assign  values  to  any  special  hazards 
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that  may  be  present  in  the  particular  property.  Work  along  these 
lines  by  the  insurance  companies'  engineers  has  resulted  in  a 
scientific  development  of  rating  schedules  for  different  classes 
of  risks.  These  generally  start  with  a  certain  base  rate  which 
represents  the  cost  of  insurance  on  a  standard  property  of  the 
class  in  question  in  which  the  hazards  are  minimized,  and  to  this 
base  rate  charges  are  added  for  any  deficiencies  in  or  departures 
from  the  requirements  set  forth  for  the  standard  property. 

These  rating  schedules  are  of  great  benefit  to  a  person 
designing  a  new  building  or  contemplating  changes  in  an  old  one, 
for  they  indicate  the  most  desirable  types  of  construction  from 
the  standpoint  of  fire  danger,  while  the  amount  of  hazard  which 
will  be  added  if  various  deficiencies  are  allowed  to  creep  in  is 
shown  by  the  added  charges. 

Under  the  schedule  for  rating  electric-power  stations  which 
is  very  generally  used  outside  of  New  England,  a  fireproof  sta- 
tion absolutely  standard  in  construction  and  occupancy  takes  a 
rate  of  7c.  per  $100  of  insurance  for  building  and  non-electrical 
contents,  and  12c.  for  electrical  contents.  If  the  building  has 
unprotected  metal  columns  supporting  roof  or  floors,  ic.  is  added 
to  the  above  base  figures;  if  wood  skylights,  2c.  for  the  first  and 
ic.  for  each  additional,  with  a  maximum  charge  of  7c.;  if  joisted 
wood  floors,  IOC. ;  if  combustible  finish,  leaving  concealed  space  in 
walls,  3c.;  if  oil  transformers,  unless  in  fireproof  rooms,  3c.;  if 
lightning  arresters  are  not  standard,  2c.;  if  wood  lockers,  2c.; 
if  gasoline  is  stored  in  building,  15c.;  if  nearest  fire  hydrant  is 
over  500  ft.  distant,  5c.;  if  near  another  building,  an  exposure 
charge  depending  on  the  intervening  distance,  the  construction 
of  the  building  walls  and  the  protection  to  openings  in  same. 
These  are  merely  examples  of  a  few  of  the  charges  but  will  suffice 
to  indicate  their  scope  and  that  insurance  rates  are  determined 
by  actual  conditions  of  construction  and  occupancy  found  in 
each  individual  property. 

To  illustrate  the  range  of  insurance  rates  on  electric-power 
station  buildings,  a  standard  building  takes  the  base  rate  of  7c. 
above  mentioned,  while  a  frame  shingle-roofed  building  with  un- 
protected openings  to  basement,  defective  switchboard  and 
wiring,  careless  housekeeping  and  no  fire  protection  would  take 
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a  rate  of  $2.50  to  $3.00  —  or  about  forty  times  the  rate  on  the 
standard  station. 

On  first  thought  it  would  seem  that  the  insurance  com- 
panies would  be  anxious  to  write  policies  on  the  latter  risk  on 
account  of  the  high  rate,  but  the  reverse  is  true  and  many  com- 
panies would  refuse  to  accept  any  insurance  whatsoever  on  the 
high  rated  risk. 

Each  additional  loc.  in  the  insurance  rate  of  a  one-hundred- 
thousand-dollar  power  station  means  $100  annually  in  insur- 
ance premium,  or  5  per  cent,  interest  on  an  investment  of  $2  000. 
Of  even  more  importance  is  the  increase  in  danger  from  fire  and 
the  possible  interruption  of  service  which  it  may  cause.  This  can 
be  considered  roughly  as  proportional  to  the  fire  insurance  rate, 
or  forty  times  as  great  in  the  poorer  station  above  mentioned  as 
in  the  standard  station. 

Such  analysis  of  risks  is  of  much  assistance  in  guiding  future 
construction,  but  the  insurance  companies  have  gone  further  and 
devoted  a  great  deal  of  study  to  methods  of  reducing  fire  dangers 
by  better  types  of  construction  and  safer  appliances,  which  in- 
formation is  gladly  furnished  without  charge  to  all  persons  in- 
terested. 

Much  of  this  work  is  done  by  the  National  Board  of  Fire 
Underwriters,  an  organization  which  is  supported  by  the  insur- 
ance companies,  with  its  headquarters  at  123  William  Street, 
New  York  City.  The  National  Board  ^orks  along  many  lines, 
but  that  portion  of  its  work  which  particularly  interests  us  to- 
night is  the  study  which  it  makes  of  many  common  fire  dangers 
and  of  means  for  controlling  or  extinguishing  fires,  with  a  view 
to  developing  methods  of  construction  or  types  of  apparatus 
which  will  minimize  the  possible  damage. 

These  investigations  of  the  National  Board  are  often  made 
at  the  suggestion  of  other  organizations  interested  in  the  sub- 
ject, notably  the  National  Fire  Protection  Association,  of  which  I 
shall  say  more  later.  In  this  work  the  National  Board  endeavors 
to  consider  all  elements  of  design,  cost  and  use  which  enter  into 
the  problem,  and  consults  freely  with  representatives  of  organ- 
izations interested  in  the  particular  subject  under  consideration. 

It  also  maintains  at  Chicago  a  subsidiary  organization,  the 
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Underwriters'  Laboratories,  Incorporated,  which,  as  its  name 
indicates,  maintains  extensive  laboratories  equipped  to  make 
all  tests  necessary  in  connection  with  the  work  of  the  National 
Board,  this  including  tests  on  raw  materials  and  methods  of 
manufacture,  as  well  as  on  the  finished  product. 

The  results  of  the  investigations  are  published  by  the 
National  Board  and  are  known  as  the  National  Board  Rules  for 
Standard  Construction,  which  are  a  recognized  authority  in  the 
matters  to  which  they  relate.  One  set  of  these  Rules,  with 
which  many  of  you  are  probably  familiar,  is  the  National  Electric 
Code  for  electric  wiring  and  installation  of  electrical  apparatus. 
This  prescribes  standard  requirements  for  electric  wiring  and 
apparatus,  and  standard  methods  for  its  installation,  and  is  pre- 
pared by  the  National  Board  and  the  National  Fire  Protection 
Association  in  consultation  with  representatives  of  the  National 
Electric  Light  Association  and  manufacturers  of  electrical  sup- 
plies. The  National  Board  has  made  careful  studies  in  many 
other  lines,  and  has  published  pamphlets  covering  the  con- 
struction and  installation  of  fire  doors,  hose  houses,  gas  and 
gasoline  engines,  moving-picture  machines,  acetylene-gas  ma- 
chines, coal-gas  producers,  automatic-sprinkler  installations, 
etc.  As  an  example  of  the  wide  scope  of  its  investigations,  I  may 
mention  that  it  has  even  produced  a  pamphlet  on  the  construc- 
tion and  installation  of  incubators  and  brooders. 

The  National  Board  Rules  often  specify  in  considerable  de- 
tail the  materials  to  be  used  and  the  methods  of  manufacture 
for  producing  standard  apparatus.  It  is  often  difficult,  if  not  im- 
possible, for  an  inexperienced  person  to  determine  whether  a 
particular  article  complies  with  the  standard  requirements,  and 
it  is  often  difficult  for  an  expert  to  determine  the  question  with- 
out destroying  the  article.  This  is  clearly  shown  in  the  case  of  a 
fire  door.  To  meet  the  National  Board  standard,  a  fire  door  must 
be  built  of  three  layers  of  clear  non-resinous  wood,  put  together 
in  a  certain  way  and  fastened  with  wrought-iron  nails  carefully 
clinched.  This  body  is  then  covered  with  tin  of  a  given  weight, 
the  joints  being  locked  in  a  prescribed  manner.  It  is  evidently 
impossible  for  any  one  to  examine  a  finished  door  and  determine 
whether  it  is  standard,  for  even  if  the  tin  covering  appears  to 
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be  of  the  proper  weight  and  properly  applied,  one  cannot  deter- 
mine, without  destroying  the  door,  whether  the  core  is  of  white 
pine  or  similar  wood  properly  put  together.  In  the  absence  of 
proof  of  standard  manufacture,  an  insurance  company  might 
be  unwilling  to  give  full  credit  for  such  a  door  located  at  an 
important  point. 

To  meet  this  difficulty,  the  Underwriters*  Laboratories  de- 
veloped what  is  known  as  their  labeled  service  about  ten  years 
ago.  By  this  arrangement  any  manufacturer  who  is  desirous 
of  having  any  of  his  product  known  as  fully  meeting  the  require- 
ments of  the  National  Board  Rules  can  arrange  to  have  repre- 
sentatives of  the  Underwriters'  Laboratories  visit  his  property 
and  follow  the  materials  and  the  process  of  manufacture,  and  if 
it  is  found  that  the  requirements  have  been  fully  met  and  the 
product  is  in  every  way  standard,  a  label  is  attached  to  the 
finished  article  stating  that  it  has  been  inspected  and  approved 
by  the  Underwriters'  Laboratories.  You  will  find  this  label  on 
a  great  variety  of  apparatus,  including  fire  doors,  fire  extin- 
guishers, fusible  links,  fire  retarding  paint,  etc.  Its  presence  on 
any  article  is  a  guaranty  that  the  product  has  been  inspected 
during  manufacture  and  that  it  fully  meets  the  requirements  of 
the  National  Board  Rules.  It  fully  answers  any  question  as  to 
the  ability  of  the  article  to  perform  the  service  expected  of  it. 

I  am  sorry  to  say  that  some  engineers  do  not  appreciate  the 
advantages  of  using  labeled  apparatus.  The  cost  of  labeled 
service  is  only  a  small  fraction  of  the  selling  price  of  the  finished 
article,  hence  it  often  happens  that  the  lower  price  at  which  an 
unlabeled  article  can  be  purchased  is  obtained  at  the  sacrifice  of 
quality.  At  one  time  I  was  inclined  to  question  the  advisability 
of  using  labeled  apparatus  myself,  but  in  the  light  of  longer  ex- 
perience I  believe  that  it  should  be  used  whenever  possible,  since 
it  is  the  best  guaranty  one  can  have  of  standard  quality. 

Any  reference  to  the  work  which  the  insurance  companies 
have  done  toward  improving  standards  and  disseminating  in- 
formation regarding  the  best  forms  of  construction  will  be  in- 
complete if  I  do  not  refer  to  the  Factory  Mutual  Companies,  as 
they  are  commonly  called,  who  were  really  the  pioneers  in  this 
work.    These  companies  were  started  over  fifty  years  ago,  at  a 
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time  when  the  stock  insurance  companies  did  not  give  the  same 
careful  study  to  the  estimation  of  fire  hazards  and  the  develop- 
ment of  rates  which  they  do  to-day.  Many  mill  owners  felt  that 
they  were  being  charged  excessive  rates  for  insurance  on  their 
property,  so  a  number  of  them  formed  an  association  for  the  pur- 
pose of  carrying  their  own  insurance.  To  reduce  the  cost,  they 
began  a  careful  study  of  fires  in  their  own  and  other  properties, 
to  ascertain  the  most  frequent  causes  of  fire,  and  then  studied  the 
means  of  eliminating  or  reducing  these  causes.  Almost  from  in- 
ception, they  adopted  a  policy  of  declining  to  insure  any  risk 
which  did  not  come  up  to  their  standard.  They  developed  im- 
proved types  of  construction,  and  refused  to  take  new  members 
into  their  association,  or  to  continue  old  ones,  unless  their  proper- 
ties conformed  to  these  standards.  As  new  standards  of  fire 
protection  were  developed,  these  too  were  required.  This  policy 
has  been  consistently  maintained  up  to  the  present  time,  so  that 
the  term  **  a  Mutual  risk  "  means  that  the  property  is  of  the  best 
type  of  construction  and  well  protected  against  fire.  The  Mu- 
tuals  have  confined  their  activities  almost  entirely  to  factories, 
storehouses  and  electric-power  stations.  Where  the  building 
is  of  combustible  construction  or  contains  any  considerable 
amount  of  combustible  material,  they  usually  require  complete 
protection  by  automatic  sprinklers. 

The  method  which  the  Mutuals  follow  in  determining  the 
cost  of  insurance  also  differs  from  that  of  the  stock  companies. 
It  is  the  policy  of  the  Mutuals  to  make  a  high  initial  charge  for 
insurance,  and  to  return,  at  the  end  of  the  policy  period,  such 
portion  of  the  premium  as  has  not  been  used  in  paying  losses, 
administration  charges,  etc.,  in  the  form  of  a  dividend.  A  plant 
may  pay  an  initial  rate  of  i  per  cent.,  that  is,  $i  for  each  $ioo  of 
insurance,  and  at  the  end  of  the  year  get  back  85c.,  making  the 
net  cost  15c.,  to  which  we  will  perhaps  be  justified  in  adding 
interest  on  the  85c.  which  the  insurance  company  has  been  al- 
lowed to  use  for  the  year,  which  at  5  per  cent,  will  amount  to 
4jc.,  making  the  total  cost  of  insurance  I9ic.  for  the  year.  It  is 
evident  that  the  cost  of  Mutual  insurance  will  vary,  depending 
on  the  amount  of  losses  which  the  companies  sustain  in  any  given 
year.    The  stock  companies,  on  the  other  hand,  have  adopted 
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the  policy  of  making  but  one  charge  for  the  insurance,  which  is 
paid  at  the  beginning  of  the  policy  period.  The  stock  companies 
make  a  profit  or  loss  on  their  underwriting  according  as  their 
losses  are  greater  or  less  than  was  anticipated. 

The  stock  insurance  companies  have  formed  still  other  or- 
ganizations, for  the  purpose  of  handling  what  we  may  call  the 
commercial  side  of  their  business;  that  is,  the  making  of  rates, 
prescribing  forms  of  policies  and  writing  insurance.  The  body 
having  such  matters  in  charge  for  this  city  is  the  Boston  Board 
of  Fire  Underwriters,  at  55  Kilby  Street,  while  for  the  rest  of 
New  England  matters  are  handled  by  the  New  England  Insur- 
ance Exchange,  at  141  Milk  Street.  Attached  to  each  of  these 
bodies  are  engineers  who  are  familiar  with  the  work  and  studies 
which  have  been  made  along  the  lines  of  fire  prevention,  and  who 
will  gladly  furnish  advice  regarding  these  matters  and.  copies  of 
the  National  Board  Rules,  etc.,  to  any  engineer  or  property 
owner  who  applies  directly  or  through  his  insurance  representa- 
tive. The  Mutual  Companies  are  equally  ready  to  assist  in 
matters  relating  to  risks  such  as  they  handle,  and  their  repre- 
sentatives can  be  found  at  31  Milk  Street,  Boston.  I  have 
always  found  these  organizations  glad  to  render  all  possible 
assistance  in  matters  within  their  province. 

Another  organization  which  is  a  great  help  to  those  who  wish 
to  keep  in  touch  with  the  subject  is  the  National  Fire  Protection 
Association,  whose  headquarters  are  at  87  Milk  Street  in  this 
city.  The  Association  was  formed  in  1896  to  promote  insurance 
and  improve  the  methods  of  fire  protection  and  prevention. 
The  majority  of  the  underwriters'  associations  of  this  country, 
as  well  as  many  engineering  and  other  societies,  are  among  its 
active  members.  Any  individual  who  is  interested  can  become  a 
member  by  paying  a  nominal  annual  fee.  The  Association  holds 
frequent  meetings,  it  publishes  a  magazine  four  times  a  year 
containing  a  great  deal  of  information  regarding  work  along  lines 
of  fire  prevention,  as  well  as  giving  details  of  many  interesting 
fires  which  have  occurred.  Should  there  be  a  large  fire  of  general 
interest,  a  special  pamphlet  describing  it  is  sent  to  the  members. 
The  Association  cooperates  very  closely  with  the  National 
Board  of  Fire  Underwriters  in  the  preparation  and  revision  of  the 
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National  Board  Rules,  much  of  the  work  being  done  by  com- 
mittees of  the  Association,  whose  reports  are  later  adopted  by  the 
National  Board.  The  National  Fire  Protection  Association 
keeps  its  members  in  touch  with  progress  along  the  lines  of  fire 
protection  and  prevention,  exactly  as  your  own  Society  keeps  you 
in  touch  with  the  progress  in  your  chosen  line  of  engineering.  I 
know  of  no  better  way  of  keeping  in  touch  with  the  subject  of 
fire  prevention  than  by  membership  in  the  N.  F.  P.  A. 

I  believe  that  engineers  who  are  confronted  with  problems 
involving  the  element  of  fire  hazard  can  get  real  help  by  consulting 
freely  with  the  insurance  engineers  in  regard  to  that  phase  of  the 
work.  This  should  result  in  a  lessening  of  the  danger  of  a  dis- 
astrous fire,  and  this  usually  means  a  real  money  saving  by  a  re- 
duction in  the  cost  of  fire  insurance.  It  is,  of  course,  desirable 
that  sketches  and  plans  be  submitted  to  the  insurance  interests 
at  as  early  a  stage  of  the  work  as  possible,  for  any  changes  which 
they  suggest  can  be  absorbed  much  more  easily  before  the  work 
has  well  started.  I  have  known  of  several  cases  where  the  failure 
to  consider  the  matter  of  fire  protection  in  the  original  laying  out 
of  water  supplies  and  building  plans  has  either  greatiy  impaired 
the  efficiency  of  the  fire  protection  or  has  added  unnecessarily 
to  its  cost.  In  a  recent  case  which  came  to  my  attention,  some 
two  months  were  spent  in  preparing  a  set  of  sprinkler  plans  for  a 
large  group  of  buildings.  The  work  was  done  with  more  than 
ordinary  care  yet  a  careful  study  of  the  plans  showed  that  certain 
changes  were  necessary  in  the  arrangement  of  piping.  It  then  de- 
veloped that  the  building  had  been  erected  and  holes  had  been 
left  to  take  the  pipes  as  shown  in  the  plans.  Because  of  the  re- 
arrangement it  was  necessary  to  fill  many  of  the  holes  which 
had  been  left  and  to  drill  others,  which  as  you  know  is  a  rather 
costly  procedure  in  a  reinforced  concrete  building.  This  trouble 
would  have  been  avoided  had  sketches  been  submitted  before  the 
work  had  progressed  so  far. 

During  the  remainder  of  the  evening,  I  am  going  to  take  up 
some  elements  which  enter  into  the  design  of  buildings  which  are 
intended  to  minimize  the  fire  hazard.  Our  ideas  of  such  buildings 
have  changed  greatly  during  the  last  twenty-five  years.  It  was 
felt  at  one  time  that  a  building  which  was  constructed  entirely 
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of  material  which  would  not  burn  could  properly  be  called  fire- 
proof, and  presented  no  fire  hazard.  We  now  know  that  this  is 
but  a  small  part  of  the  problem,  and  that  if  a  non-combustible 
building  is  filled  with  inflammable  contents  it  resembles  a  stove 
with  a  fire  ready  to  light.  The  contents  will  burn  if  once  ignited, 
and  the  stove  may  be  seriously  damaged  if  the  fire  becomes  hot 
enough.  The  recent  destruction  of  the  plant  of  Thomas  A. 
Eklison  is  a  striking  example  of  what  fire  can  do  in  supposedly 
fireproof  buildings. 

In  fireproof  construction  it  is  well  to  avoid  those  materials 
which  are  liable  to  be  damaged  by  heat  even  if  they  do  not  bum 
themselves.  A  brick  wall  is  usually  to  be  preferred  to  one  of 
hollow  tile  if  likely  to  be  exposed  to  a  bad  fire,  for,  while  neither 
will  burn,  the  tile  wall  may  be  so  badly  cracked  and  broken  that 
it  will  have  to  be  replaced,  while  the  brick  wall  would  come 
through  practically  undamaged.  In  planning  the  fireproofing  for 
important  steel  members,  consideration  must  be  given  to  the 
possibility  of  mechanical  damage  to  the  fireproofing.  Under 
ordinary  conditions  2  in.  of  cement  may  afford  sufficient  insula- 
tion to  prevent  the  distortion  of  important  steel  beams,  but 
if  exposed  to  a  bad  fire  it  is  quite  possible  that  this  thickness 
would  break  or  spall  quite  badly,  leaving  the  steel  exposed. 
For  important  beams,  4  in.  of  concrete,  well  reinforced  with  wire 
mesh,  is  very  much  better.  Similarly,  in  fireproofing  vertical 
columns,  consideration  must  be  given  to  the  possibility  of  me- 
chanical damage.  In  a  storehouse  the  fireproofing  should  be  well 
protected  on  the  outside,  to  prevent  damage  from  passing  hand 
trucks. 

One  method  of  reducing  fire  damage  is  to  establish  strong 
physical  barriers  to  confine  the  incipient  fire  so  it  cannot  assume 
large  proportions.  This  can  be  done  by  dividing  a  building  into 
sections  by  means  of  fire  walls.  Such  walls,  as  their  name  im- 
plies, are  sufficiently  heavy  to  prevent  a  fire  on  one  side  from 
reaching  the  other.  It  is  evidently  necessary  for  a  fire  wall  to 
be  absolutely  continuous,  that  is,  we  can  allow  no  unprotected 
openings  through  it;  hence,  if  at  any  time  it  becomes  necessary 
to  cut  holes  to  allow  the  passage  of  pipes  or  electric  wires  or  other 
devices,  these  openings  should  be  carefully  sealed  up  again  that 
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the  wall  may  be  as  strong  as  before.  The  necessity  of  such  pro- 
cedure is  self-evident.  Openings  not  only  defeat  the  purpose  of 
the  wall,  but  firemen,  believing  that  the  wall  is  solid,  may  fail 
to  notice  a  tongue  of  flame  which  comes  through  a  small  hole  un- 
til the  fire  has  started  on  the  supposedly  safe  side  of  the  wall. 

It  frequently  happens,  however,  that  it  is  necessary  to  main- 
tain passages  through  fire  walls,  and  in  this  case  it  is  necessary 
to  provide  a  covering  which  will  be  as  nearly  as  possible  equiva- 
lent to  that  of  the  wall  itself.  Such  protection  is  afforded  by  a 
pair  of  standard  fire  doors,  one  on  either  side  of  the  wall.  These 
doors  should  be  carefully  fitted  and  should  be  absolutely  stand- 
ard in  every  respect.  In  other  words,  they  should  be  labeled  fire 
doors,  put  up  with  labeled  hardware  in  accordance  with  the 
Rules  of  the  National  Board  of  Fire  Underwriters.  A  pair  of 
fire  doors  so  installed  have  on  many  occasions  shown  themselves 
fully  equal  to  a  brick  fire  wall,  and  have  held  back  very  bad 
fires  for  several  hours. 

Care  should  be  taken  to  see  that  there  are  no  timbers  run- 
ning through  the  wall,  and,  if  the  roof  on  both  sides  is  of  com- 
bustible material,  the  wall  should  be  carried  up  from  three  to  five 
feet  above  the  roof  to  prevent  the  fire  jumping  over.  Of  course, 
if  the  roof  is  not  of  combustible  material,  say  a  cement  roof,  the 
need  of  a  parapet  disappears. 

Of  equal  if  not  greater  importance  is  the  closing  of  vertical 
openings,  for  the  tendency  of  a  fire  is  to  work  upward  whenever 
possible.  The  great  danger  of  stairways,  elevator  wells  and 
similar  vertical  openings  has  been  very  clearly  demonstrated  in 
certain  of  the  apartment-house  fires  which  have  occurred  in  this 
city  during  the  last  year.  The  danger  can  be  reduced  by  install- 
ing hatches  which  are  normally  held  open  in  such  a  way  that  they 
will  drop  in  case  of  fire  to  close  the  opening  in  the  floor  and  thus 
prevent  an  upward  draft.  Such  a  method  is  difiicult  to  follow, 
however,  and  the  better  practice  is  to  place  stairways  and  shafts 
for  passenger  and  freight  elevators,  dumb  weiiters,  etc.,  in  fire- 
proof enclosures,  all  openings  to  which  are  closed  with  fire- 
resisting  doors.  A  very  excellent  example  of  what  can  be  ac- 
complbhed  in  this  direction  is  the  Hotel  Belmont  in  New  York, 
and  it  would  be  worth  the  time  of  any  of  you  who  have  occasion 
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to  stop  there  to  examine  the  very  excellent  manner  in  which  fire 
cut-offs  have  been  introduced. 

A  stair  tower,  separated  fire  wise  from  the  building,  has 
long  been  recognized  as  a  means  of  getting  people  out  of  the 
upper  stories  safely  in  case  of  fire.  To  make  this  secure,  however, 
it  is  necessary  that  all  openings  into  the  tower  be  closed  with 
fire  doors,  so  that  people  can  safely  pass  floors  on  which  the  fire 
is  raging.  Not  long  since,  I  inspected  such  a  tower  in  a  large 
hotel.  It  was  of  very  excellent  construction,  but  every  one  of  the 
eleven  doors  opening  into  it  was  a  light  wooden  door,  tinned  only 
on  the  inside,  which  would  have  yielded  after  a  few  minutes 
exposure  so  that  the  tower  would  serve  as  a  chimney  to  carry  the 
fire  to  all  the  upper  floors. 

In  considering  fire  protection,  considerable  thought  must  be 
given  to  the  protection  against  fire  occurring  in  neighboring 
buildings.  This  evidently  calls  for  fire-resisting  coverings  to  all 
openings  in  the  building  under  consideration.  Wire  glass  set  in 
metal  sash  affords  Excellent  protection,  but  has  been  known  to 
melt  out  after  very  severe  exposure.  For  very  heavy  exposures  it 
should  be  reinforced  with  tin-clad  shutters  which  may  be  closed 
every  night  or  which  may  be  released  by  fusible  links  in  the  event 
of  the  exposure  from  outside  buildings.  There  is  always  the 
possibility  of  exposure  by  flames  from  fire  on  the  lower  floors  of 
the  building  rising  on  the  outside  and  entering  the  upper  floors. 
Where  there  is  danger  of  such  exposure,  it  is  well  to  install  wire 
glass  in  metal  sash,  which  will  ordinarily  afford  such  protection 
as  is  required. 

When  it  is  expected  that  an  addition  will  be  made  to  a 
building  in  the  near  future,  it  is  sometimes  desirable  to  make  the 
end  of  temporary  construction  such  as  wood  or  corrugated  iron. 
Such  a  temporary  end  will  serve  well  for  a  time  if  it  is  not 
likely  to  be  exposed  to  a  bad  fire,  but  if  there  is  any  considerable 
amount  of  combustible  material  in  the  neighborhood  a  more  sub- 
stantial construction  should  be  used,  for  a  comparatively  small 
fire  will  completely  destroy  the  end  and  probably  do  serious 
damage  to  the  interior  of  the  structure.  I  have  in  mind  a  large 
power  station  which  was  built  with  the  expectation  that  it  would 
be  enlarged  from  time  to  time,  so  one  end  was  corrugated  iron 
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on  a  light  wood  frame.    As  the  station  was  otherwise  of  excellent 
construction,  I  was  much  surprised  to  find  a  considerable  addi- 
tion to  the  charge  for  insursmce  because  of  the  temporary  end. 
Investigation  showed  that  this  charge  was  made  not  because  of 
the  temporary  end  itself  but  because  a  large  wooden  platform 
had  been  constructed  on  the  outside  of  the  station  and  was  being 
used  for  the  storage  of  a  great  variety  of  materials.    A  small 
house  for  the  storage  of  oils  had  also  been  built  on  the  platform, 
and  as  there  was  more  or  less  leakage  that  portion  of  the  wood- 
work had  become  thoroughly  oil  soaked.    This  was,  of  course,  a 
very  serious  menace  to  the  station,  for  a  slight  fire  on  the  plat- 
form would  have  very  quickly  destroyed  the  temporary  end, 
leaving  the  interior  exposed  to  the  "flames.     Had  the  rating 
schedule  been  strictly  applied  to  this  property,  the  additional 
cost  of  fire  insurance  because  of  this  combination  of  temporary 
end  and  wooden  platform  would  have  been  very  nearly  four  hun- 
dred dollars  a  year.    The  station  was  improved  by  removing  a 
considerable  portion  of  the  combustible  storage  and   the  in- 
stallation of  an  unusually  good  supply  of  fire-fighting  apparatus, 
with  the  result  that  the  added  charge  was  dropped  to  approxi- 
mately one  hundred  dollars  a  year,  and  later  was  again  cut  in  half. 
It  often  happens  that  some  particular  section  in  a  building 
presents  a  much  greater  fire  hazard  than  the  rest.     Evidently 
this  menaces  the  entire  structure,  hence  it  is  often  advisable  to 
isolate  the  hazardous  section  by  a  standard  fire  cut-off,  or,  if 
p>06sible,  to  remove  the  menace  so  that  the  property  will  take  the 
same  insurance  rate.    A  case  of  this  sort  which  comes  to  me  was 
an  addition  to  an  existing  power  station.    The  addition  was  to 
be  of  the  very  best  fireproof  construction,  but  the  old  portion 
had  a  wooden  floor,  which  added  materially  to  the  cost  of  in- 
surance.   It  was  desired  to  have  large  openings  between  the  two 
sections  to  facilitate  operation.     Evidently  a  fire  in  the  old 
section  might  do  considerable  damage  in  the  new,  hence  the 
insurance  rate  for  the  new  section  would  be  considerably  higher 
because  of  the  wooden  floor  in  the  old  section.   This  situation  was 
handled  by  replacing  the  wooden  floor  with  a  concrete  floor,  mak- 
ing the  two  risks  substantially  identical  and  obtaining  a  low 
rate  for  each. 
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If  a  fire  has  once  started,  the  problem  is  then  to  detect  and  to 
extinguish  it.  Of  course,  the  most  certain  means  of  detecting 
fire  is  for  some  one  to  see  it,  hence  it  is  customary,  where  con- 
siderable values  are  involved,  to  employ  watchmen  who  make 
periodic  rounds  of  the  property  whenever  it  is  not  in  operation, 
to  see  that  all  is  well.  They  are  often  on  the  lookout  for  burglars 
or  trespassers,  but  for  our  purposes  we  will  consider  them  only 
as  a  protection  against  fire.  The  property  covered  by  a  watch- 
man is  usually  provided  with  a  number  of  clock  stations  which  he 
is  required  to  visit  in  turn,  at  each  of  which  he  makes  a  per- 
manent record  of  his  call.  In  locating  such  stations,  it  is,  of 
course,  very  desirable  to  so  place  them  that  the  man  will  have  to 
pass  through  or  within  sight  of  all  parts  of  the  property. 

There  are  various  automatic  alarms  which  depend  on  the 
influence  of  heat  for  their  action,  and  which  are  used  with  con- 
siderable success  to  give  warning  of  an  unusual  rise  in  temper- 
ature. 

It  is  well  to  provide  some  means  of  extinguishing  small 
fires,  say  with  3-gal.  chemical  or  Pyrene  extinguishers,  but  if  the 
property  is  located  within  the  reach  of  an  efficient  and  regularly 
organized  fire  department,  it  is  questionable  how  far  the  property 
is  justified  in  going  in  providing  its  own  protection.  Serious  fires 
have  occasionally  developed  because  of  failure  to  call  the  public 
department  until  after  the  private  fire  brigade  had  proved  in- 
adequate. There  is  no  question,  however,  that  a  large  property, 
or  one  which  is  at  some  distance  from  the  regular  department, 
should  equip  itself  with  a  good  water  supply  and  a  good  supply 
of  fire  hose,  nozzles,  etc.,  and  it  can  profitably  organize  a  fire 
brigade  of  its  own.  If  this  is  done,  a  great  deal  of  time  and  effort 
must  be  put  in  training  the  members  of  the  brigade  that  they  will 
know  exactly  what  to  do  in  case  of  emergency.  There  is  no  time 
after  a  fire  has  started  to  teach  lessons  or  to  try  experiments. 

One  of  the  best  and  most  efficient  means  which  has  yet  been 
devised  for  detecting  and  extinguishing  a  fire  is  the  automatic 
sprinkler  system,  with  which  I  presume  you  are  all  familiar.  With 
this  system,  pipes  carrying  water  under  pressure  are  run  along  the 
ceilings  and  are  equipped  at  suitable  intervals  with  orifices 
sealed  with  plugs  held  in  place  by  readily  fusible  metal.    A  fire 
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will,  of  course,  cause  a  rapid  rise  in  temperature  and  the  heat 
reaching  the  fusible  link  will  melt  it  out,  allowing  the  water  to 
flow  and  extinguish  the  fire.  Some  object  to  this  system  because 
the  water  will  continue  to  flow  until  it  is  shut  off.  The  possibility 
of  such  damage  can  be  minimized  by  the  use  of  an  alarm  valve, 
a  device  which  is  placed  in  the  supply  pipe  and  which  sounds  an 
alarm  whenever  water  flows,  thus  giving  warning  of  fire  and  water 
damage.  It  is  generally  felt  that  the  water  from  the  sprinkler 
heads  will  probably  do  less  damage  than  if  the  fire  had  been  al- 
lowed to  continue  until  it  was  detected  and  extinguished  in  the 
ordinary  way.  Every  serious  fire  that  occurs  brings  forcibly  to 
the  public  the  benefit  of  the  automatic  sprinkler  system,  and  I 
believe  the  time  is  not  far  distant  when  it  will  be  required  much 
more  generally  than  at  present. 

Objection  is  sometimes  made  to  the  precautions  I  have  out- 
lined on  the  ground  that  the  building  will  contain  no  combustible 
material.  Experience  has  shown  that  this  condition  is  almost  im- 
possible of  attainment  and,  even  if  we  can  attain  it  for  the  mo- 
ment, we  have  no  assurance  that  it  can  be  maintained  indefinitely. 
If  the  present  occupancy  does  not  involve  the  storage  of  com- 
bustibles, a  new  tenant  may  come  in  whose  stock  can  burn. 
There  is  nothing  more  awkward  than  to  have  a  fire  break  out 
when  you  have  no  means  of  extinguishing  it,  and  for  this  reason 
every  structure  should  be  designed  with  the  idea  that  it  may  at 
some  time  contain  some  combustible  material  which  may  get  on 
fire. 

There  is  always  a  possibility  that  at  some  time  a  part  of  the 
space  will  be  used  for  storage  purposes  and  that  this  will  contain 
combustible  material.  I  recall  visiting  a  small  substation  of  an 
electric  light  and  power  company  which  was  entirely  fireproof 
and  which  normally  contained  no  combustible  material  save  a 
small  amount  of  waste  used  for  wiping  and  cleaning  about  the 
machines,  and  a  barrel  of  lubricating  oil.  The  waste  was  stored  in 
standard  waste  cans  and  the  oil  in  a  standard  cabinet.  The 
chance  of  fire  damage  was  very  small  indeed.  On  a  later  visit, 
however,  I  found  that  a  portion  of  the  floor  where  it  had  been 
planned  to  place  an  additional  machine  had  been  given  over  to 
the  storage  of  supplies  of  another  department  and  was  piled  with 
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boxes  and  crates.  Some  of  the  boxes  contained  fragile  articles 
packed  in  excelsior.  Some  of  these  had  been  opened,  the  con- 
tents removed  and  the  excelsior  left  exposed.  Of  course,  this 
storage  was  not  contemplated  when  the  substation  was  laid  out, 
but  it  did  materially  increase  the  fire  hazard,  particularly  as  the 
station  was  protected  by  only  two  3-gal.  chemical  extinguishers 
and  the  nearest  hydrant  was  about  500  ft.  distant.  Had  a  match 
been  thrown  into  this  pile,  or  had  a  fire  from  any  other  portion 
of  the  station  been  carried  to  it  by  a  gust  of  wind,  it  would  have 
been  practically  impossible  to  prevent  a  fire,  which  would  have 
reached  and  softened  the  light  steel  trusses  which  supported 
the  roof.  The  danger  was  greatly  increased  by  several  planks, 
which  were  used  for  a  walk  when  snow  was  on  the  ground  but 
which  were  now  stored  up  among  the  roof  trusses  and  would 
have  added  to  the  fire  had  it  once  started. 

Somewhat  later,  another  hazard  was  introduced  in  this 
same  station  owing  to  the  burning  out  of  an  armature  of  one  of 
the  machines.  In  order  to  make  repairs  it  was  necessary  to  take 
the  machine  apart,  and  a  good  deal  of  wood  was  used  in  blocking 
up  while  repairs  were  in  progress.  Some  repairs  came  packed  in 
excelsior,  and  both  packing  cases  and  excelsior  were  allowed  to  lie 
around  while  repairs  were  going  on.  Furthermore,  as  the  damage 
was  to  electric  wiring,  gasoline  torches  were  used  for  soldering 
certain  joints,  and  these  naturally  introduced  further  elements 
of  danger,  among  these  being  the  use  of  matches  and  gasoline 
and  the  presence  of  open  flames.  Fortunately  no  fire  occurred. 
Normal  operation  has  now  been  resumed,  the  combustible 
storage  has  been  removed,  the  last  machine  is  now  in  place,  and 
the  substation  is  once  more  a  very  excellent  fire  risk. 

After  the  building  is  occupied  care  should  be  used  to  see 
that  conditions  do  not  arise  which  will  make  it  easy  for  a  fire  to 
start.  This,  however,  is  largely  a  question  of  good  housekeeping 
and  does  not  ordinarily  concern  the  designing  engineer.  Among 
the  things  which  come  under  this  head  is  the  care  of  the  electric 
wiring,  not  only  to  see  that  the  original  installation  is  in  ac- 
cordance with  the  National  Code,  but  to  see  that  extension  cords 
and  temporary  connections  are  maintained  in  safe  condition 
and  not  open  to  the  possibilities  of  short  circuit  or  overheating. 


INSURANCE  AS  AN  AID  TO  ENGINEERS.  107 

As  you  know,  an  electric  current  flowing  through  a  resistance 
generates  a  considerable  amount  of  heat,  and  there  are  cases  on 
record  where  a  twisted  joint  in  temporary  wiring  has  developed 
heat  enough  to  set  surrounding  material  on  fire.  Among  other 
matters  to  be  looked  after  are  the  prohibition  of  the  storage  of 
gasoline  and  similar  material,  and  the  use  of  gasoline  torches  and 
other  appliances  only  when  absolutely  necessary;  the  careful 
storage  of  readily  inflammable  material  such  as  waste,  excelsior, 
papers,  etc.,  in  such  places  that  they  cannot  be  reached  by  a 
carelessly  tossed  match ;  the  prompt  collection  of  oily  waste  and 
its  storage  in  standard  waste  cans  until  it  can  be  removed,  for  we 
know  that  oily  waste  is  very  liable  to  spontaneous  combustion. 
Collections  of  sweepings  and  other  dirt  should  be  at  once 
removed,  as  they  occasionally  ignite  spontaneously. 

I  have  taken  considerable  time  this  evening  to  speak  in  a 
somewhat  rambling  way  on  the  subject  of  fire  dangers  and  fire 
protection.  I  believe  it  is  a  subject  with  which  every  engineer 
can  profitably  become  somewhat  familiar,  for  the  laws  governing 
fires  and  their  control  are  simple  and  well  known.  We  can  no 
more  trifle  with  fire  than  we  can  trifle  with  the  force  of  gravity. 
If  one  link  in  our  chain  of  fire  protection  is  weak,  a  fire  is  certain 
to  find  it  and  the  entire  chain  will  break.  The  public  has  felt  in 
the  past  that  a  bad  fire  was  a  misfortune  for  which  no  one  was  to 
blame.  It  has  now  learned  that  buildings  can  be  constructed  in 
which  the  danger  to  life  and  property  by  reason  of  fire  will  be 
greatly  reduced.  The  feeling  is  growing  ^at  while  a  man  may 
take  chances  with  his  own  property  or  with  things  which  affect 
no  one  but  himself,  he  has  no  right  to  take  risks  which  endanger 
the  lives  or  the  employment  of  others.  I  believe  that  before  long 
the  engineer  or  architect  who  designs  a  building  which  permits 
a  repetition  of  recent  disastrous  fires  will  be  judged  as  severely  as 
he  who  designs  a  bridge  that  fails,  a  dam  that  goes  out  or  a 
building  that  collapses.  This  changed  feeling  is  well  reflected 
in  the  following  paragraph  which  recently  appeared  in  the 
Iron  Age,  commenting  on  the  Edison  fire: 

'*  The  rapid  spread  of  the  fire  and  the  general  destruction  of 
the  plant  were  not  due  to  mysterious  causes.  No  accidental 
combination  of  circumstances,  or  weather  conditions,  or  peculiar 
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hard  luck,  seems  to  have  had  anything  to  do  with  the  magnitude 
of  the  disaster.  If  the  plant  could  be  reproduced  to-day  identi- 
cally as  it  was  before  the  fire,  a  similar  small  blaze  starting  at  the 
same  point  would  undoubtedly  cause  the  whole  affair  to  be  re- 
peated. Every  one  knows  that  the  fact  that  concrete  will  not 
bum  does  not  make  every  concrete  building  fireproof.  The 
rules  for  constructing  to  prevent  the  spread  of  fire  have  been 
on  record  since  long  before  the  Edison  fire.  The  lesson  taught  by 
this  case  is  the  old  one  of  disobedience  to  known  laws." 
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DISCUSSION  OF  THE  HYDRO-ELECTRIC  POWER 
PLANT  AT  THE  WACHUSETT  DAM, 
CLINTON,  MASS. 

By  Fredesic  P.  Stbasns,  Dexter  Brackett,  H.  K.  Barrows, 
W.  L.  Puffer,  Charles  M.  Allen  and   Alfred  O.   Doane. 

Mr.  Frederic  P.  Stearns.  —  There  is  one  thing  which 
occurs  to  me  in  connection  with  this  matter.  Some  twenty 
years  ago,  when  the  question  of  developing  electric  power  at  the 
Wachusett  Dam  was  first  broached,  an  engineer  for  whom  I 
have  very  great  respect,  in  discussing  the  question  with  me, 
said,  "  Don't  do  it.  Such  works  are  built  at  a  great  expense  for 
water-supply  purposes,  and  don't  get  mixed  up  with  commercial 
work."  That  statement  may  have  been  made  partly  in  jest 
and  partly  in  earnest.  I  believe  there  are  cases  where  it  might 
be  undesirable  to  develop  the  water  power  at  a  water-works  dam, 
even  though  the  proposition  appeared  to  be  a  profitable  one, 
by  reason  of  the  incidental  troubles,  political  and  otherwise, 
which  might  be  caused  thereby. 

Under  other  circumstances,  as,  for  instance,  under  the 
conditions  prevailing  at  the  Wachusett  Dam,  I  believe  it  to  be 
expedient  to  develop  the  power,  both  as  a  source  of  profit  to  the 
water  works  and  on  the  ground  that  it  is  desirable  to  conserve 
available  energy.  Holding  this  view,  at  the  time  the  dam  was 
built,  the  gatehouse  below  the  dam,  which  would  have  been 
necessary  in  any  case,  was  designed  of  increased  size  and  in  such 
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a  way  that  it  might  be  available  as  a  house  in  which  to  install 
a  power  plant. 

While  the  work  was  under  construction,  the  act  of  the 
legislature  referred  to  in  the  paper  made  it  inexpedient  to  pro- 
ceed with  the  installation  of  the  plant,  because  it  made  possible 
the  taxation  of  a  great  amount  of  water-works  property  which 
would  not  have  been  taxable  if  the  power  plant  were  not  built. 
It  would  have  been  possible,  under  that  act,  for  the  taxation 
to  have  exceeded  the  amount  of  money  which  could  be  earned 
by  such  a  plant. 

As  a  result  of  that  legislation  the  additional  expenditures 
for  providing  for  the  installation  of  power  were  unproductive 
for  several  years,  but  with  the  later  legislation,  which  limited 
the  taxation  to  practically  the  cost  of  installing  the  power  plant, 
the  work  of  installation  was  taken  up  and  the  works  are  now,  as 
stated  in  the  paper,  in  operation  with  successful  results.  The 
Metropolitan  District  is  receiving  a  fair  return  from  the  sale  of 
power  and  there  is  the  gain  to  the  community  resulting  from  the 
conservation  of  energy  which  would  otherwise  have  been  wasted. 

The  paper  gives  me  much  more  credit  in  connection  with  the 
power  plant  than  is  warranted.  I  am  pleased,  however,  to 
have  been  connected  even  in  a  somewhat  remote  way  with  a 
plant  which  has  been  so  successful,  and  those  more  directly 
connected  with  it  are  to  be  congratulated  upon  having  made  it 
so  successful. 

Mr.  Dexter  Brackett.  —  I  can  add  little  to  what  has 
already  been  stated  in  regard  to  this  particular  plant.  I  do, 
however,  wish  to  testify  that  Mr.  Frederic  P.  Stearns  is  very 
largely  responsible  for  many  of  the  details,  especially  those 
connected  with  the  questions  of  water  supply,  which  form  an 
important  portion  of  the  whole. 

Our  ability  to  use,  or  to  utilize  in  developing  power,  98 
per  cent,  of  the  total  quantity  of  water  which  passes  the  dam 
is  due  in  large  measure  to  the  very  large  storage  capacity  of  the 
reservoirs,  and  our  ability  to  draw  water  for  use  in  the  Metropoli- 
tan District  from  either  the  Wachusett  or  the  Sudbury  reservoir, 
which  is  below  it,  at  such  times  as  we  can  do  so  to  the  best 
advantage. 
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As  an  indication  that  the  plant  at  Clinton  has  been  successful 
it  may  be  stated  that  the  board  has  recently  decided  to  install 
a  similar  plant  in  Southborough,  in  order  to  utilize  the  fall  of  the 
water  flowing  from  the  Sudbury  reservoir  into  the  Weston 
aqueduct,  and  into  a  reservoir  located  below  the  Sudbury  Dam, 
and  the  project  has  developed  so  far  that  a  contract  has  been 
made  with  the  Edison  Electric  Illuminating  Company,  which  has 
agreed  to  take  for  five  years  all  the  power  which  may  be  de- 
veloped there.  The  plans  for  the  plant  are  now  being  com- 
pleted and  it  is  expected  that  the  works  will  be  in  operation 
before  October,  191 5. 

The  quantity  of  energy  will  be  about  one  half  of  that  de- 
veloped at  Clinton,  and  the  net  income  probably  somewhat  less 
than  that  proportion,  because  the  cost  of  operation  will  be  larger 
in  proportion. 

The  water  wheels  and  generators  at  the  plant  at  the  Sudbury 
Dam  are  to  be  mounted  vertically  instead  of  horizontally,  as  at 
Clinton,  the  generators  to  be  of  the  3-phase,  60-cycle,  alternating 
current  type,  generating  current  at  2400  volts,  which  will  be 
transformed  to  13  200  volts  before  delivery  to  the  Edison  Com- 
pany. Three  vertical  turbines  directly  connected  to  generators 
will  be  used,  two  of  which  will  utilize  the  energy  from  a  fall  of 
about  35  ft.  in  the  water  flowing  to  the  Weston  Aqueduct,  and 
the  third  that  in  a  fall  of  about  60  ft.  in  the  water  flowing  into 
Framingham  Reservoir  No.  3.  The  estimated  cost  of  the  plant 
is  $80  000. 

Mr.  H.  K.  Barrows.  —  This  is  certainly  a  case  of  true 
conservation  by  the  utilization  of  a  by-product.  The  plant  is 
primarily  for  purposes  of  water  supply,  and  the  water  power  is 
the  by-product.  It  is  interesting  as  the  first  example  of  the 
kind  in  this  country,  if  not  in  the  world. 

The  amount  received  for  the  power,  I  assume  from  the 
figures  submitted,  probably  nets  the  Commonwealth  somewhere 
between  $15  000  and  $20  000  a  year  after  allowing  for  fixed  an- 
nual charges  on  the  power  plant.  Capitalizing  with  interest  at 
4  per  cent,  it  seems  like  quite  a  large  figure,  perhaps  four  or 
five  hundred  thousand  dollars.  On  the  other  hand,  the  cost 
of  the  entire  plant,  including  dam  and  reservoir,  was    about 
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$11  oooooo,  for  which  the  annual  charges  at,  say,  5  per  cent., 
would  be  about  $550000.  The  return  from  this  power  plant, 
while  a  fair-sized  amount  yearly,  represents  only  a  small  portion 
of  the  yearly  cost  of  the  whole  water  supply  plant.  It  is  an 
amount,  however,  well  worth  saving. 

Another  thought  occurs  in  this  matter,  and  that  is,  To 
what  extent  can  power  development  be  carried  out  in  other 
cases?  The  Metropolitan  Water  Board  are  planning  a  similar 
installation  at  one  of  their  other  dams,  and  considering  the 
country  as  a  whole  no  doubt  this  can  also  be  done  at  other 
plants.  It  appears  that  they  must  of  necessity  be  the  large 
and  expensive  water  supply  developments  like  that  for  New 
York  City  and  others  of  that  type,  because  to  develop  an  amount 
of  power  that  is  worth  while  requires  a  fairly  large  constant 
flow  of  water,  along  with  the  head  which  would  normally  be 
available  at  such  a  reservoir.  In  this  case  about  118  square 
miles  of  drainage  area  is  utilized,  or  enough  to  provide  a  sat- 
isfactory amount  of  power  with  the  available  head  of  about 
90  ft.  In  the  case  of  water  supply  for  cities  and  towns  of  lesser 
size,  in  some  cases  the  head  would  be  available,  but  in  general 
the  amount  of  water  to  be  utilized  would  be  small.  This  man- 
ner of  power  utilization  must  of  necessity,  therefore,  be  limited 
to  the  larger  and  more  expensive  water  supply  plants. 

It  would  be  of  interest  if  Professor  Allen  would  include  in 
his  discussion  some  of  the  curves  and  results  of  the  tests  which 
he  made  on  these  wheels.  The  specifications  called  for  a  test 
under  a  head  of  90  ft.,  but  it  has  not  been  stated  what  require- 
ments, if  any,  were  made  for  the  performance  of  the  wheels 
under  a  greater  or  less  head.  It  appears  that  the  range  is 
from  80  to  100  ft.,  and  it  would  be  of  interest  to  know  what 
the  performance  of  these  wheels  would  be  under  this  considerable 
variation  in  head.  The  wheels  are  of  modern  type,  in  quite 
general  use  in  the  country  as  a  whole.  In  this  immediate 
vicinity,  and  in  New  England  generally,  there  are  but  few  in- 
stallations as  yet  of  this  kind. 

Progress  in  turbine  development  here  in  this  country  has 
made  great  strides  during  the  last  decade,  and  the  delay  in 
establishing  the  power  plant  at  Clinton  on  account  of    legal 
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difficulties  has  at  least  resulted  in  a  much  better  plant  than  could 
have  been  installed  at  the  time  the  dam  was  constructed. 

Prof.  William  L.  Puffer.  —  I  came  here  to-night  as  a 
listener,  not  having  consulted  my  notebook  or  prepared  any- 
thing in  the  way  of  looking  up  the  past  history  of  the  subject, 
so  that  whatever  I  may  say  is  entirely  off-hand  and  without  any 
consultation  with  the  engineers  of  the  Board. 

Knowing  as  I  did  the  general  electrical  demand  and  supply 
in  the  vicinity  of  the  Wachusett  Dam  at  the  time  I  was  first 
asked  by  Mr.  Brackett  to  look  into  the  question,  it  was  self- 
evident  to  me  that  the  proposition  as  it  had  been  advanced  up  to 
the  time  I  first  knew  of  it  was  not  a  desirable  one.  * 

There  appeared  to  be  but  three  possible  customers  for  the 
output  of  the  proposed  plant, —  the  Lancaster  Mills,  operating  a 
600- volt,  40-cycle  plant;  the  Marlboro  Electric  Company, 
generating  power  at  2  300  volts,  60  cycles;  and  the  Connecticut 
River  Transmission  Company,  distributing  66  000- volt,  60-cycle 
power  of  the  Connecticut  River  Power  Company. 

It  so  happened  that  I  had  tested  and  accepted  the  pair  of 
large  frequency  changers  at  the  Lancaster  Mills,  which  had 
been  designed  in  accordance  with  my  specifications.  These 
machines  take  the  13  000- volt,  60-cycle  power  from  the  high- 
tension  lines  and  both  reduce  it  to  575  volts  and  at  the  same  time 
change  the  frequency  to  40  cycles  for  use  in  the  mills.  In  ac- 
cordance with  the  desires  of  the  owners,  I  had  specified  that  the 
machines  could  be  so  operated  as  to  offset  the  harmful  effects  on 
the  transmission  line  due  to  the  presence  of  a  great  many  of  the 
motors  as  used  in  the  mill  and  about  Marlboro. 

The  use  of  the  frequency  changers  for  this  purpose  rendered 
it  unnecessary  to  consider  in  the  design  of  the  Metropolitan 
fK)wer  plant  anything  in  the  nature  either  of  line  voltage  regula- 
tion or  the  compensation  of  low-power  factor.  I  was  familiar 
with  the  output  of  the  Marlboro  Electric  Company,  which  has  a 
very  heavy  day  load  of  motors  of  the  induction  type  and  also  has 
a  very  large  demand  for  lighting  of  the  highest  class,  requiring 
good  service. 

The  very  first  duty  of  mine  was  to  convince  the  Board  that 
it  would  be  very  undesirable  to  put  in  a  40-cycle  plant,  as  that 
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frequency  was  practically  a  matter  of  history  and  that  power 
could  never  be  sold  in  the  future  to  any  customer  than  the  Lan- 
caster Mills,  and  that  in  all  probability  the  Connecticut  River 
Transmission  Company  would  be  the  ultimate  purchaser  of  the 
power  to  be  developed.  However,  there  was  no  trouble  in  gaining 
this  point. 

It  was  several  times  necessary  to  read  the  riot  act  both  to  the 
people  who  wanted  to  buy  power  and  to  those  who  wanted  to 
sell  water  wheels  and  governors,  because  they  could  not  under- 
stand the  kind  of  service  that  would  best  match  the  demand  for 
the  water  that  the  Metropolitan  Board  had  to  supply.  No 
water-wheel  manufacturer  had  apparently  contemplated  the 
installation  of  a  water  wheel  and  governor  under  such  conditions 
that  there  must  be  a  limit  set  to  the  maximum  amount  of  water 
passing  through  the  wheel,  and  that  this  limit  must  hold  irre- 
spective of  any  fluctuations  of  the  mechanical  output  of  the 
wheel. 

The  governor  and  gates  must,  when  desired,  be  operating  in 
the  usual  manner  up  to  this  limit,  and  there  could  be  no  such 
thing  as  a  momentary  increase  in  the  maximum  amount  of 
water  passing.  In  order  that  a  definite  known  amount  of  water 
be  flowing  steadily  requires  that  the  gates  be  locked,  as  it  were, 
at  a  proper  opening,  but  should  there  be  any  accidental  reduction 
of  the  output  of  the  generator  corresponding  to  this  opening,  the 
immediate  increase  in  speed  must  be  checked  during  the  time 
that  the  output  remains  too  small. 

The  limit  of  output  of  the  plant  as  a  whole  is  set  by  the  sum 
of  the  various  gate  openings,  which  is  limited  and  must  be  equal 
to  the  flowing  capacity  of  the  aqueduct.  The  electrical  output  at 
this  maximum  gate  opening  depends  on  the  height  of  water  in 
the  reservoir. 

In  the  planning  of  this  plant  it  was  known  that  there  must 
be  satisfactory  operation  at  any  or  all  times  either  with  the 
Connecticut  River  Transmission  Company's  lines,  or  isolated 
operation  with  the  Marlboro  Electric  Company  or  one  of  the 
frequency  changers  as  a  load  or  a  combination  of  both.  It  was 
known  that  when  the  new  plant  would  be  operating  there  might 
also  be  power  fed  into  the  lines  from  turbines,  gas-engine  driven 
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generators  and  slow-speed  steam  engines,  yet  it  was  desired  that 
all  of  the  water  passing  should  be  efficiently  used. 

The  method  of  operating  should  be  about  as  follows:  The 
generators  are  slowly  brought  up  to  the  proper  speed  and  voltage 
and  when  exactly  in  step  with  the  line  the  switches  are  closed,  and 
the  generators  are  ready  to  supply  '*  all  of  the  energy  that  can  be 
developed  '*  from  the  quantity  of  water  decided  upon.  The 
gates  are  gradually  opened  and  adjusted,  the  increasing  flow  of 
water  causes  an  increase  in  the  torque,  and  so  a  balancing  elec- 
trical output  flows  to  the  line,  —  no  more,  no  less.  The  gates 
should  be  now  "  blocked  "  by  some  mechanical  device  or  by  a 
"steep  falling  characteristic"  at  exactly  that  definite  output, 
yet  have  an  overspeed  safety  device  to  move  that  gate  should 
the  load  fall  off. 

As  a  safeguard,  the  wheels  and  generators  were  tested  at  an 
increase  of  100  per  cent,  in  speed,  during  which  test  the  speed  rose 
to  800  revolutions  per  minute  and  the  voltage  from  13800  to 
34000. 

Prof.  Charles  M.  Allen.  —  At  the  time  the  wheels  were 
installed  in  the  hydro-electric  station  of  the  Metropolitan  Water 
Works  at  Clinton,  Mass.,  a  brake  test  was  made  on  one  of  the 
units.  The  generator  was  temporarily  set  aside  and  a  special 
shaft  with  outboard  bearing  was  installed,  upon  which  was 
mounted  the  dynamometer.  The  dynamometer  was  so  rigged 
by  a  system  of  overhead*  levers  that  the  weight  of  the  dyna- 
mometer was  taken  off  the  bearing  during  test. 

The  accompanying  curves  show  the  results  of  these  tests. 
It  will  be  noticed  that  the  horse-power  curves  relative  to  speed 
for  the  various  gate  openings  are  flat.  This  is  a  good  characteris- 
tic for  wheels  which  are  to  operate  under  varying  heads,  as  is 
the  case  in  this  plant. 

Mr.  Alfred  O.  Doane.  —  The  subject  has  l)een  covered 
very  thoroughly  and  there  is  very  little  left  for  others  to  add 
to  it. 

There  is  one  point,  however,  that  occurred  to  me  in  con- 
nection with  the  plant.  A  comparatively  long  time  passed 
after  the  dam  was  built  before  the  plant  was  installed,  and  that 
time  was  not  entirely  wasted,  because  it  so  happened  that  it 
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was  about  the  time  when  there  was  very  rapid  development 
in  the  design  of  water  wheels  and  of  the  electrical  apparatus, 
so  that  the  Clinton  plant  as  finally  installed  was  of  a  very  differ- 
ent type  and  character,  both  on  the  hydraulic  and  electric  ends, 
than  if  it  had  been  put  in  directly  after  the  dam  was  finished, 
and  while  that  brought  about  some  complications  in  the  fitting 
of  this  style  of  plant  to  the  power-house  design,  which  was  made 
up  with  the  idea  of  the  earlier  apparatus,  it  was  all  a  distinct 
gain  because  of  the  higher  efficiency  and  more  modern  character 
of  the  apparatus.  The  machinery  proposed  for  the  Sudbury 
dam  hydro-electric  plant  which  has  been  spoken  of  is  still 
further  advanced  in  design,  due  to  the  great  and  increasing 
demands  of  hydro-electric  propositions.  The  type  of  water 
wheel  at  the  Sudbury  dam  is  very  different  from  that  at  Clinton. 
The  ones  that  will  probably  be  used  at  this  place  are  vertical 
shaft  machines  of  the  so-called  American  type,  which  has  been 
so  much  improved  in  the  last  two  or  three  years  that  they  now 
get  Holyoke  tests  of  90  per  cent,  efficiency  or  better. 

Prof.  Frank  B.  Sanborn.  —  It  is  not  just  clear  to  me  what 
the  coefficient  of  the  Venturi  meter  was  finally  determined  to  be. 

Mr.  Aixardice.  —  Owing  to  the  very  special  type  of 
Venturi  meter,  the  standard  formula  for  computing  the  flow 
did  not  apply,  and  at  the  time  of  the  official  test  of  the  turbines 
the  meters  had  not  been  calibrated.  As  the  demands  upon  the 
new  plant  were  urgent,  it  was  decided  to  use  a  coefficient  of  100 
and  make  observations  on  a  temporary  dial  on  the  recorder, 
which  observations  could  be  reduced  to  true  values  of  flow  after 
the  meter  had  been  calibrated.  As  the  velocity  of  the  water 
entering  the  scroll  case  of  the  turbine  was  also  being  measured 
with  a  pitometer,  it  soon  became  evident  that  a  coefficient  of 
100  was  too  high.  Therefore,  a  trial  was  made  with  the  coefficient 
value  95,  and  observations  made  on  the  rates  of  flow.  It  was 
found,  eventually,  that  the  coefficient  for  this  very  special  type 
of  meter  was  a  variable  with  a  value  of  about  98  at  the  low  flow 
measured,  and  gradually  decreasing  to  93J  at  the  high  flow. 

Prof.  George  E.  Russell.  —  What  was  the  reason  for 
this  very  special  design  of  meter,  and  was  it  rated  before  in- 
stallation? 
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Mr.  Allardice.  —  Obviously  there  were  but  two  locations 
in  the  penstock  lines  where  a  Venturi  meter  could  be  installed. 
One  place  was  in  the  48-in.  cast-iron  pipe  portion,  and  the  other 
in  the  84-in.  vertical  brick-lined  well.  The  distance  between  the 
bottom  of  the  vertical  well  and  the  lower  sluice  gate  was  too 
short  for  a  84-in.  meter,  and  the  high  velocity  of  the  water  in 
the  48-in.  cast-iron  pipe,  about  14  ft.  per  second,  made  it  im- 
practical to  put  a  48-in.  meter  in  this  portion  of  the  line.  There- 
fore the  special  design. 

The  meters  were  permanently  installed  and  connected  with 
their  proper  recorders  before  they  were  calibrated. 

Professor  Sanborn.  —  Is  it  true  that  the  wheels  were 
guaranteed  to  have  an  efficiency  of  82  per  cent.,  while  as  a  matter 
of  fact  the  official  test  resulted  in  an  efficiency  of  80J  per  cent.? 

Mr.  Allardice.  —  It  is.  The  contractors  guaranteed  that 
the  average  efficiency  of  the  wheels  when  discharging  73,  122, 
138  and  155  sec.-ft.  under  a  net  head  of  90  ft.  at  a  speed  of 
400  rev.  per  min.  would  be  82  per  cent.,  while  the  average 
efficiency  as  computed  from  the  measurements  of  the  amounts 
of  water  discharged  as  determined  by  the  current  meters  and 
the  pitometer  was  80.5  per  cent. 

Professor  Sanborn.  —  Mention  has  been  made  of  the 
continuous  running  of  the  plant.  Do  I  understand  that  the 
plant  runs  twenty-four  hours  daily  without  any  interruptions? 

Mr.  Allardice.  —  The  operating  contract  with  the  Con- 
necticut River  Transmission  Company  requires  us  to  run  the 
plant  sixteen  hours  a  day  when  requested  provided  we  need  the 
the  water  in  the  Metropolitan  District.  There  is  provision  made 
whereby  we  may  furnish  twenty-four-hour  service  under  the 
same  requirements  for  water.  As  a  matter  of  fact,  the  most  of 
our  running  is  confined  to  the  mill  hours,  eleven  hours  a  day, 
and  we  arrange  to  send  the  week's  water  supply  in  the  5J-11- 
hour  days,  thereby  conserving  our  energy  to  its  utmost. 

Mr.  William  S.  Johnson.  —  I  would  like  to  ask  if  any 
studies  were  made  toward  using  this  power  in  the  pumping 
stations  near  the  cities.  The  Metropolitan  system  might  be  its 
own  best  customer. 

Mr.  Stearns.  —  In  answer  to  Mr.  Johnson's  question,    I 
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do  not  know  that  the  use  of  the  power  in  the  Metropolitan 
pumping  stations  near  Boston  has  ever  been  specially  considered. 
At  the  time  when  the  matter  was  first  taken  up,  the  difficulty 
of  transmitting  the  electricity  such  a  distance  through  a  popu- 
lated district  precluded  the  idea  of  such  use.  The  certainty  of 
continuous  operation  of  such  large  pumping  stations  is  the 
important  feature,  and  it  would  be  necessary  to  maintain  an 
adequate  steam  plant  and  a  sufficient  force  to  operate  it,  even 
if  the  electricity  were  transmitted,  because  the  supply  might  be 
cut  off  by  accident  and  would  not  be  continuous  in  any  event, 
as  the  plant  at  the  dam  must  be  shut  down  on  occasions  to 
conserve  the  water.  Under  such  circumstances  there  would 
probably  not  be  as  large  a  profit  from  using  the  electricity  as 
from  selling  it,  but  it  may  be  a  matter  for  future  consideration. 

The  electricity  has  been  carried  to  the  sewerage  pumping 
station  in  Clinton,  where  the  cost  of  pumping  by  electricity  is 
very  much  less  than  it  formerly  was  with  steam  pumps.  The 
continuity  of  serxace  in  this  case  is  pro\'ided  for  under  the  con- 
tract for  the  sale  of  electricity,  the  Connecticut  River  Trans- 
mission Company  furnishing  the  power  for  the  sewerage  plant 
when  the  power  plant  at  the  dam  is  not  in  operation. 
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DISCUSSION  OF  THE  COMMISSION-MANAGER 

FORM  OF  GOVERNMENT. 

By  John  Balch  Blood. 

Mr.  John  Balch  Blood  (by  letter).  —  In  his  description  of 
the  commission-manager  form  of  local  government  as  exem- 
plified of  Dayton,  Mr.  Waite  has  given  a  very  clear  view  of  the 
essentials.  I  feel  that  this  form  of  government  should  prove  a 
much  greater  success  than  any  of  our  forms  of  local  government, 
barring  the  town  government  with  its  general  town  meeting,* 
as  it  is  the  only  form  that  conforms  to  the  accepted  and  reiterated 
principles  of  good  government.  I  refer  to  the  separation  of  the 
powers  of  government.  It  was  a  prime  requirement  in  the 
principles  of  our  forefathers  in  their  drafting  of  constitutions 
that  the  legislative,  executive  and  judicial  functions  of  govern- 
ment should  be  separate.  Massachusetts,  in  her  constitution 
adopted  June  15,  1780,  stated  this  with  extreme  care  and  almost 
with  redundancy  in  Article  XXX  as  follows: 

"Article  XXX.  In  the  government  of  this  common- 
wealth, the  legislative  department  shall  never  exercise  the 
executive  and  judicial  powers,  or  either  of  them:  the  executive 
shall  never  exercise  the  legislative  and  judicial  powers,  or  either 
of  them:  the  judicial  shall  never  exercise  the  legislative  and 
executive  powers,  or  either  of  them:  to  the  end  it  may  be  a 
government  of  laws  and  not  of  men.' 
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The  town  government  conforms  to  this  and  is  generally 
regarded  as  a  success.    The  legislative  department  is  the  electo- 
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rate  itself,  the  town  meeting.  The  executive  is  the  Board  of 
Selectmen.  These  functions  are  distinct  and  separate.  Com- 
pare this  with  the  common  municipal  governments  having  a 
mayor  and  council.  The  council  is  supposed  to  be  the  legisla- 
tive branch,  but  you  will  find  that  it  usually  divides  itself  up 
into  committees  and  does  the  executive  work.  Most  of  the 
work  for  a  city  government  is  executive.  Now  note  what  the 
result 'is  in  this  city  government  of  ours.  The  council  legislates 
as  a  body  and  then  executes  by  various  committees.  Here  is 
the  most  beautiful  scheme  wherebv  a  chairman  or  member  of  a 
committee  can  put  through  an  order  in  council  that  will  favor 
the  work  in  his  committee  or  give  him  opportunity  through  his 
committee  to  help  his  own  interests.  Further,  the  several 
chairmen  of  committees  will  help  each  other,  on  the  give-and- 
take  principle,  with  the  general  result  of  log-rolling. 

The  Dayton  plan  does  have  this  separation  absolutely. 
The  electorate  by  vote  chooses  a  commission  which  is  the  legisla- 
tive body.  This  commission  elects  a  manager  and  the  manager 
appoints  the  various  directors  of  the  executive  departments. 
The  executive  and  legislative  departments  are  absolutely  sepa- 
rate and  only  connected  by  the  provision  of  original  election  of 
manager  (elected  to  serve  during  good  behavior,  like  Massa- 
chusetts judges),  and  also  the  provision  of  recall  by  the  commis- 
sion and  by  the  electorate.  This  is  the  point  of  paramount 
success  of  this  form  of  government,  while  I  see  ultimate  failure 
for  the  ordinary  commission  form,  where  the  commission  is  both 
executive  and  legislative  at  once. 

The  ordinary  commission  form  is  likely  to  stay  clean  for 
a  while  on  account  of  interest,  and  good  unimpeachable  men 
will  be  chosen.  But  if  the  old  dty  government  with  mayor,  veto 
and  cumbersome  double  chamber  was  a  good  instrument  for 
log-rolling,  how  much  more  so  will  be  the  commission  form  where 
the  legislative  body  consists  of  the  five  or  six  executive  heads 
of  departments.  It  will  take  a  pretty  strong  man  to  oppose 
legislation  demanded  by  another  executive  head.  He  knows 
he  may  sometime  want  legislative  support  for  his  own  depart- 
ment. 

Personally   I   believe  that  the  legislative  body  should  be 
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larger  than  provided  in  the  Dayton  charter;  and  by  inverted 
approval,  and  executive  temporary  orders,  have  the  necessary 
meetings  as  few  as  possible. 

Mr.  Waite  says  that  **  the  success  of  any  form  of  govern- 
ment must  ultimately  depend  on  the  people."  I  feel  that  the 
direct  conclusion  from  such  principle  is  that  the  people  should  be 
as  close  to  the  legislative  department  as  it  is  possible  by  form 
of  government  to  make  it.  In  order  to  insure  that  the  repre- 
sentative citizens  take  their  places  in  the  legislative  body,  such 
place  should  not  require  a  burdensome  obligation  of  time  and 
attention. 

That  legislative  department  is  best  which  carries  forth  most 
accurately  the  will  of  the  community  as  a  whole.  Law-abiding- 
ness  is  a  necessary  attribute  of  a  civilized  community.  To  have 
this  in  its  largest  and  best  sense  we  must  have  the  legislative 
body  commensurate  with  the  community  as  a  whole. 

I  think  we  can  all  wish  well  for  Mr.  Waite  in  his  work  to 
show  the  possibilities  of  this  new  form  of  government  and  at  the 
same  time  expect  much  toward  the  better  ordering  of  our  local 
governments. 


MEMOIRS  OF  DECEASED  MEMBERS. 
GEORGE  BLUrn  FRANCIS.* 
Died  June  9,  1913. 
George  Blinn  Francis  was  bom  at  West  Hartford,  Conn., 
January  31,  1857.     He  was  a  lineal  descendant  of  some  of  the 
very  earliest    settlers 
in     the    Connecticut 
Valley,    the     son     of 
Blinn  and  Lucy  (Hart) 
Francis. 

After  attending 
the  public  schools  of 
his  native  town,  and 
the  Hartford  High 
School,  from  which  he 
was  graduated  at  the 
age  of  seventeen 
years,  he  went  to  Prov- 
idence, where  he  took 
a  position  as  a  student 
in  the  Engineering 
Corps  during  the  con- 
struction of  the  Pet- 
taconsett  Pumping 
Station, 

In  March,  1877, 
he  was  transferred  to 
the  City  Engineer's 
Department,  which 
had  just  been  consoli- 
dated with  the  Water 

•  Memoir  prepated  by  John  W,  EUii  and  Edwin  J.  Beugler. 
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Works,  where  he  served  for  the  next  four  and  a  half  years  as 
assistant  engineer,  being  assigned  to  the  corps  in  charge  of  the 
'*  Brook  Street  District  '*  improvements,  and,  on  the  completion 
of  that  work,  to  the  Water  Department. 

In  1 88 1,  he  joined  the  Engineering  Department  of  the  New 
York,  West  Shore  &  Buffalo  Railroad,  and  was  assigned  to  the 
Ulster  Division,  in  charge  of  a  hydrographic  corps  between 
Fort  Montgomery  —  at  the  southern  entrance  to  the  Highlands 
—  and  Poughkeepsie;  later,  he  was  made  assistant  engineer  in 
charge  of  four  miles  of  construction  on  this  division. 

Early  in  1883,  Mr.  Francis  went  to  the  Pacific  Coast  with 
a  party,  selected  to  make  surveys  for  a  relocation  of  the  Oregon 
Railway  and  Navigation  Company's  line  between  Portland  and 
the  Dalles,  through  the  Cascade  Mountains.  In  the  spring  of 
that  year,  he  was  transferred  to  Portland  as  assistant  engineer 
in  charge  of  the  construction  of  a  large  freight  terminal,  for  the 
Northern  Pacific  Terminal  Company,  on  the  Willamette  River, 
opposite  Portland,  including  the  construction  of  the  car-ferry 
inclines,  in  connection  with  the  transfer  of  passengers,  for  cars 
across  the  river,  which  were  to  be  built  in  thirty  days  in  order 
to  be  in  readiness  for  the  transfer  of  the  famous  *'  Gold  Spike  " 
party  over  the  Northern  Pacific  Railway,  in  September,  1883. 

On  the  completion  of  this  work  he  returned  East,  and  for 
the  next  two  years  was  employed  on  general  railroad  work,  — 
design,  construction  and  maintenance,  —  including  the  prepa- 
ration of  plans  for  harbor  works  under  the  direction  of  the 
late  James  B.  Eads,  M.  Am.  Soc.  C.  E.,  in  connection  with  his 
scheme  for  a  ship  railroad  at  Tehuantepec,  and  as  assistant 
engineer,  on  the  Hudson  River  Division  (Weehawken  to  Albany) 
of  the  New  York,  West  Shore  &  Buffalo  Railroad,  on  mainte- 
nance of  way. 

In  the  fall  of  1884,  Mr.  Francis  resigned  the  latter  position 
to  accept  that  of  engineer  of  the  Portland  Construction  Com- 
pany, and  as  such  had  charge  of  the  design  of  warehouses,  docks, 
floating  pile-driver,  coal  pockets,  bridges,  floating  dry-dock, 
etc.  Subsequently  he  became  resident  engineer  on  the  con- 
struction of  the  Yakima  Division  of  the  Northern  Pacific  Rail- 
road, returning  E^st  on  the  completion  of  this  work.     For  the 
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next  three  years  he  served  in  various  positions  on  general  rail- 
road work,  both  design  and  construction,  as  follows:  In  the 
Engineer  Corps  on  the  Blue  Mountain  and  Kittatinny  Mountain 
Tunnels,  on  the  South  Pennsylvania  Railroad,  at  Roxbury,  Pa.; 
with  the  New  Jersey  Junction  Railway,  on  field  location  from 
Weehawken  to  Bayonne,  afterward  having  charge  of  the  loca- 
tion and  construction  through  Jersey  City;  and  as  division 
engineer  on  genersd  railroad  work  on  the  Western  Division  of  the 
New  York  Central  &  Hudson  River  Railroad,  with  headquarters 
at  Rochester,  N.  Y. 

On  May  i,  1887,  he  returned  to  Providence,  R.  I.,  as  prin- 
cipal assistant  engineer  of  the  New  York,  Providence  &  Boston 
Railroad,  remaining  in  that  position  until  March,  1892,  when 
he  was  appointed  resident  engineer  of  the  New  York,  Providence 
&  Boston,  and  Old  Colony  Railroad  Terminal  Company  (sub- 
sequently controlled  through  lease  by  the  New  York,  New 
Haven  &  Hartford  Railroad  Company),  designing  and  construct- 
ing the  Providence  Terminal. 

On  July  I,  1896,  he  became  resident  and  acting  chief  en- 
gineer of  the  Boston  Terminal  Company,  designing  and  con- 
structing the  South  Terminal  Station,  in  Boston,  one  of  the 
largest  passenger  terminals  in  the  world.  With  such  care,  fore- 
sight and  skill  were  the  details  of  this  intricate  problem  worked 
out  that  no  important  change  has  ever  been  made  in  the  layout. 
The  study  and  experience  derived  from  the  successful  solution 
of  these  two  important  engineering  works  led  Mr.  Francis  to 
specialize  in  this  branch  of  the  profession,  in  which  field  he 
was  recognized  subsequently  as  a  leading  authority. 

In  the  spring  of  1899,  he  designed  and  supervised  the  con- 
struction of  the  foundations  of  the  Kingsbridge  Power  Station 
of  the  Third  Avenue  Railroad,  in  New  York  City. 

On  the  completion  of  the  Boston  Terminal,  he  became  chief 
engineer  of  the  Providence  Street  Railway  System,  and  from 
February,  1900,  to  June,  1902,  served  during  a  very  active  period 
of  construction  and  reconstruction  of  the  Company's  urban 
and  interurban  lines,  building  a  new  generating  station,  repair 
shops,  car  bams,  etc. 

Mr.  Francis  resigned  to  accept  a  position  as  head  of  the 
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Civil  Engineering  Department  of  Westinghouse,  Church,  Kerr 
&  Company,  which  company  had  been  retained  as  engineers  in 
connection  with  the  new  Pennsylvania  Terminal  in  Manhattan, 
and,  during  the  next  eight  years,  the  important  civil  engineering 
features  of  this  work  were  under  his  supervision. 

Some  other  terminal  problems  which  received  his  attention 
are:  The  proposed  Union  Station  at  Toronto,  Ont.;  the  pro- 
posed passenger  and  freight  terminal  at  Chicago,  for  the  Chicago 
and  Western  Indiana  Railroad;  the  Winnipeg  Terminal,  Grand 
Trunk  Pacific  Railway;  Vancouver,  B.  C,  Terminal,  Canadian 
Pacific  Railway;  the  proposed  freight  terminal,  Canadian 
Pacific  Railway,  at  Toronto;  the  proposed  passenger  terminal 
for  the  City  of  Buffalo;  the  rearrangement  of  the  track  layout, 
St.  Louis  Terminal ;  and  many  smaller  terminals,  both  for  pas- 
sengers and  freight,  in  the  United  States  and  Canada.  As  a 
member  of  the  Railroad  Committee  of  the  Merchants  Asso- 
ciation of  New  York  City,  he  rendered  valuable  assistance  in 
the  preparation  of  its  report  on  '*  The  West  Side  Improvements," 
relating  to  railroad  and  terminal  facilities.  He  thrice  visited 
Europe  for  observation  and  study  of  the  large  terminals  in 
England  and  on  the  Continent. 

Some  of  the  many  engineering  problems  which  engaged  his 
attention  during  his  connection  with  Westinghouse,  Church, 
Kerr  &  Company  were  as  follows: 

Supervision  of  the  construction  of  two  high-speed  inter- 
urban  electric  roads,  one  in  the  Lackawanna  Valley,  between 
Scran  ton  and  Wilkesbarre,  Pa.,  and  the  other  in  the  Ohio 
Valley  between  Beaver,  Pa.,  and  Steubenville,  Ohio;  general 
supervision  of  the  reconnaissance,  location  and  plans  for  a  pro- 
posed high-speed  electric  road  between  Paterson,  N.  J.,  and 
Times  Square,  New  York  City;  a  proposed  electric  road  between 
Rochester  and  Syracuse,  N.  Y.,  and  a  proposed  line  between 
Baltimore,  Frederick  and  Hagerstown,  Md.;  consulting  en- 
gineer on  hydro-electric  development  for  the  Atlanta  Water 
and  Electric  Power  Company;  consulting  engineer.  Shut-off 
Dam,  Charles  River  Basin;  consulting  engineer,  deep  founda- 
tions, Providence  Journal  Building;  consulting  engineer,  E^st 
Side  Easy  Grade  Street,  Providence,  R.  I.;  associate  consulting 


MEMOIRS  OF   DECEASED   MEMBERS.  129 

engineer  with  Gustav  Lindenthal,  M.  Am.  Soc.  C.  E.,  on  re- 
construction of  Locust  Point  Pier  for  the  Baltimore  &  Ohio 
Railroad,  at  Baltimore,  Md.;  consulting  engineer,  heavy  rein- 
forced concrete  bridge,  designed  for  Bush  and  Gunpowder 
River  Bridges,  Pennsylvania  Railroad;  and  investigations  and 
reports  on  various  water-power  and  irrigation  projects  in  the 
South  and  West. 

Mr.  Francis  was  a  member  of  the  American  Society  of 
Civil  Engineers,  The  Institution  of  Civil  Engineers  of  Great 
Britain,  the  Boston  Society  of  Civil  Engineers,  The  Canadian 
Society  of  Civil  Engineers,  the  New  York  Railroad  Club  and 
the  Boston  Engineers'  Club. 

Mr.  Francis  joined  the  Boston  Society  of  Civil  Engineers, 
June  16,  1897.  He  served  as  director  from  March  19,  1902,  to 
March  16,  1904.  He  was  the  first  non-resident  member  to  be 
honored  with  the  presidency  of  this  Society,  which  office  he  filled 
from  March  17,  1909,  to  March  16,  1910. 

The  following  papers  were  read  by  him  before  the  Society: 

March,  1898. — **  Providence  Railroad  Terminals." 

February,  1900.  —  '*  Construction  of  the  South  Terminal 
Station  in  Boston.'* 

May,  1902.  —  **  Light  Mountain  Railways.'* 

January,  1904.  —  *'  Timber  Crib  Foundations  "  and  "  Descrip- 
tion of  the  Construction  of  a  Double-track  Third-Rail 
Electric  Road  between  Scran  ton  and  Wilkesbarre." 

November,  1905.  —  '*  Construction  of  Water  Power  on  the 
Chattahoochee  River  at  Atlanta,  Ga." 

April,  1907.  —  **  Pennsylvania  Railroad  Terminal  Station  in 
New  York,  and  the  Engineering  Problems  Connected 
Therewith." 

March,  1909.  —  **  Railroad  Terminal  Improvements  in  Provi- 
dence." 

He  was  awarded  a  gold  medal  at  the  Paris  Universal  Ex- 
position in  1900,  in  connection  with  the  exhibit  of  the  Boston 
Terminal  Company;  and  in  1906,  he  received  the  honorary 
degree  of  Master  of  Arts  from  Brown  University. 

Mr.  Francis  was  a  frequent  contributor  to  the  American 
Society  of  Civil  Engineers,  and  in  1906  he  was  awarded  the 
Thomas  Fitch  Howland  Prize  by  the  American  Society  of  Civil 
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Engineers  for  a  paper  on  the  Scranton  Tunnel  of  the  Lackawanna 
and  Wyoming  Valley  Railroad. 

He  was  also  a  member  of  the  Masonic  fraternity,  being  a 
past  master  of  What-Cheer  Lodge  No.  21;  Providence  Royal 
Arch  Chapter  No.  i;  Providence  Council  No.  i,  R.  &  S.  M.; 
Calvary  Commandery  No.  13,  K.  T.;  and  of  Rhode  Island 
Consistory,  32d  degree,  A.  A.  S.  Rite,  N.  M.  J. 

Mr.  Francis  was  one  of  the  ablest  railroad  and  general 
construction  engineers.  He  had  much  to  do  with  the  develop- 
ment of  transportation  facilities  in  the  New  England  and  Middle 
States.  He  was  resourceful  and  bold  in  dealing  with  new  prob- 
lems, and  when  there  was  no  precedent  he  never  hesitated  to 
create  one.  The  soundness  of  his  judgment  was  apparent  in 
many  difficult  undertakings.  He  had  the  rare  faculty  of  in- 
spiring others  to  do  their  very  best,  and  was  always  noted  for 
fairness  and  generosity  in  dealing  with  subordinates  —  some 
of  whom,  under  his  direction,  were  fitted  for  places  of  added 
responsibility  and  honor. 

His  genial  disposition,  democratic  spirit  and  kindly  courtesy 
won  for  him  the  unfailing  loyalty,  unfeigned  affection  and  un- 
wavering devotion  of  all  who  ever  worked  for  or  with  him.  His 
death  is  keenly  felt  by  a  host  of  friends  and  business  acquaint- 
ances, and  is  a  distinct  loss  to  the  profession  which  he  loved, 
in  which  his  life  found  its  expression,  and  for  which  he  zealously 
labored. 

Mr.  Francis  always  took  a  very  active  interest  in  this 
Society,  and  while  he  was  its  President  gave  very  much  of  his 
valuable  time  and  thought  in  the  promotion  and  development 
of  many  changes  in  the  conduct  of  the  Society's  affairs. 

At  the  first  joint  dinner  of  the  American  Society  of  Me- 
chanical Engineers,  the  American  Institute  of  Electrical  En- 
gineers and  the  Boston  Society  of  Civil  Engineers,  he  made  an 
address  in  which  he  suggested  the  formation  of  the  Engineers* 
Club  of  Boston. 

In  April,  1882,  Mr.  Francis  was  married  to  Florence  Louise 
Greene,  of  Providence,  R.  I.,  who,  with  one  son,  George  B. 
Francis,  Jr.,  survives  him. 
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ALBERT  H.  HOWLAND.* 

Albert  H.  Rowland  was  bom  on  February  25,  1845,  at 
Barnstable  on  Cape  Cod,  and  came  of  the  old  stock  of  New 
England,  being  descended  from  John  Howland,  a  Mayflower 
pilgrim;  and  he  remained  owner  of  the  old  Howland  homestead 
to  the  end  of  his  life. 

He  had  the  advantage  of  a  good  education.  He  was  pre- 
]>ared  for  college  at  Amherst  Academy,  and  graduated  at  Am- 
herst College  in  1865,  and  later  received  the  degree  of  Master 
of  Arts  there.  In  1869  he  entered  the  Massachusetts  Institute 
of  Technology  as  a  special  student  and  pursued  the  mathe- 
matical and  technical  studies  of  the  civil  engineering  course, 
obtaining  the  degree  of  Bachelor  of  Science  in  187 1.  He  took 
high  rank,  especially  in  mathematics,  and  had  an  opportunity, 
which  he  did  not  accept,  to  become  an  instructor  in  mathematics 
at  the  Institute. 

He  engaged  in  the  practice  of  civil  engineering  in  Boston, 
making  a  spedsJty  of  bridge  and  roof  construction.  He  was 
associated  for  several  years  with  the  late  Edward  S.  Philbrick, 
C.E.  After  the  bridge  disaster  of  December  29,  1876,  at  Ash- 
tabula, Ohio,  he  made  a  valuable  examination  and  study  of  the 
wreck;  and  his  report,  addressed  to  the  Ohio  legislature's 
committee  appointed  to  investigate  it,  was  printed  with  the 
committee's  report  by  the  state  printers  at  Columbus,  Ohio, 
in  1877,  pages  35-49.  Some  conclusions,  with  Mr.  Howland's 
sketch,  may  be  found  in  the  Transactions  of  the  American 
Society  of  Civil  Engineers,  Vol.  VI,  pages  85,  86  and  196,  198. 
His  principal  work  was  on  bridges  in  the  South  and  the  Middle 
West;  and  for  a  time  he  was  connected  with  a  bridge  company. 
Among  the  structures  upon  which  he  was  employed  are  said  to 
have  been  the  roofs  of  Memorial  Hall  at  Harvard  University 
and  the  former  building  of  the  Boston  Young  Men's  Christian 
Association  at  the  comer  of  Boylston  and  Berkeley  streets. 

In  the  latter  part  of  his  life  he  relinquished  professional 
business  in  great  measure.  He  shared  an  office  with  some  other 
gentlemen  and  had  books  and  periodical  publications  there  and 

*  Memoir  prepared  by  Frederick  Brooks  and  Frank  L.  Fuller. 
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was  obliging  in  supplying  information  to  inquiring  friends,  being 
regarded  as  an  encyclopedic  source  of  accurate  knowledge. 
He  was,  however,  quite  reticent  about  his  own  affairs,  of  which 
the  persons  closest  to  him  were  ignorant.  He  visited  regularly 
on  Sundays  some  of  his  nearest  relatives,  who  were  cousins, 
and  endeared  himself  to  the  children  as  a  playfellow.  He  occu- 
pied the  same  bachelor  quarters  at  43  Concord  Square,  Boston, 
for  twenty-six  years,  but  his  landlady  knew  scarcely  anything 
about  him.  He  died  there  suddenly  on  April  5,  1914,  and  the 
medical  examiner  found  that  the  heart  was  affected.  Burial 
was  in  the  family  lot  at  West  Barnstable. 

Mr.  Howland  took  a  deep  interest  in  the  Boston  Society  of 
Civil  Engineers,  and  was  exemplary  in  faithful  attendance  for 
forty  years  at  its  meetings  and  excursions.  He  occasionally 
took  part  in  its  proceedings,  and  was  keen  and  skillful  in  his 
preparation  of  material,  an  example  of  which  may  be  found  in 
the  Journal  of  the  Association  of  Engineering  Societies^  Vol.  IV, 
pages  12-14,  for  November,  1884.  His  watchfulness  over  the 
administration  of  the  Society's  affairs  was  useful,  even  if  it 
sometimes  seemed  a  thankless  service;  and  he  had  a  sense  of 
humor  withal.  He  was  a  man  of  sterling  integrity  and  of 
agreeable  disposition,  and  his  loss  is  felt  and  deplored  by  his 
fellow-members. 


LUCIAN  A.  TAYLOR.* 

LuciAN  Arnold  Taylor,  the  youngest  son  of  Jared  and 
Catharine  (Truesdell)  Taylor,  was  bom  at  Harrisville,  R.  I., 
on  June  20,  1846.  The  son  of  a  farmer,  he  passed  his  early 
years  on  his  father's  farm  in  Woodstock,  Conn.,  working  during 
the  summer  and  attending  school  in  winter. 

In  response  to  President  Lincoln's  call  for  men  to  defend 
the  Union,  Mr.  Taylor  offered  his  services,  but  because  of  his 
age  he  was  not  accepted.  But  on  July  15,  1862,  he  enlisted  in 
Company  B,  i8th  Connecticut  Volunteers,  and  continued  in  the 


*  Memoir  prepared  by  William  E.  McCUntock  and  Frank  E.  Hall. 
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service  until  the  close  of  the  war  in  1865.  During  all  this  time 
he  was  in  active  service  excepting  about  four  months  when  he 
was  a  prisoner  of  war  at  Richmond  and  at  home  recovering  from 
his  severe  prison  experience. 

The  two  years  after  leaving  the  army  were  passed  in  Wood- 
stock, working  on  the  farm  and  at  the  same  time  attending  the 
Woodstock  Academy. 

In  1867  Mr.  Taylor  moved  to  Worcester,  Mass.,  where  he 
attended  Howe's  Business  College. 

In  1868  he  received  an  appointment  as  assistant  by  Phineas 
Ball,  city  engineer  of  Worcester,  and  started  off  on  what  was  to  be 
his  life's  work.  He  served  the  city  faithfully  for  fourteen  years, 
during  which  time  he  was  the  engineer  in  charge  of  rebuilding 
the  Leicester  dam  in  1876,  of  building  the  Island  sewer  in  1878- 
1879,  and  of  building  the  first  Holden  dam  in  1883.  These  were 
works  of  magnitude  and  offered  obstacles  that  called  not  only 
for  engineering  skill  but  for  great  ability  along  practical  lines. 
Mr.  Taylor  met  all  the  demands  upon  him  and  developed  the 
traits  which  later  were  to  make  him  so  successful. 

In  1884  he  was  elected  water  commissioner,  which  position 
he  held  for  one  year. 

In  1885  he  entered  the  contracting  firm  of  William  C. 
McClellan  &  Co.,  of  Boston.  In  1886,  upon  the  death  of  his 
partner,  Mr.  Taylor  bought  Mrs.  McClellan's  interest  in  the 
firm,  and  from  that  time  to  his  death  carried  on  the  business 
of  consulting  engineer  and  contractor. 

That  Mr.  Taylor  was  successful  in  his  dual  capacity  as 
engineer  and  contractor  is  evidenced  by  the  large  number  of 
important  works  which  he  both  planned  and  built.  Still  further 
proof  of  his  ability  and  integrity  comes  from  the  fact  that  he 
was  called  in  the  same  capacity  to  extend  works  which  he  built. 
His  boyhood  experience  on  the  farm  enabled  him  to  accomplish 
much  physically,  and  his  moral  qualities  made  him  see  clearly 
the  line  of  demarcation  between  the  duties  of  engineer  and 
contractor,  and  he  never  permitted  personal  gain  to  warp  his 
judgment  or  influence  his  action.  Among  the  most  important 
works  of  Mr.  Taylor's  may  be  enumerated  the  water  works  at 
Bar  Harbor,  Kingsfield  and  Cumberland  Mills,  Me.;    of    New- 
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port,  N.  H.;  of  St.  Albans  and  St.  Johnsbury,  Vt.;  of  Lynn, 
Orange,  Quincy,  Webster,  Millbury,  Concord,  Provincetown 
and  Rutland,  Mass.;  and  of  New  Haven,  New  London  and 
Groton,  Conn.  He  devoted  most  of  his  time  during  the  past 
several  years  to  consulting  work. 

When,  in  1913,  because  of  illness,  he  retired  from  active 
work,  he  was  consulting  engineer  for  the  city  of  Lynn  and  the 
town  of  Falmouth,  Mass.  He  also  was  president  of  the  Mill- 
bury,  Mass.,  Water  Company,  which  position  he  had  held  for 
several  years. 

He  retained  his  residence  in  Worcester  during  the  twenty- 
nine  years  he  maintained  his  Boston  office. 

His  genial  personality  brought  a  host  of  friends.  His 
sterling  integrity  commanded  the  respect  of  everyone  who  knew 
him. 

Mr.  Taylor's  death  occurred  at  his  home  in  Worcester  on 
November  19,  1914,  after  an  illness  of  more  than  a  year,  and 
was  caused  by  a  complication  of  diseases. 

He  married,  on  August  29,  1868,  Jeannette  Arnold,  of 
Putnam,  Conn.,  who  with  one  son  and  one  daughter  survives 
him. 

Mr.  Taylor  was  elected  a  member  of  the  Boston  Society  of 
Civil  Engineers,  September  21,  1887.  He  also  was  a  member 
of  the  American  Society  of  Civil  Engineers,  the  Engineers'  Club 
of  Boston,  the  American  Water  Works  Association,  the  New 
England  Water  Works  Association,  the  Worcester  County 
Society  of  Engineers,  the  Worcester  County  Mechanics  Asso- 
ciation and  George  H.  Ward  Post  10,  G.  A.  R. 
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THE  ELIMINATION  OF  GRADE  CROSSINGS. 

By  L.  Bayles  Reilly,  Member  Boston  Society  of  Civil  Engineers. 

This  paper,  which  is  the  result  of  the  writer's  brief  experi- 
ence in  grade-crossing  abolition  projects,  is  given  in  the  hope 
that  it  may  be  of  assistance  to  some  of  you  who  may  be  called 
upon  to  investigate  or  report  upon  such  projects. 

The  subject  is  treated  under  the  following  headings: 
I.  Apportionment  of  Cost. 
II.  Manner  of  Obtaining  Elimination. 
III.  Construction. 

I.    APPORTIONMENT. 

Public  safety  and  convenience  require,  and  public  sentiment 
is  demanding,  the  abolition  of  grade  crossings.  Legislatures 
all  over  the  country  are  passing  laws  relative  to  this  matter,  and 
already  nearly  half  of  the  states  have  laws  touching  on  the 
separation  of  grades. 

Two  very  important  provisions  of  these  laws  are,  first,  the 
fixing  of  the  manner  of  determining  the  necessity  for  proposed 
work,  and,  second,  the  apportionment  of  the  cost.  The  state  of 
Massachusetts  seems  to  have  adopted  an  equitable  and  feasible 
method  for  determining  the  necessity  of  abolition,  which  will  be 


NoTB.  This  paper  will  not  be  presented  at  a  meeting  of  the  Society,  but  discussion  ia 
invited,  to  be  received  by  Edward  C.  Sherman.  Editor.  6  Beacon  Street.  Boston,  before 
Aucnst  15,  Z915.  for  publication  in  a  sulnequent  numl>er  of  the  Journal. 
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described.  As  far  as  the  apportionment  of  the  cost  is  concerned, 
we  do  not  seem  to  have  been  quite  so  successful,  since  there  are 
arbitrary  limits  set  which  may  not  be  equitable  when  the  maxi- 
mum amount  is  assessed  upon  any  party,  and  since  commissions 
have  a  tendency  to  assess  upon  the  parties  to  the  work  the 
maximum  percentages  set  by  law,  irrespective  of  the  actual 
merits  of  each  individual  case. 

One  has  but  to  note  the  difference  between  a  crossing  on  a 
main  state  highway  in  an  unpopulated  district  and  a  crossing  in 
the  heart  of  the  business  section  of  a  city  like  Lynn  or  Lowell  to 
appreciate  that  flexibility  in  the  apportionment  of  cost  is  de- 
sirable. This  flexibility  is  lacking  in  Massachusetts  and  in  some 
other  states. 

In  1912  and  1913  the  Massachusetts  Railroad  Commission 
and  the  Massachusetts  Highway  Commission  investigated  this 
subject  very  thoroughly.  In  a  report  to  the  legislature,  an 
abstract  of  the  laws  of  each  state  having  any  laws  on  the  subject 
was  made,  with  a  review  on  the  advisability  of  changing  the 
present  basis  of  the  apportionment  of  cost.  It  was  recommended 
**  that  the  law  be  amended  so  as  to  provide  expressly  that  the 
amounts  assessed  upon  the  cities  and  towns  shall  be  proportion- 
ate to  the  benefits  received,  and  to  the  ability  of  these  municipali- 
ties to  pay;  and  that  the  Railroad  Commission  shall  be  given 
the  right  before  the  final  decree  is  entered  by  the  court  to  review 
the  apportionment  of  the  cost  as  well  as  the  general  plan  of  grade 
separation  made  by  the  special  grade  crossing  commission.'* 
No  action  was  taken  upon  this  report  by  the  legislature  in  the 
session  of  1 913,  it  being  postponed  to  this  year's  session. 

The  following  is  an  abstract  from  the  **  Report  on  an  Investi- 
gation of  the  Gradual  Abolition  of  Grade  Crossings,"  January 
31,  1889,  by  A.  W.  Locke,  William  C.  Webber  and  G.  A.  Kimball, 
commissioners,  relative  to  this  matter  of  apportionment : 

*'  Finally,  we  think  that  the  expense  of  abolishing  crossings  should 
be  generally  divided  between  the  railroad  and  the  city  or  town,  bringing  in 
the  county  in  special  cases,  and  also  the  street  railways  and  the  adjoining 
estates,  if  they  are  benefited. 

"  But  we  do  not  consider  it  practicable  for  the  legislature  to  fix  in  ad- 
vance the  proportion  to  be  paid  by  parties  interested,  for  the  reason  that  in  no 


THE  ELIMINATION   OF  GRADE  CROSSINGS.  137 

two  places  that  have  so  far  come  under  our  observation  have  the  benefits  or 
the  disadvantages  been  equally  divided.  We  would  recommend  that  each 
one  be  divided  on  its  own  merits  by  some  tribunal  such  as  we  have  hereinbefore 
suggested." 

Hence  it  is  seen  that  the  two  commissions  which  have 
investigated  this  subject  thoroughly  have  recommended  an 
apportionment  based  upon  "  merit  "  and  '*  special  benefit." 

From  the  abstract  of  laws  compiled  by  the  Railroad  Com- 
mission it  is  seen  that  in  Arizona,  California,  Michigan,  North 
Carolina  and  Wisconsin  full  power  is  delegated  to  the  commis- 
sion to  apportion  the  cost  according  to  the  equities  in  each  par- 
ticular case,  recognizing  the  principle  of  *'  Special  Benefit." 

In  Connecticut,  Massachusetts,  New  Hampshire,  New  Jer- 
sey, New  York,  Ohio,  Vermont  and  Washington  the  legisla- 
tures deny  the  commissions  this  privilege,  and  fix  definite  limits 
to  the  proportions  to  be  paid  by  the  various  parties.  These 
limits  are  arbitrary  and  cannot  be  changed  even  though  the 
conditions  of  a  particular  case  warrant  a  different  apportion- 
ment. 

In  New  Hampshire  and  New  Jersey  the  entire  cost  is  imposed 
upon  the  railroads  under  all  conditions. 

In  Connecticut,  New  York  and  Washington  the  principle 
of  priority  in  location  is  recognized. 

In  Connecticut  the  entire  cost  is  paid  by  the  railroad  when 
the  petition  to  separate  grades  is  made  by  the  railroad.  In 
case  the  petition  is  made  by  the  municipality,  it  may  be  charged 
25  per  cent,  at  highways  in  existence  before  the  railroad  was 
built,  and  50  per  cent,  at  crossings  built  across  a  railroad  loca- 
tion. 

In  New  York,  when  a  new  railroad  is  constructed  across  an 
existing  highway  above  or  below  grade,  the  entire  expense  is 
borne  by  the  railroad;  whenever  a  new  street  is  constructed 
across  an  existing  railroad,  the  railroad  company  and  the  munici- 
pality divide  the  expense  equally;  and  whenever  a  change  is 
made  in  an  existing  crossing,  the  railroad  pays  50  per  cent.,  the 
municipality  25  per  cent,  and  the  state  25  per  cent. 

In  Washington  the  railroad  pays  the  entire  cost  when  it 
crosses  over  or  under  an  existing  highway,  and  in  all  other  cases 
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it  bears  a  portion  of  the  cost,  depending  upon  the  equities  of  the 
case. 

In  Massachusetts  the  railroad  pays  65  per  cent,  of  the  cost 
on  the  assumption  that  it  receives  the  most  benefit  from  the 
abolition.  The  street  railway,,  when  there  is  one,  pays  a  maxi- 
mum of  15  per  cent.;  and  the  remainder  of  the  cost  is  appor- 
tioned between  the  commonwealth  and  the  city  or  town,  but 
not  more  than  10  per  cent,  of  the  total  cost  may  be  apportioned 
on  the  city  or  town. 

The  cost  has  usually  been  apportioned  as  follows:  Railroad, 
65  per  cent.;  commonwealth,  25  per  cent.;  and  the  city,  10 
per  cent.  Where  a  street  railway  is  involved,  the  steam  road 
usually  pays  65  per  cent.,  the  street  railway  15  per  cent.,  the 
commonwealth  10  per  cent.,  and  the  town  10  per  cent.,  although 
in  the  last  two  apportionments  of  note,  at  Quincy  (estimated 
cost,  $250  000)  and  at  Taunton  (estimated  cost,  $2  800  000),  the 
street  railway  was  assessed  12  per  cent. 

The  following  are  statistics  obtained  from  the  Railroad 
Commission's  Report  of  1913  to  the  legislature,  and  from 
Mr.  H.  W.  Hayes,  engineer  of  the  Public  Service  Commission: 

Cost  of  the  Elimination  of  Grade  Crossings,  Acts  of  1890,  to 

November  30,  1907. 


Number. 

Average  Cost. 

Total  Cost. 

Crossings  in  Boston 

34 

$340000 

*I  I  559  352 

Crossings  outside  of  Boston . . 

303 

58  164 

17  623  839 

Total 

337 

86597 

29  183  191 

From  the  report  of  the  Commission  of  1888,  information 
from  various  sources  made  it  apparent  that  there  were  at  that 
time  2  267  highways  crossing  railroads  at  grade.  Returns  made 
to  the  Board  of  Railroad  Commissioners  as  of  June  30,  1912, 
showed  that  there  remained  in  the  commonwealth  i  784  cross- 
ings at  grade,  making  a  total  of  483  crossings  abolished  from 
1889  to  1912. 

The  total  amount  expended  on  the  elimination  of  grade 
crossings  to  January,  1913,  is  $39  144  286,  or  an  average  of 
$81  000  per  crossing.  I  have  it  upon  competent  authority  that 
the  average  yearly  maintenance  of  crossings  is  $i  200  per  year, 
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including  wages  of  crossing  tenders,  maintenance  of  crossing 
gates,  planking,  etc.  Capitalizing  this  at  5  per  cent,  indicates 
that  the  railroads  could  afford  to  pay  $24000  per  crossing,  or 
33.7  per  cent,  of  the  average  cost  of  $81  000,  without  considering 
the  benefits  to  be  received  from  increased  speed,  facility  of 
operation  and  the  elimination  of  accident  claims. 

This  is  apparently  the  only  determinant  factor  in  the  whole 
problem  of  apportionment;  the  others  must  be  approximated 
from  traffic  counts  and  other  data  obtainable  in  individual  cases. 
It  is  quite  generally  conceded  that  municipalities  receive  more 
than  a  10  per  cent,  benefit  from  abolitions,  but  that  this  low 
figure  was  arrived  at  to  encourage  petitions  for  eliminations. 
There  can  be  no  question  as  to  the  success  of  this  idea,  as  there 
are  now  pending  proceedings  for  about  one  hundred  grade- 
crossing  abolitions. 

II.  MANNER  OF  OBTAINING  ABOLITION  OF  GRADE 

CROSSINGS. 

When  a  town,  city,  railroad  or  street  railway  wants  a  grade 
crossing  abolished  in  Massachusetts,  a  petition  is  submitted  to 
the  Superior  Court,  which  thereujxm  appoints  a  special  com- 
mission of  three  members.  This  s|:>ecial  commission,  after 
holding  a  hearing,  decides  upon  a  plan,  apportions  the  cost,  speci- 
fies what  part  of  an  existing  public  or  private  way  shall  be  dis- 
continued, the  grade  for  the  railroad,  the  way  the  changes  are 
to  be  made  in  the  location  and  grades  of  the  street  railway,  the 
general  method  of  construction  and  what  land  and  other  property 
it  considers  necessary  to  be  taken.  It  also  prescribes  the  manner 
and  limits  of  the  work  and  determines  which  of  the  interested 
parties  shall  do  the  work.  Land  owners,  railroad,  common- 
wealth, city  or  town  and  street  railway  present  their  suggestions 
and  criticisms  of  proposed  plans,  and  in  this  way  the  best  plan 
is  evolved. 

In  some  instances  where  there  is  a  direct  conflict  of  opinion 
as  to  the  manner  of  abolition,  the  matter  is  carried  to  the  state 
legislature,  which  passes  an  act  on  petition  authorizing  the 
abolition  and  specifying  in  detail  the  method  to  be  adopted  and 
the  apportionment  of  the  cost.     An  act  of  the  legislature  is 
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necessary  when  work  is  contemplated  in  conjunction  with  grade- 
crossing  work,  which  could  not  be  actually  considered  as  part  of  it, 
as  when  the  railroad  wishes  for  an  extension  and  amplification 
of  its  facilities.  An  instance  of  this  is  found  at  Lynn,  where  the 
Boston  &  Maine  Railroad  is  improving  its  tracking  facilities  by 
the  abolition  of  grade  crossings  and  by  increasing  the  number  of 
main  line  tracks  from  two  to  four. 

There  are  two  other  methods  of  obtaining  the  abolition  of 
crossings : 

I.  By  the  agreement  of  the  interested  parties,  the  Massa- 
chusetts Public  Service  Commission  can  be  made  the  special 
commission  with  the  same  powers  and  duties  as  above  described. 

II.  If  the  directors  of  the  railroad  and  the  selectmen  of  a 
town  agree  upon  a  plan  for  the  abolition  of  a  crossing,  and  if  this 
agreement  is  approved  by  the  Public  Service  Commission,  the 
crossing  may  be  abolished,  provided  the  railroad  and  the  town 
together  pay  80  per  cent,  of  the  cost.  The  commonwealth  pays 
the  remaining  20  per  cent,  in  such  cases.  Georgetown,  Mass., 
furnished  an  instance  of  this  procedure  in  1913.  For  details  of 
this  method  see  Chapter  544,  Acts  of  1910. 

III.  CONSTRUCTION. 

Actual  cost  is  perhaps  the  most  interesting  thing  to  the 
parties  involved,  after  the  apportionment  is  decided  upon.  The 
following  are  a  few  unit  prices  the  writer  has  found  useful  when 
estimating  the  cost  of  construction  of  such  projects.  They  are 
based  on  labor  at  $2.00  a  day  and  the  prices  of  materials  current 
in  1912,  but  do  not  cover  all  cases,  since  accessibility  of  the  work, 
length  of  haul,  traffic  and  other  factors  influence  them  very 
much  and  each  case  must  be  considered  independently. 

Unit  Costs. 

Earth  embankment  (under  traffic) $0.70  cu.  yd. 

Earth  embankment  (from  trestle) 0.40  cu.  yd. 

Earth  excavation 0.50  cu.  yd. 

Pile  foundations,  spruce  25  ft.  o  in.  long 5.00  per  pile. 

Retaining  wall  (concrete) 7.00  cu.  yd. 

Abutments  (concrete) 7.00  cu.  yd. 

Macadam  roadway 0.80  to  1.25  sq.  yd. 
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Gianite  block  paving  (new)  gravel  joints. . . .  $2.00  to  2.50  sq.  yd. 

Granite  block  paving  (relaid) 0.70  sq.  yd. 

Brick  sidewalk i.io  sq.  yd. 

Granolithic  walks 1.80  sq.  yd. 

Tar  concrete  walks 0.75  sq.  yd. 

Edgestones  reset 0.25  lin.  ft. 

Edgestones  new i.oo  lin.  ft. 

Surface  drains 1.80  lin.  ft. 

Relaying  water  pipe 3.00  lin.  ft. 

Arch  culvert  masonry  (small  spans) 12.00  lin.  ft. 

Temporaiy  platforms  (plank) 1.20  sq.  yd. 

Iron  fencing 1.50  lin.  ft. 

Wooden  fencing 0.50  lin.  ft. 

Main  railroad  tracks 1.50  lin.  ft. 

Temporary  railroad  tracks 0.50  lin.  ft. 

Railroad  trestle,  temporary 10.00  to  15.00  lin.  ft. 

Bridge  steel 0.045  per  lb.  in  place. 

Timbering,  per  M.  ft.  B.  M.,  in  place 60.00 

Drains:  18  in 1.50  lin.  ft. 

12  in 1.00  lin.  ft. 

8  in 0.80  lin.  ft. 

Taking  up  and  relaying  street  railway  track, 

without  betterment 1.25  per  ft. 

The  work  is  done  by  the  railroad,  and,  as  might  be  imagined, 
the  actual  cost  is  sometimes  the  subject  of  considerable  discus- 
sion among  the  other  parties.  Charges  are  kept  according 
to  the  specifications  of  the  Interstate  Commerce  Commission, 
similar  to  ordinary  railroad  charges. 

After  the  completion  of  the  work  the  expense  of  maintenance 
and  repairs  is  paid  as  follows: 

Section  I,  Chapter  156,  Acts  of  1912,  Quotation. 

**  After  the  completion  of  the  work,  the  expense  of  maintenance  and 
repair  shall  be  paid  as  follows:  If  the  public  way  crosses  the  railroad  by  an 
overhead  bridge,  the  framework  and  flooring  of  the  bridge  and  its  abutments 
shall  be  maintained  and  kept  in  repair  by  the  railroad  corporation,  but  the 
approaches  of  the  bridge,  and,  if  said  flooring  has  a  wearing  surface,  consisting 
of  an  upper  planking,  paving  or  other  surface  material,  such  wearing  surface 
of  the  bridge  shall  be  maintained  and  kept  in  repair  by  the  city  or  town  in 
which  they  are  situated;  if  the  public  way  passes  under  the  railroad,  the  bridge 
and  its  abutments  shall  be  maintained  and  kept  in  repair  by  the  railroad  cor- 
poration, and  the  public  way  and  its  approaches  shall  be  maintained  and  kept 
in  repair  by  the  city  or  town  in  which  they  are  situated;  if  the  several  rail- 
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roads  cross  the  public  way  at  or  near  a  given  point,  the  commission  shall 
apportion  and  award  in  what  manner  and  proportion  each  of  said  railroad  cor- 
porations shall  maintain  and  keep  in  repair  the  framework  of  the  bridge  and 
its  abutments,  if  the  public  way  crosses  the  railroad  by  an  overhead  bridge, 
and  the  bridge  and  its  abutments,  if  the  public  way  passes  under  said  railroads." 

The  Superior  Court  appoints  as  auditor,  a  disinterested 
person,  not  an  inhabitant  of  the  city  or  town  in  which  the  crossing 
is  situated,  who  audits  all  accounts  of  expense  incurred  by  the 
railroad,  street  railway  company,  city  or  town  and  special  com- 
mission.    This  auditing,  when  accepted  by  the  court,  is  final. 

It  often  happens  that  in  connection  with  grade  abolition 
projects,  improvements  in  railroad  or  city  facilities  are  made, 
such  as  street  widening,  increasing  the  number  of  railroad  tracks, 
or  increase  in  freight  handling  accommodations.  Such  things 
as  these  are  to  be  paid  for  by  the  one  who  receives  the  benefit  of 
the  betterment.  A  sharp  distinction  is  sometimes  impossible 
as  to  just  what  is  betterment  and  what  is  necessitated  by  the 
abolition  of  grade  crossing. 

The  following  is  given  as  an  instance  of  how  some  of  the 
main  features  of  a  plan  are  adopted.  The  railroad,  since  it 
pays  the  greatest  portion  of  the  cost,  asks,  as  a  rule,  for  a  5 
per  cent,  or  6  per  cent,  street  gradient.  For  traffic  reasons  the 
city  usually  objects  to  anything  over  3  per  cent.  The  result  in 
many  cases  is  a  compromise,  streets  on  main  thoroughfares 
being  built  with  not  over  3  per  cent,  grades,  other  streets  not  on 
main  thoroughfares  with  as  high  as  7  per  cent,  grades.  In 
one  case,  in  Fall  River,  12  per  cent,  was  allowed  on  account  of  the 
fact  that  this  gradient  existed  on  adjacent  streets. 

The  question  of  land  damage  enters  into  this  question  of 
street  grades,  and  the  two  should  be  considered  together. 
As  a  general  rule,  when  land  damage  is  high,  street  grades 
are  heavy,  and  when  land  damage  is  low,  street  grades  are  low. 

The  question  as  to  whether  the  street  is  to  cross  over  the 
railroad  or  vice-versa  is  determined  by  considerations  of  economy. 
Where  several  crossings  are  to  be  eliminated  which  are  fairly 
close  together,  the  railroad  can  be  raised  above  the  streets  or 
depressed  below  them.  As  stated  before,  it  is  not  usually  economi- 
cal   to   depress   the   railroad.     The   important   elements  which 
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determine  track  elevation,  or  street  elevation  or  depression,  are 
accessibility  of  dump  for  excavated  material,  the  number  and 
length  of  bridges  crossing  the  railroad,  the  length  of  haul  to 
borrow  pit,  drainage  of  railroad  if  depressed,  the  drainage  of 
streets  if  depressed,  and  the  architectural  question  of  civic  beauty. 
In  the  case  of  the  elimination  of  a  single  crossing,  railroad  eleva- 
tion or  depression  is  not  economical  since  the  railroad  grades  are 
usually  limited  to  .57  per  cent.,  while  street  grades  vary  from  2 
per  cent,  to  7  per  cent.  The  result  is  the  elevation  or  depression 
of  the  street.  This  applies  not  only  to  a  single  isolated  crossing, 
but  also  to  the  case  where  several  crossings  are  so  far  apart  that 
the  cost  of  railroad  elevation  or  depression  is  high. 

E^ch  particular  problem  must  be  studied  carefully  before 
any  plan  is  adopted.  Estimates  of  cost  should  be  made,  if 
necessary,  to  determine  which  of  the  following  methods  should 
be  used:  First,  railroad  elevation;  second,  railroad  depression; 
third,  street  elevation ;  fourth,  street  depression ;  or  a  combination 
of  railroad  elevation  with  street  depression  or  vice- versa.  It 
must  always  be  borne  in  mind  that,  if  railroad  depression  is 
adopted,  the  track  must  be  lowered  about  21  ft.,  18  ft.  for  clear- 
ance and  3  for  bridge  floors,  while  if  track  elevation  is  used,  there 
is  a  change  in  grade  to  be  made  of  about  17  ft.,  14  for  clearance 
and  3  for  bridge  floors.  Except  in  the  case  of  sidetracks,  which 
may  be  made  16  ft.,  these  clearances  are  required  in  Massachu- 
setts, unless  authorised  otherwise  by  the  Public  Service  Commis- 
sion. 

In  Canada  the  Railway  Act  provides  that  every  bridge  over 
a  railway  shall  have  a  clearance  of  at  least  7  ft.  above  the  top  of 
the  highest  freight  car,  such  clearance  never  to  be  less  than  22  ft. 
6  in.  above  the  base  of  rail,  except  with  the  approval  of  the  board. 
An  appeal  was  made  from  this  in  191 1  for  a  clearance  of  19  ft. 
by  the  roads  entering  Toronto.  The  commission  ordered  the 
standard  clearance  of  22  ft.  6  in.  to  be  provided. 

Some  of  the  other  factors  to  be  observed  in  the  design  or  the 
comparison  of  proposals  for  the  elimination  of  grade  crossings 
follow: 

Land  damage  on  an  abolition  project  is  complicated  and  is 
left  for  the  legal  fraternity  and  the  real  estate  experts  to  settle. 
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The  engineer's  duty  in  this  matter  is  to  see  that  excessive  damage 
is  avoided  by  building  retaining  walls.  Where  land  is  cheap, 
take  it;  where  it  is  expensive  and  damage  can  be  avoided  by  the 
construction  of  a  retaining  wall,  investigation  and  estimates  must 
be  made  to  determine  the  comparative  cost.  Common  practice 
has  established  the  following  rule  in  estimating  the  cost  of  land 
damage : 

Where  a  taking  is  made,  the  estimate  is  twice  the  assessed 
valuation  of  the  land  and  buildings.  Where  there  is  damage  due 
only  to  change  of  street  grade,  60  per  cent,  of  the  assessed  value 
is  figured  for  the  damage.  This  rule  is  an  arbitrary  one  which 
usually  works  out  on  the  safe  side,  but  in  many  cases  does  not. 

Land  Damagb  Settlements.     Percentage  of  Assessed  Valuatkws. 


Town  or  City. 

.  ! 

1 

Number 
of  Cases. 

Grade  Damage. 

Per 
Cent. 

Land  Takings. 

Per 

Assessed 

Val. 

Settle- 
ment. 

Ass'd 
Val. 

Settle- 
ment. 

Cent. 

Somerville,  Dane  St. . . . 

1912 

1910 

1910 
-12 

1912 

1910 
-12 

1910 
-12 

1910 
-12 

lOIO 

19 

I 

43 
I 

37 
4 
5 

I46500 

$32  650 

70 

. . .  • 

Somerville, 
Webster  Ave 

" 

■    •    *    • 

«5  500 

*7  500 

136 

Somerville 

Webster  Ave 

202  500 

89635 

44.3 

■    •   •   • 

Somerville, 

Medford  Ave 

2500 

I  400 

56.1 

•    •    ■    • 

Lynn 

179  550 

53419 

29.7 

•    •   •    ■   • 

Lynn 

■    ■    •    • 

31400 

46800 

149 

Neoonset 

14789 

17500 

1 18.5 

•   •   •    • 

•        •    ■    •    • 

•    ■    •    • 

Neponset 

•    •    •   • 

20812 

31   691 

-12     II 
TOC 

152.5 

Total  Gr.    Dam.,  44% 
of  Ass'd  Val 

445839 

194604 

•    •    •    • 

—  V 

16 

Total       Gr.      Takings, 
145% of  Ass'd  Val.. . 

•    •    •    • 

57712 

85991 

•    •    •    • 
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The  preceding  table  shows  the  percentage  cost  of  grade 
damage  to  assessed  value  in  105  actual  settlements  to  average 
44  per  cent.,  and  the  percentage  cost  of  land  takings  in  sixteen 
actual  takings  to  be  145  per  cent. 

All  Settlements  Included. 

At  the  Boston,  Revere  Beach  &  Lynn  Railroad  crossing,  at 
Saratoga  Street,  East  Boston,  abolished  in  1913,  the  damages 
paid  amounted  to  89  per  cent,  of  the  assessed  value. 

In  the  abolition  of  the  East  Boston  grade  crossings,  seven 
in  all,  in  1906,  the  damages  amounted  to  32.43  per  cent,  of  the 
assessed  value,  omitting  two  small  payments  to  large  estates, 
the  Standard  Oil  Company  and  the  National  Dock  &  Warehouse 
Comf)any. 

In  the  abolition  of  the  Dorchester  Avenue  grade  crossing  in 
Boston,  1900,  the  land  damage  was  71  per  cent,  of  the  assessed 
value. 

From  this  it  is  seen  that  the  use  of  the  arbitrary  figures  of 
60  per  cent,  for  land  damage  and  200  per  cent,  for  land  takings 
must  be  accompanied  with  the  exercise  of  some  discretion.  In 
using  the  value  of  200  per  cent,  for  land  takings,  it  is  customary, 
where  large  estates  are  under  consideration,  to  use  a  depth  of 
100  ft.  from  the  line  of  grade  change. 

Another  method  of  arriving  at  a  figure  for  land  damage  is  to 
obtain  an  appraisal  of  the  property  as  it  stands  from  a  disin- 
terested expert,  show  that  expert  the  amount  of  damage  caused 
by  the  project,  get  another  appraisal  from  him,  subtract  the  two 
appraisals,  add  to  the  result  25  per  cent.,  and  this  result  will 
usually  be  much  closer  to  the  actual  cost  than  the  arbitrary 
allowance  of  60  per  cent.  This  method  is  based  on  the  fact  that 
an  abutter  is  entitled  to  have  his  property  left  in  the  same  condi- 
tion and  relative  location,  after  the  grades  are  changed,  21s  it  was 
before,  or,  if  this  is  impossible,  a  sufficient  sum  of  money  to  cover 
this  change,  with  the  market  value  of  the  property  as  the  upper 
limit  of  such  sum.  The  choice  of  methods  should  be  governed  by 
the  exigencies  of  each  case. 

A  feature  that  is  very  important  is  the  proper  provision  for 
the  maintenance  of  traffic  during  construction.     This  is  done  bv 
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temporary  crossings  over  adjacent  land,  or,  when  this  is  not 
possible,  other  methods,  such  as  the  construction  of  one  half  the 
structure  at  a  time,  are  adopted. 

The  discontinuance  of  public  ways  or  the  continuance  of 
them  involving  real  damage  to  property  without  redress  at  law 
should  not  be  permitted  unless  circumstances  absolutely  compel 
such  discontinuance.  The  proper  drainage  of  streets  should 
not  be  interfered  with  by  the  depression  of  them  under  the 
railroad,  nor  should  the  flow  through  trunk-line  sewers  be 
hindered.  Street  junctions  should  be  carefully  planned  to  avoid 
danger  points,  pockets  and  sharp  grades. 

The  devotion  of  taxable  property  to  new  streets  and  ways 
should  not  be  allowed  unless  the  benefit  received  is  greater  than 
the  loss  incurred.  This  is  a  point  which  often  causes  a  loss  to 
cities  and  towns  which  cannot  be  retrieved. 

Traffic  routes  should  be  made  as  direct  as  possible,  since 
circuitous  routes  are  apt  to  cause  the  introduction  of  danger  points 
at  street  junctions  and  to  inconvenience  pedestrians  greatly.  Rail- 
road stations  should  be  easily  accessible  to  traffic,  vehicular,  street 
railway  and  foot,  in  grades,  elevations  and  layout.  Station 
driveways  and  automobile  and  carriage  yards  should  be  built 
wide,  and  with  an  eye  to  increasing  traffic  volume. 

Provision  should  be  made  for  future  industrial  side  tracks, 
as  lack  of  foresight  in  this  direction  is  apt  to  cause  inconvenience 
and  expense  and  actually  hinder  the  future  commercial  develop- 
ment of  the  community. 

Structures. 

On  main  city  thoroughfares,  depressed  under  the  railroad, 
solid,  ballasted  bridge  floors  are  to  be  commended.  They  should 
be  well  waterproofed  with  pitch  and  tarred  felt,  to  render  them 
drip-proof.  The  depth  of  floor  is  fixed  by  grade  and  clearance 
requirements.  Where  more  than  three  tracks  pass  over  the  street, 
the  bridge  should  be  divided  into  two  parts,  to  prevent  darken- 
ing of  the  street,  although  the  railroads  usually  object  to  this,  since 
it  introduces  curves  in  the  track.  The  usual  construction  over 
streets  consists  of  through  steel  plate-girder  spans.  Where 
streets  and  sidewalks  are  wnde  enough,  the  cost  of  these  structures 


THE  ELIMINATION  OF  GRADE  CROSSINGS.  147 

may  be  reduced  materially  by  providing  supporting  bents  on 
the  curb  lines  or  at  the  center  of  the  street,  although  many 
cities  prohibit  the  use  of  these  bents  for  traffic  reasons.  In 
outlying  sections  open  floor  bridges  are  used  to  a  large  extent. 
It  must  always  be  remembered,  however,  that  these  grade- 
crossing  abolitions  are  permanent,  and  the  structures  provided 
should  be  made  as  permanent  21s  circumstances  warrant.  The 
use  of  concrete  slab  floors  with  ballast  well  waterproofed  is 
likely  to  be  the  most  economical  in  the  long  run,  since  mainte- 
nance charges  are  reduced,  constant  inspection  is  not  necessary, 
and  nuisances  from  noise  and  water-dripping  obviated. 

Highway  bridges  over  railroads  should  be  designed  to  ac- 
commodate the  loads  passing  over  them,  and  when  carrying 
street  railways,  should  be  designed  according  to  the  **  Specifica- 
tions of  the  Massachusetts  Railroad  Commission  for  bridges 
carrying  street  railways,  1908."  In  general,  the  practice  ob- 
taining in  the  cities  or  towns  in  which  they  are  located  should  be 
followed. 

Apportionment  of  Work. 

It  is  customary  in  Massachusetts  for  the  special  commissions 
to  apportion  the  work  to  be  done.  They  usually  prescribe  that 
the  work  is  to  be  done  by  the  railroads,  other  public  service 
companies  doing  the  work  involving  changes  in  their  respective 
lines.  It  is  seldom  provided  that  municipalities  do  the  work 
involved  in  the  street  changes,  such  as  paving,  street  surfacing 
and  edge-stone  setting.  This  frequently  leads  to  trouble,  as  the 
railroads  naturally  want  the  work  done  as  cheaply  as  possible, 
and  sometimes  succeed  in  accomplishing  a  cheap-looking  job 
as  a  result.  It  would  appear  that,  if  the  towns  and  municipali- 
ties were  permitted  to  do  such  work  as  this,  which  they  are 
probably  equipped  to  do  in  better  and  more  permanently 
economical  fashion,  one  incipient  cause  of  disagreement  could  be 
eliminated. 

Betterment. 

It  is  the  duty  of  the  engineers  engaged  in  this  work  to  see 
that  no  betterment  is  made  in  any  work  connected  with  grade 
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abolition  (see  decision  of  Supreme  Court  of  Massachusetts, 
Reports,  Vol.  172,  1898-99,  pp.  5-1 1  inclusive)  unless  the  parties 
making  any  betterments  pay  for  them  themselves.  In  the 
making  of  plans,  criticising  of  plans,  and  in  the  checking  of  the 
costs,  the  question  of  BeUerment  versus  Reasonable  and  Suitable 
Substitution  for  existing  facilities  confronts  the  engineer.  A  broad 
and  equitable  attitude  must  be  taken  toward  this  question  for 
the  mutual  benefit  of  all  concerned. 

The  following  is  a  recapitulation  of  the  points  to  be  observed 
in  designing  or  criticising  the  design  of  a  grade  abolition  project: 

1.  Cost. 

2.  Discontinuance  of  important  public  ways  or  continuance 
of  same  involving  real  damage  to  property  without  redress  at 
law. 

3.  Drainage  (railroad  and  highway). 

4.  Sewage  flow  (pipe  changes,  etc.). 

5.  Street  junction,  avoidance  of  danger  points  and  pockets. 

6.  Minimum  of  taxable  property  to  be  devoted  to  new  streets 
and  ways. 

7.  Traffic  routes  —  vehicular  and  street  railway,  distances, 
grades  and  maximum  avoidance  of  curves. 

8.  Railroad  grades  should  be  slight  at  stations. 

9.  Highway  grades. 

10.  Accessibility  of  stations  to  traffic  —  vehicular,  street 
railway  and  foot. 

(a)  In  grades,  elevations  and  layout. 

(ft)  Station  driveways  and  carriage  yards. 

1 1 .  Industrial  sidetracks. 

12.  Bridge  headroom. 

13.  Minimum  of  land  damage. 

14.  Maintenance  of  traffic  during  construction. 

15.  Bridges  and  other  structures  —  strength,  permanence, 
waterproofing. 

16.  Apportionment  of  work. 

17.  Betterments. 
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THE  DUTIES  AND  SPHERE  OF  ACTION  OF  A  LOCAL 
ENGINEERING  SOCIETY  WITH  SPECIAL  REFERENCE 
TO   THE  BOSTON  SOCIETY    OF    CIVIL   ENGINEERS. 

By  Harrison  P.  Eddy,  President,  Boston  Society  of  Civil  Engineers. 

The  past  year  has  been  an  important  one  in  the  history 
of  our  Society,  which  is  now  completing  its  sixty-seventh  year. 
The  interest  of  our  members  in  the  affairs  of  the  Society  attests 
their  appreciation  of  the  opportunities  it  offers  and  the  obli- 
gations it  imposes.  The  first  volume  of  the  Journal  of  the 
Boston  Society  of  Civil  Engineers  has  been  completed.  It  is 
a  credit  to  the  Society,  to  the  contributors,  and  to  the  editor, 
to  whom  the  Society  is  indebted  for  the  skillful  and  painstaking 
work  which  has  resulted  in  the  publication  of  this  very  attractive 
volume. 

A  year  ago  our  membership  was  837.  To-day  the  members 
and  applications  on  file  number  i  004,  an  addition  of  167  in 
spite  of  general  business  depression  and  the  fact  that  many 
engineers  have  been  out  of  employment  and  many  others  have 
felt  it  wise  to  husband  their  resources  much  more  scrupulously 
than  usual.  There  must  be  a  cause  of  fundamental  importance 
behind  such  growth,  for  even  in  view  of  the  efforts  of  the  mem- 
bership committee,  which  has  worked  hard  and  conscientiously, 
so  great  a  growth  in  such  an  unfavorable  year  is  remarkable. 
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The  cause  must  be  the  belief  that  the  Society  can  furnish  what 

engineers  want  and  need,  and  we  may  well  pause  at  this  time 

and  ask  ourselves  what  has  the  future  in  store  for  us  and  what 

are  our  obligations. 

The  Constitution  states: 

"  The  objects  of  this  Society  are:  the  professional  improvement  of 
its  members,  the  encouragement  of  social  intercourse  among  engineers  and 
men  of  practical  science,  and  the  advancement  of  engineering."     (Art.  I.) 

It  is  important  to  keep  these  objects  clearly  in  mind,  but 
a  study  of  the  foregoing  quotation  leads  to  the  conclusion  that 
while  the  objects  are  specific  they  are  of  such  a  nature  that 
there  may  be  wide  latitude  in  the  selection  of  the  activities  of 
the  Society.  A  comparison  with  the  objects  of  the  American 
Society  of  Civil  Engineers*  shows  that  the  objects  of  the  two 
societies  are  similar,  although  that  of  the  national  organization 
lays  emphasis  upon  the  "  maintenance  of  a  high  professional 
standard  **  while  that  of  the  local  society  makes  prominent 
**  the  encouragement  of  social  intercourse  among  engineers  and 
men  of  practical  science.  .  .  .**  So  far  as  the  wording  of  the 
respective  constitutions  is  concerned,  the  difference  is  slight, 
but  as  a  matter  of  practical  application  it  is  an  important  one. 

Encouragement  of  Social  Intercourse. 

The  membership  of  the  national  society  (about  7  500) 
is  not  only  very  large  but  is  widely  scattered  throughout  the 
country,  and  in  fact  throughout  the  countries  of  the  world. 
It  is  not  possible  for  the  general  membership  to  engage  in  social 
intercourse.  The  average  member  cannot  expect  to  have  the 
benefit  of  personal  acquaintance  with  more  than  a  small  frac- 
tion of  the  members;  if  located  in  one  of  the  larger  American 
cities  this  number  will  probably  not  exceed  100  or  200,  and  if 


*  "  Its  object  shall  be  the  advancement  of  engineering  knowledge  and  practice  and  the 
maintenance  of  a  high  professional  standard  among  its  members."  (Constitution,  A.  S.  C.  E., 
Art.  I,  Sect.  3) 

The  Constitution  of  the  A.  S.  C.  E..  Art.  I,  Sect.  4,  stipulates  that  "  among  the  means 
to  be  employed  for  this  purpose  shall  be:  meetings  for  the  presentation  and  discusaion  of 
appropriate  papers  and  for  social  and  professional  intercourse;  the  publication  of  such  papers 
and  discussions  as  may  be  deemed  expedient ;  the  maintenance  of  a  library,  the  collection  of 
maps,  drawings  and  models,  and  the  establishment  of  fa^ilitie.s  for  their  use."  (Constitution, 
A.  S.  C.  E..  Art.  I.  Sect.  4.) 
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located  in  a  small  municipality  at  considerable  distance  from 
a  large  city,  he  is  fortunate  indeed  if  he  has  an  acquaintance 
with  more  than  fifty  members,  —  say  2  per  cent,  and  0.7  per 
cent,  of  the  members,  respectively. 

In  a  local  society,  on  the  other  hand,  there  is  a  much  greater 
opportunity  for  social  intercourse.  But  in  spite  of  this  fact, 
the  average  member  of  the  Boston  Society  of  Civil  Engineers 
probably  is  acquainted  with  less  than  one  hundred  members, 
and  there  are  few  whose  acquaintances  include  as  many  as 
250,  —  10  and  25  per  cent,  of  the  members  respectively.  Does 
not  this  indicate  a  seiious  failure  to  fulfill  properly  one  of  the 
objects  of  the  Society? 

Several  functions  have  been  held  in  recent  years  to  de- 
velop the  social  life  of  our  Society,  among  which  may  be  men- 
tioned the  annual  dinner  and  smoker,  the  dinners  of  the  Sanitary 
Section,  the  dinner  of  the  joint  engineering  societies,  students* 
night,  ladies'  night,  and,  finally,  the  dinners  of  the  past  year 
preceding  some  of  the  regular  meetings.  Notwithstanding 
these  opportunities  for  social  intercourse  there  is  still  something 
lacking.  Every  resident  member  should  know  at  least  a  ma- 
jority of  the  resident  members,  and  he  should  know  them  well 
enough  to  enable  him  when  meeting  them  to  select  topics  of 
conversation  which  will  be  of  mutual  interest  and  benefit. 

The  Board  of  Government,  through  appropriate  committees, 
may  well  encourage  social  intercourse  with  particular  reference 
to  providing  opportunities  for  the  members  to  increase  their 
acquaintance.  But  it  is  not  wholly  a  responsibility  of  the 
Board  of  Government  and  its  committees.  Every  member 
should  accept  his  share  of  the  obligations,  and  if  each  will  exert 
himself  a  little  the  result  will  be  of  great  benefit  to  the  Society. 
We  admit  new  members,  but  do  we  afford  them  proper  oppor- 
tunities to  become  acquainted  with  their  new  associates? 

I  have  taken  up  the  social  department  first  because  I 
believe  it  to  be  of  fundamental  importance  to  the  full  develop- 
ment of  the  other  objects  of  a  local  society.  A  national  society 
must  of  necessity  confine  its  activities  primarily  to  the  publi- 
cation of  papers,  researches  by  its  committees  and  the  develop- 
ment of  its  library,  —  all  educational   functions.     This  is  an 
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unbounded  field  of  usefulness  which  has  tended  toward  the 
"  advancement  of  engineering  knowledge  and  practice  and  the 
maintenance  of  a  high  professional  standard  among  "  the  mem- 
bers of  the  national  society.  But  a  local  society  must  do  more; 
it  must  have  a  personal  interest  in  and  oversight  of  its  members. 
It  should  be  a  sort  of  fraternal  organization,  seeking  to  assist 
its  members  in  every  way  consistent  with  the  ideals  of  the 
engineering  profession  and  the  fundamental  principles  of  pro- 
fessional ethics. 

Professional  Improvement  of  Its  Members. 

The  second  object  of  the  Boston  Society  of  Civil  Engineers 
is  the  professional  improvement  of  its  members.  I  class  it  as 
second,  not  because  less  important  than  the  encouragement  of 
social  intercourse,  for  there  are  many  ways  in  which  it  is  more 
important,  but  because  the  best  progress  cannot  be  made  in 
the  professional  improvement  of  the  members  of  a  local  engineer- 
ing society  until  after  they  have  become  acquainted,  have 
acquired  an  interest  in  the  work  and  activities  of  their  associates, 
and  have  established  an  esprit  de  corps  and  acquired  a  loyalty 
to  their  society. 

The  activities  of  this  Society  are  largely  of  an  educational 
nature,  such  as  meetings  for  the  presentation  and  discussion 
of  professional  papers,  the  publication  of  such  papers  and  dis- 
cussions, and  excursions  for  the  inspection  of  engineering  works. 

There  seems  to  be,  however,  an  opportunity  to  greatly 
increase  its  usefulness  in  this  respect.  A  society  should  strive 
to  meet  the  needs  of  all  of  its  members,  and  this  can  be  done 
best  by  systematic  organized  effort.  There  should  be  papers 
for  the  members  of  each  branch  of  engineering,  such  as  the 
structural,  railroad,  bridge,  and  sanitary  engineers.  How 
to  accomplish  this  is  not  easy  to  ascertain.  There  is,  at  times, 
much  difficulty  in  securing  papers  regardless  of  subjects,  and 
if  a  committee  were  confronted  with  the  task  of  securing  papers 
on  specific,  predetermined  topics,  its  difficulties  would  be  much 
increased,  but  not  insurmountable. 

Nevertheless,  the  advantage  to  be  derived  is  worth  the 
effort.     At  the  beginning  of  a  committee's  work  it  should  de- 
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vote  considerable  time  to  a  study  of  the  needs  of  the  society 
and  lay  out  a  program  for  the  year's  papers  which  will  provide 
as  far  as  possible  for  the  requirements  of  all  the  members.  As 
one  of  the  important  functions  is  to  meet  and  become  acquainted 
with  the  leaders  of  the  profession,  plans  should  be  made  to 
secure  addresses  from  several  such  engineers  each  year.  It  is 
also  the  duty  of  the  society  to  take  a  live  interest  in  the  engineer- 
ing activities  of  the  community,  such  as  the  building  of  state 
highways,  measures  for  the  protection  of  the  public  health, 
problems  relating  to  the  regulation  of  public  service  corpora- 
tions and  such  more  local  enterprises  as  Metropolitan  parks, 
sewers  and  water  works.  To  this  end  engineers  and  officials 
competent  to  present  these  subjects  should  be  given  an  oppor- 
tunity to  do  so,  and  the  members  should  enter  into  a  thorough 
discussion  of  the  topics  so  presented.  Such  discussions  need 
not  be  mutual  admiration  meetings  solely,  —  they  ^ould  be 
characterized  by  an  attempt  to  get  at  all  the  truth.  All  such 
questions  are  debatable,  and  that  discussion  which  brings  out 
different  and  sometimes  opposing  views  is  likely  to  be  most 
helpful  and  interesting.  Such  discussions  need  not  be  acri- 
monious, feelings  need  not  be  injured,  but  a  good  lively  dis- 
cussion by  broadminded  engineers  would  add  great  interest 
to  our  meetings.  It  may  be  considered  somewhat  old-fashioned 
to  suggest  holding  an  occasional  debate  upon  an  engineering 
topic,  but  it  might  be  an  innovation  which  would  prove  de- 
cidedly interesting. 

The  society  should  encourage  the  presentation  of  papers 
by  members,  each  of  whom  should  feel  that  this  is  the  forum 
for  the  discussion  of  those  topics  in  which  he  is  most  interested. 
To  stimulate  interest,  it  may  be  well  to  provide  one  or  more 
prizes  or  medals  similar  to  that  generously  donated  by  our 
distinguished  past  president,  Desmond  FitzGerald.  Such  a 
course  has  been  tentatively  suggested  to  the  Board  of  Govern- 
ment by  a  committee  appointed  to  consider  what  the  Society 
ought  to  do  for  our  junior  and  student  members.  This  com- 
mittee has  wisely  recommended  devoting  more  attention  to 
such  members,  and  affording  them  greater  opportunity  than 
they  have  enjoyed  in  the  past.     It  is  from  such  members  that 
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the  strength  of  the  Society  in  the  future  will  be  derived,  and 
every  practicable  means  of  interesting  and  aiding  them  should 
be  utilized. 

Organization  of  Sections.  —  The  program  suggested,  no 
doubt,  seems  to  many  to  be  formidable  and  perhaps  imprac- 
ticable. It  certainly  infers  greater  activity,  more  work  on  the 
part  of  officers,  and  better  organization  than  we  have  had  during 
the  year  now  closing.  But  I  maintain  that  it  can  be  achieved 
without  placing  an*  undue  burden  upon  any  one.  It  must  be 
done,  however,  through  more  perfect  organization,  which  per- 
haps may  be  accomplished  most  readily  by  means  of  additional 
sections.  Our  Sanitary  Section  has  been,  successful  from  its 
formation,  eleven  years  ago.  The  annual  average  attendance 
at  its  meetings  has  varied  from  21  to  88  per  cent,  of  its  member- 
ship, while  that  of  the  Society  has  varied  from  10  to  21  per  cent. 
Its  discussions  have  been  good,  and  there  has  been  a  spirit  of 
sociability  and  good-fellowship  which  has  sprung  from  general 
acquaintance  and  community  of  interest. 

There  is  an  opportunity  for  several  more  sections,  —  for 
example,  a  Railroad  Section,  a  Structural  Section,  and  perhaps 
a  Municipal  Section.  Sections  may  be  formed  for  temporary 
work  without  the  intention  of  their  continuing  in  existence 
more  than  a  year  or  two.  Certainly  no  section  should  be  con- 
tinued if  its  work  is  finished  or  if  it  neglects  to  prosecute  its 
work  actively.  It  may  be  argued  that  such  sections  would 
tend  to  split  up  the -membership  and  detract  from  the  interest 
in  the  parent  Society.  This  does  not  seem  a  necessary  or  likely 
result,  if  reasonable  care  is  exercised  in  the  organization  of  the 
sections.     It  has  not  proved  true  of  the  Sanitary  Section. 

The  sections  should  be  organized  to  foster  interest  in  special 
fields,  and  may  act  as  committees  of  the  Society  upon  such 
topics.  They  should,  in  fact,  be  regarded  merely  as  committees. 
They  may  be  allotted  certain  stated  meetings  for  which  they 
shall  provide  and  to  responsible.  Such  meetings  would  perhaps 
take  the  place  of  the  special  meetings  for  which  there  appears  to 
be  a  demand.  Thus  organized,  the  parent  Society  would  hold 
meetings,  at  which  the  tendency  would  be. to  present  papers 
which  would  be  attractive  and  of  value  to  a  large  proportion 
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of  the  members,  and  to  provide  addresses  of  wide  interest  and 
speakers  of  distinction. 

Such  an  organization  would  increase  the  capacity  of  the 
Society.  The  work  otherwise  devolving  upon  a  few  officers 
and  committees  would  be  distributed  among  many.  The 
interest  taken  in  the  affairs  of  the  Society  would  be  much  in- 
creased, for  the  greater  the  number  of  members  taking  an  active 
part  in  the  proceedings,  the  greater  will  be  the  interest.  The 
members  will  secure  a  greater  return  from  their  membership,  — 
to  put  it  in  a  homely  way,  they  will  get  more  for  their  money 
and  effort. 

The  Library,  —  In  spite  of  the  effort  which  has  been  made 
to  complete  files  of  reports,  improve  the  arrangement  and  pro- 
vide a  suitable  index  of  our  library,  there  are  occasional  rumors 
that  it  is  not  all  that  it  should  be.  As  this  is  one  of  our  most 
important  enterprises,  serious  consideration  should  be  given 
to  its  needs.  It  is  of  the  utmost  importance  to  determine  its 
proper  scope.  When  considering  this  we  should  bear  in  mind 
the  great  wealth  of  libraries  in  and  around  Boston.  It  may  be 
that  the  chief  feature  of  this  library  should  be  its  files  of  muni- 
cipal, state,  national,  foreign  and  other  engineering  reports. 
Such  files,  to  be  of  value,  must  be  kept  up  to  date,  for  many 
reports,  while  they  may  be  had  for  the  asking  when  published, 
cannot  be  procured  a  short  time  after  they  are  issued.  The 
expense  of  maintaining  such  files  is  nominal  and  they  constitute 
a  collection  of  great  value.  There  should,  of  course,  be  a  limited 
supply  of  journals  of  engineering  societies,  engineering  periodi- 
cals, engineering  works  of  reference,  encyclopedias  and  the  like, 
which  will  facilitate  study  at  the  library,  but  it  is  a  question 
how  wide  a  field  we  should  cover  and  how  far  we  should  go.  A 
decided  advance  would  be  made  if  a  definite  program  could  be 
adopted  by  the  Society,  and  a  list  of  the  journals  and  files  of 
reports  ought  to  be  printed  either  in  the  Journal  or  as  a  part 
of  the  year  book,  that  the  members  may  know  what  journals 
and  reports  they  may  expect  to  find  in  the  library. 

Courses  of  Instruction,  —  There  is  a  substantial  difference 
between  the  requirements  of  our  older  and  our  younger  members. 
The   former,  having   had   years   of   experience,  through  which 
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they  have  attained  much  of  the  knowledge  which  they  feel  that 
they  require  for  their  regular  business,  are  more  inclined  to  give 
their  time  to  the  addresses  of  men  who  have  achieved  distinction 
and  who  can  speak  of  the  large  problems  from  personal  experi- 
ence. The  younger  members,  on  the  other  hand,  crave  definite 
information  and  data  which  they  can  utilize  directly  in  their 
work.  They  feel  the  need  of  instruction  and  are  more  willing 
than  the  older  members  to  give  their  time  to  studying  the  smaller 
problems  with  which  they  come  in  contact.  One  way  in  which 
we  could  do  more  for  the  younger  members  would  be  to  provide 
a  few  courses  of  instructive  lectures.  It  might  be  necessary 
to  compensate  such  lecturers,  and  it  may  be  wise  for  the  Society 
to  make  a  nominal  charge  for  attendance  upon  such  courses,  — 
enough  to  pay  a  part  or  perhaps  even  the  whole  of  the  expense 
involved-  Courses  should  preferably  be  limited  to  four  or  five 
lectures  and  confined  to  the  more  common  engineering  problems. 

The  Advancement  of  Engineering. 

The  third  constitutional  object  is  '*  the  advancement  of 
engineering,**  by  which  I  assume  we  mean  the  elevation  of 
engineering  as  a  profession,  securing  more  general  recognition 
of  the  professional  ability  of  the  engineer,  and  obtaining  for 
him  a  more  generous  share  of  the  credit  for  his  work  —  and, 
coincident  therewith,  more  nearly  adequate  compensation  for 
his  services.  The  deficiencies  on  the  part  of  the  public  in  these 
respects  are  undoubtedly  largely  due  to  its  lack  of  knowledge, 
the  causes  for  which  have  been  discussed  so  often  that  we  may 
pass  over  them  now.  There  are,  however,  certain  things  which 
our  Society  has  done  for  the  enlightenment  of  our  fellow-citizens, 
but  a  beginning  only  has  been  made.  It  would  seem  that  the 
time  is  opportune  for  a  more  systematic  and  a  greater  effort. 
Among  the  efforts  thus  far  made  are  cooperation  of  this  Society 
with  local  organizations  of  mechanical  and  electrical  engineers, 
the  study  of  proposed  legislation  and  attendance  at  committee 
hearings  to  advocate  or  oppose  certain  bills  and  the  appoint- 
ment of  a  representative  to  prepare  for  the  daily  papers  reports 
of  addresses  and  discussions  given  at  the  meetings  of  the  Society. 
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Codperation  of  Local  Engineering  Societies.  —  It  has  be- 
come the  custom  for  our  Society  to  cooperate  with  the  mechanical 
and  electrical  engineers  in  holding  annually  a  joint  dinner  and 
about  three  other  joint  meetings.  In  this  way  the  members 
of  each  organization  increase  the  circle  of  their  acquaintance, 
come  to  have  an  interest  in  some  of  the  problems  attracting 
the  attention  of  the  others,  and  broaden  their  influence  and  that 
of  their  society. 

Such  cooperation  has  social  and  educational  advantages, 
but  of  more  importance  would  seem  to  be  the  opportunity  for 
advancing  the  cause  of  engineering.  At  such  meetings,  which 
are  likely  to  be  largely  attended,  an  effort  will  naturally  be 
made  to  secure  addresses  of  more  general  interest  than  many  of 
those  of  perhaps  a  more  highly  technical  nature  presented  at 
regular  society  meetings.  A  well-directed  effort  to  secure  the 
attendance  at  such  meetings  of  those  who  may  be  interested 
in  the  subjects  but  who  are  not  engineers  will  aid  in  placing 
the  work  of  the  engineer  before  the  public  in  a  proper  light. 
Too  little  has  been  done  in  this  direction  at  these  meetings  and 
also  at  regular  meetings  of  our  Society.  This  is  a  line  of  work 
which  can  be  easily  taken  up  and  carried  along  if  a  little  sys- 
tematic effort  can  be  devoted  to  it.  The  expense  of  printing 
a  few  additional  notices  and  of  postage  will  be  insignificant, 
and  it  would  seem  that  the  results  to  be  obtained  may  be  of 
considerable  importance.  If  such  notices  could  be  accom- 
panied by  personal  letters  from  members  of  the  societies  to 
acquaintances,  inviting  them  to  be  present,  they  would  be  still 
more  effective. 

Interest  in  Legislation.  —  It  is  the  duty  —  too  often  neg- 
lected —  of  every  citizen  to  take  an  active  interest  in  matters 
receiving  legislative  consideration.  Most  such  measures  are 
of  local  interest,  and  therefore  are  more  properly  considered 
by  a  local  than  by  a  national  engineering  society. 

The  remark  was  made,  during  the  past  year,  that  the  en- 
gineers seem  to  be  almost  the  only  body  of  men  making  a  pre- 
tense at  having  representative  organizations  who  do  not  have  a 
committee  or  especially  appointed  members  to  ascertain  and 
report  to  their  society  propKDsed   legislation  of  direct  interest 
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to  it.  It  certainly  is  an  interesting  and,  I  fear,  a  significant 
fact  that  this  Society,  numbering  nearly  one  thousand  members, 
has  not  ordinarily  seriously  considered  pending  legislation,  not 
taken  a  part  in  the  movements  for  or  against  bills  which  might 
have  directly  or  indirectly  an  important  effect  upon  the  en- 
gineering profession  or  upon  engineering  problems.  This  year 
several  members  of  the  legislature  are  engineers,  one  of  whom  is 
a  member  of  our  Society.  The  Board  of  Government  has 
assumed  the  responsibility  for  the  appointment  of  a  committee 
to  consider  proposed  legislation,  and  take  such  action  regarding 
it  as  is  deemed  necessary.  The  Board  has  also  authorized 
and  requested  members  of  the  Society  to  attend  committee 
hearings  on  two  occasions  and  oppose  proposed  bills  which 
were  deemed  unwise,  in  the  interest  of  the  public,  as  well  as  in 
the  interest  of  the  engineering  profession.  A  committee  should 
be  regularly  appointed  each  year,  preferably  in  such  a  manner 
that  some  of  its  members  may  hold  office  more  than  a  single 
year,  thus  giving  the  committee  a  continuity  of  personnel  which 
will  make  it  more  useful.  In  this  connection  I  would  suggest 
that  the  Society  may  well  consider  the  advisability  of  simplify- 
ing the  procedure  required  by  the  constitution  for  the  endorse- 
ment of  measures  and  provide  for  authoritative  opposition  to 
unwise  bills.     Such  action  to  be  effective  must  be  prompt. 

Such  a  committee  may  also  suggest  to  the  proper  authori- 
ties the  propriety  of  the  appointment  of  engineers  as  members 
of  commissions  and  boards.  I  do  not  mean  that  we  should 
embark  upon  the  treacherous  sea  of  politics,  but  that  we  will 
do  well  to  be  informed  regarding  possible  action,  and  in  a  dig- 
nified, respectful  manner  make  certain  that  consideration  is 
given  to  the  engineering  profession.  During  the  past  year  the 
Board  of  Government  authorized  a  communication  to  his 
Excellency  the  Governor  regarding  the  desirability  of  the  ap- 
pointment of  an  engineer  to  the  Advisory  Council  of  the  State 
Department  of  Health.  The  Governor  extended  the  courtesy 
of  an  invitation  to  the  president  and  secretary  of  the  Society 
to  a  conference  at  which  this  matter  was  discussed,  and  the 
Governor  displayed  an  interest  in  the  appointment  of  an  engineer 
as  a  member  of  this  Board.     Later,  such  an  appointment  was 
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made.  While  the  action  of  the  Board  of  Government  upon 
this  matter  may  have  had  no  direct  effect,  the  fact  remains 
that  an  engineer  was  appointed  and  recognition  thus  accorded 
the  profession. 

Publicity.  —  For  a  brief  period  during  the  past  year,  the 
Society  had  a  regularly  appointed  publicity  stgent,  Mr.  Roland 
B.  Pendergast.  Unfortunately  for  the  Society,  but  we  hope 
fortunately  for  Mr.  Pendergast,  he  was  appointed  secretary  to 
one  of  the  government  officials  in  the  Philippines,  and  was 
therefore  obliged  to  sever  his  connection  with  the  Society. 

The  efforts  of  Mr.  Pendergast  resulted  in  our  having  about 
five  columns  of  descriptive  matter  in  the  local  press  regarding 
the  address  of  Henry  M.  Waite,  City  Manager  of  Dayton, 
Ohio,  presented  to  the  Society  November  18,  1914.  While 
this  was  a  particularly  favorable  subject  for  newspaper  articles, 
there  seems  to  be  no  doubt  that  a  properly  directed  effort  might 
result  in  a  large  measure  of  publicity  on  many  occasions.  In 
this  connection,  a  word  of  caution  may  not  be  out  of  place, 
for  it  is  of  the  utmost  importance  that  care  be  exercised  in  the 
selection  of  a  publicity  representative  and  in  the  supervision 
of  the  work,  for  all  articles  appearing  in  print  should  be  dig- 
nified and  truthfully  representative  of  the  transactions  of  the 
Society.  The  subjects  must  be  so  selected  and  presented  as 
to  interest  the  public,  since  the  newspapers  will  not  accept 
material  which  is  not  of  marked  public  interest. 

Probably  no  field  of  effort,  however,  will  yield  a  larger 
return  in  bringing  the  work  of  the  engineer  to  the  attention  of 
the  public  and  in  securing  from  the  public  a  proper  recognition 
of  its  merits  than  well-prepared  newspaper  notices.  It  there- 
fore seems  desirable  that  a  committee  should  be  appointed  to 
attend  to  this  sort  of  publicity.  It  is  difficult  to  foresee  what 
expense  will  be  involved  in  such  a  movement.  There  are  some 
who  feel  that  a  society  of  so  large  a  membership  should  have 
members  who,  without  compensation,  are  willing  to  devote 
time  and  labor  to  reporting  its  meetings  and  transmitting  proper 
notices  to  the  newspapers.  On  the  other  hand,  considerable 
work  is  involved,  and  it  must  be  done  at  hours  which  make  it 
more  or  less  laborious.     It  is  not  improbable,  therefore,  that 
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if  the  Society  should  undertake  an  active  campaign  of  this  kind, 
it  will  be  obliged  to  finance  the  effort  to  a  moderate  extent. 
The  Society  was  particularly  fortunate  in  receiving  the  serv- 
ices of  Mr.  Pendergast  without  compensation. 

Resources.  —  Having  considered  some  of  the  obligations 
of  the  Society  and  suggestions  for  increasing  its  activities,  it 
is  important  to  give  attention  to  its  resources,  for  no  movement, 
however  meritorious,  can  be  started  and  carried  to  successful 
completion  if  it  involves  effort  and  financial  backing  in  excess 
of  the  capabilities  of  the  Society. 

The  completion  of  the  first  volume  of  the  Journal  has 
demonstrated  the  ability  of  the  Society  to  successfully  maintain 
this  enterprise,  which  is  one  of  the  most  important  it  has  ever 
undertaken;  and  we  may  go  even  so  far  as  to  assume  that  there 
need  be  no  further  anxiety  regarding  the  ability  of  the  Society 
to  finance  this  project. 

Most  of  the  suggestions  which  I  have  made  require  for 
their  consummation  only  the  personal  effort  of  our  members. 
It  must  be  recognized  that  there  is  a  limit  to  the  amount  of 
time  engineers  can  devote  to  such  work.  However,  relatively 
few  of  our  members  take  a  part  in  the  management  of  the  Society 
or  in  the  preparation  of  papers  and  discussions  for  it.  Probably 
not  more  than  lo  per  cent,  serve  in  any  office,  upon  any  com- 
mittee, present  papers  or  take  part  in  discussions  during  any 
year.  This  leaves  90  per  cent.,  or  some  900  members,  who 
can  be  called  upon  for  assistance.  Furthermore,  it  will  be 
found  that  many  of  the  members  who  so  serve  the  Society 
do  so  year  after  year.  This  is  a  fact  to  be  seriously  considered 
by  a  society  having  within  its  membership  efficiency  engineers. 
Our  organization  can  hardly  be  classed  as  reasonably  efficient 
when  only  10  per  cent,  of  its  members  are  producers.  It  does 
not  appear  extravagant  to  predict  that  its  efficiency  can  be 
raised  to  25  per  cent,  and  even  50  per  cent.,  if  need  be,  to  ac- 
complish what  is  clearly  desirable.  Such  an  increase  in  eflfi- 
ciency  would  not  only  be  beneficial  in  making  possible  the  few 
things  suggested,  but  the  reflex  influence  upon  those  members 
who  would  become  producers  would  be  so  great  that  the  Society 
would  witness  a  revival  of  interest  and  enthusiasm  which  would 
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make  its  work  stand  out  before  the  public  in  such  a  manner 
that  it  would  compel  recognition. 

Another  of  our  resources  is  the  great  number  of  engineers 
in  this  vicinity  who  are  amply  qualified  for  membership.  We 
must  recognize  the  present  unfavorable  conditions,  but  in  or- 
dinary times,  if  we  fulfill  our  obligations  to  all  of  our  members 
and  take  the  '*  place  in  the  sun  '*  to  which  we  are  entitled,  there 
is  no  reason  why  we  should  not  greatly  increase  our  membership. 
In  this  way  we  can  increase  the  number  of  producers  and  also 
our  income. 

The  increase  in  members  this  year,  including  applicants 
elected  and  applications  on  file,  has  amounted  to  nearly  20 
per  cent.  There  should  result  a  corresponding  increase  in 
receipts  from  dues  which  will  enable  us  to  finance  greater  things 
in  the  future.  But  greater  activity  calls  for  greater  expendi- 
tures. The  campaign  for  more  members  has  cost  considerable 
for  printing  and  postage,  and  this,  with  our  social  activities 
and  a  determined  effort  to  improve  our  library  by  completing 
files,  binding  and  indexing,  have  made  it  advisable  to  tem- 
porarily employ  a  stenographer  to  relieve  the  assistant  librarian 
of  some  of  her  clerical  duties.  It  is  safe  to  predict  that  in  the 
future  there  will  be  no  great  surplus,  and  it  may  be  necessary 
to  call  upon  the  Permanent  Fund  for  assistance  in  financing 
worthy  objects. 

Permanent  Fund.  —  Article  9  of  the  By-Laws  provides: 

'*  9.  Permanent  Fund.  —  There  shall  be  a  fund  called  the  Permanent 
Fund,  to  which  shall  be  added  all  money  received  for  entrance  fees  and  all 
income  from  investments  of  the  fund.  No  money  shall  be  appropriated  from 
the  fund  except  by  a  two-thirds  vote  at  two  successive  regular  meetings.  Any 
such  appropriation  or  any  part  thereof  not  used  within  three  years  shall  be 
returned  to  the  fund." 

This  fund  now  amounts  to  approximately  $35  000.  The 
curve  of  its  increase  during  the  last  fifteen  years  approximates 
a  straight  line  which  if  extended  would  pass  the  $50  000  point 
at  about  1922,  or  in  seven  years.  Our  present  fund  of  $35  000, 
increased  alone  by  interest  compounded  annually  at  5  per  cent., 
and  assuming  no  losses,  will  amount  to  $57  000  in  1925  and 
$72  800  in  1930.     As  most  of  our  interest  is  compounded  semi- 
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annually,  and  the  remainder  quarterly,  the  fund  will  probably 
grow  even  faster  than  these  figures  indicate  if  an  average  rate 
of  5  per  cent,  can  be  maintained.  Our  By-Laws  provide  that 
entrance  fees  also  shall  be  added  to  this  fund. 

This  is  and  will  continue  to  be  a  goodly  fund  for  such  a 
Society,  and  should  be  carefully  guarded  against  inroads  for 
trivial,  indefinite  or  immaturely  considered  purposes. 

There  is  no  constitutional  provision  specifying  the  object 
for  which  the  Permanent  Fund  is  being  accumulated.  Some 
have  felt  that  the  time  will  come  when  the  Society  will  desire 
a  home  of  its  own,  and  that  this  fund  will  aid  in  procuring  it. 
There  are  others  who  think  this  is  unlikely,  and  that  it  will 
always  be  better  to  lease  quarters  than  to  attempt  to  own  them. 
Some  feel  strongly  that  a  portion  of  the  income  may  be  expended 
with  propriety  from  time  to  time  as  worthy  objects  present 
themselves,  and  that  the  Society  should  not  lay  by  annually 
all  of  its  receipts  from  entrance  fees  with  no  definite  purpose 
in  view. 

Such  a  fund  is  of  great  value  to  the  Society.  It  gives  it  an 
importance  in  the  community  which  it  would  not  otherwise 
have.  The  members  feel  a  sense  of  responsibility  on  account 
of  it.  Its  effect  upon  the  Society  is  much  the  same  as  that  of  a 
bank  account  upon  an  individual.  All  members  should  take 
pride  in  it  and  experience  pleasure  at  seeing  it  grow. 

Nevertheless,  we  may  well  consider  if,  after  all,  it  would 
not  be  well  to  utilize  a  part  of  our  income  as  we  go  along.  An 
individual  may  be  able  to  exist  upon  a  small  part  of  his  income 
and  invest  the  remainder.  But  such  a  course  may  not  always 
be  best  for  him.  He  may  even  increase  his  income  by  the 
judicious  expenditure  of  a  portion  of  the  surplus  above  the 
amount  required  for  his  absolute  necessities.  It  may  be  so 
with  this  Society. 

Conclusion. 

A  survey  of  the  present  condition  of  the  Society  and  a 
study  of  its  capabilities  demonstrates  that  we  can  make  it 
just  as  valuable  as  we  wish,  to  its  members,  to  the  profession 
and  to  the  public.     The  chief  requirements  of  the  members  are 
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interest,  enthusiasm,  initiative  and  a  willingness  to  work  for 
it.  The  financial  problems  will  take  care  of  themselves.  If 
we  will  devote  an  amount  of  time  very  small  in  proportion  to 
that  which  we  spend  in  establishing  and  maintaining  efficiency 
for  our  employers  and  clients,  to  promoting  efficiency  in  this 
organization,  the  results  will  far  surpass  our  fondest  ambitions. 
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THE  CIVIL  ENGINEER'S  CAPACITY  FOR  LEADERSHIP. 

By  Bertram  Brewer,  Chairman. 

There  is  no  greater  service  that  one  can  do  for  himself 
or  his  fellows  than  to  try  to  enlarge  the  view  by  bringing  to  it 
a  bigger  or  better  conception  of  one's  calling.  It  is  well  for 
us  that  the  officers  of  engineering  societies  have  over  and  over 
again  applauded  the  work  of  the  engineer  and  proclaimed  his 
large  place  in  this  busy  world.  The  sanitary  engineer  has 
already  attained  a  wide  influence  in  national  and  municipal 
life.  When  men  take  things  too  much  into  their  own  hands, 
in  their  mad,  unthinking  race  for  possessions,  the  sanitarian 
is  one  of  the  privileged  few  who  can  come  on  to  the  scene  with 
a  "  Thou  shalt  not  "  in  his  possession. 

The  work  of  this  Section  has  made  itself  felt  over  a  wide 
area,  and  its  influence  has  extended  far  beyond  anything  that 
any  feeble  words  of  mine  can  portray.  Yet  our  dreams  are  not 
fulfilled.  The  cup  of  opportunity  to  realize  on  the  vision  is 
still  brimming  over. 

With  this  high  conception  of  our  work  and  our  organization 
in  mind,  your  retiring  chairman  would  beg  the  privilege  of 
pointing  out  the  sore  need  of  emphasizing,  of  encouraging  and 
ennobling  the  work  and  the  person  of  the  engineer  in  public 
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life.     There  are  two  or  three  phases  of  the  municipal  problem 
which  might  well  be  emphasized  to-night. 

First  let  me  call  attention  to  the  fact  that  in  all  our  helping 
and  enthusing  we  have  been  unable  thus  far  to  reach  many  of 
our  municipal  workers.  Very  few  of  these  gentlemen  belong 
to  this  Section,  and  still  fewer  attend  the  meetings.  We  ought 
to  have  them  with  us  here.  The  year's  experience  has  raised 
the  question,  over  and  over  again,  —  How  can  we  get  them  in? 
I  would  suggest  that  a  committee  be  appointed  to  canvass  the 
situation  and  make  recommendations.  An  interrogatory,  wisely 
and  tactfully  conducted,  might  furnish  some  clews  which  wOuld 
be  of  help.  A  special  evening  could  be  set  aside,  this  coming 
year,  and  such  a  committee  be  given  a  free  hand  in  its  endeavors 
to  encourage  a  large  attendance  of  men  in  the  sewer  or  health 
service  of  Metropolitan  Boston. 

In  the  second  place,  your  attention  is  called  to  a  fact  seldom 
realized,  that  while  the  first  and  most  important  part  of  the  city 
planning  problem  is  the  sanitary  one,  no  one  ever  hears  of 
sanitary  engineers  mentioned  in  connection  therewith.  A 
noted  landscape  architect  who  sees  deeper  than  many  in  his 
profession  has  this  to  say  on  the  subject,  —  *'  E^ssential  as  the 
elements  of  sewerage  and  drainage  are  to  any  comprehensive 
city  plan,  the  planning  of  them  runs  on  to-day  in  many  places 
independent  of  the  city  plan,  and  has  little  influence  on  the 
city  planning  movement."  A  class  of  men  is  being  rapidly 
clothed  with  authority  in  Massachusetts  cities  and  towns,  called 
city  planners,  who  utterly  ignore  the  engineer  except  as  a  ser\^ant 
to  run  the  transit  and  rod.  For  city  planning  purposes  w^e 
are  supposed   not  to  exist. 

Now,  gentlemen,  we  have  got  to  get  our  minds  open  to  the 
larger  problems  as  well  as  the  smaller,  to  the  big  city  itself  as 
well  as  the  infinitesimally  small  bacterial  inhabitant  thereof. 
Our  imaginations  have  not  been  properly  stirred  to  the  point 
where  we  understand  our  prerogative.  We,  too,  should  enter 
the  open  door.  The  city  planner  goes  around  proclaiming 
his  visions  of  the  New  Jerusalem,  backed  up  with  innumerable 
lantern  slides  of  chimerical  projects,  involving  years  of  eflForts 
and  millions  of  money.     He  is  trained  to  express  his  thoughts 
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in  an  attractive  and  inspiring  manner,  and  he  is  able  to  point 
with  pride  to  his  noble  program  and  arouse  the  imagination 
of  his  audience  to  concert  pitch,  while  we,  forsooth,  spend  all 
of  their  money  and  too  much  of  our  time  in  planning  and  build- 
ing sewers  and  filter  beds  to  destroy  the  deadly  pathogenic 
germ.  I  venture  to  say  that  not  until  sanitary  engineers,  and 
all  engineers,  get  a  larger  conception  of  municipal  engineering 
in  its  relation  to  the  big  city  plan,  and  begin  to  realize  that  it 
is  the  vital  part  thereof,  will  good  and  efficient  government 
come  to  our  cities. 

Our  conception  of  our  work  must  also  be  large  enough  and 
strong  enough  to  make  us  more  intelligent  about  advertising 
our  wares.  We  too  must  cultivate  some  of  the  accomplish- 
ments of  our  professional  brethren.  We  too  must  acquire 
felicity  and  facility  in  writing  and  speaking.  Our  meetings 
should  be  more  generally  written  up  for  the  papers.  We  ought 
to  appoint  a  committee  on  publicity.  The  public  has  no  ade- 
quate conception  of  what  we  are  doing,  and  we  ought  to  under- 
take a  scientific  method  of  giving  them  the  information  they 
need. 

Let  me  add  a  final  word,  —  There's  enough  clap-trap 
advertising  of  cheap  wares  and  nostrums  to  fill  the  advertising 
columns  of  all  the  papers  on  this  continent,  and  enough  cheap 
politicians  and  fakers  to  supply  the  full  demand,  but  until  we, 
who  are  doing  much  of  the  real  work  of  the  world,  take  it  upon 
ourselves  to  educate  and  inform  the  people  and  stir  their  imagi- 
nations by  a  concerted  and  intelligent  effort,  they  will  continue 
to  be  led  far,  and  far  astray  about  us. 
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GROUND  WATER  SUPPLIES. 

By  WiLLLAH  S.  Johnson,  Member  Boston  Society  of  Civil  Engineers. 

(Presented  February  17,  1915.) 

A  FEW  years  ago  the  prophecy  that  the  time  was  coming 
when  no  unpurified  surface  water  supplies  would  be  used  for 
drinking  purposes  sounded  very  rash,  but  our  education  in 
these  matters  has  been  so  rapid  that  now,  in  this  part  of  the 
world  at  least,  it  is  almost  an  accepted  fact  that  some  form 
of  purification  should  be  adopted  for  even  the  so-called  unpol- 
luted surface  supplies. 

It  is  not  long  since  a  considerable  portion  of  our  population, 
even  in  Massachusetts,  which  has  always  been  in  the  lead  in 
sanitary  matters,  was  contentedly  drinking  diluted  sewage. 
Now  there  are  few  places,  and  certainly  none  in  Massachusetts, 
where  water  which  receives  the  direct  discharge  of  sewage 
is  used  for  public  purposes  without  purification.  We  are,  how- 
ever, still  drinking  water  coming  from  populated  watersheds 
and  receiving  indirectly  the  wastes  from  the  entire  population 
as  well  as  the  surface  wash  from  streets  and  fertilized  fields, 
protected  only  by  the  natural  purification  which  takes  place 
before  the  water  reaches  the  consumer.  This  natural  purifica- 
tion would  be  a  perfectly  satisfactory  method  if  it  could  be  con- 
trolled so  as  to  make  its  action  certain,  but  some  of  our  worst 


NoTB.  Discussion  of  this  paper  is  invited,  to  be  received  by  Edward  C.  Sherman. 
Editor.  6  Beacon  Street,  Boston,  before  August  15, 1915,  for  publication  in  a  subsequent  number 
of  the  Journal. 
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epidemics,  like  that  at  New  Haven  a  few  years  ago,  have  been 
caused  by  the  interruption  of  the  natural  purification. 

Long  storage  is  the  most  efficient  of  the  natural  methods 
of  purifying  surface  waters,  and  this  method  is  being  developed 
by  many  of  our  large  cities.  The  purity  of  the  supply  of  the 
Metropolitan  District  is  largely  dependent  on  long  storage. 
The  difficulty  is  that  we  are  not  always  certain  that  we  are 
obtaining  long  storage,  for  there  is  the  possibility  of  local  pollu- 
tion near  the  intake.  The  control  of  the  watersheds  and  the 
removal  of  all  population  from  them  is,  of  course,  a  great  aid 
in  securing  safe  water,  especially  if  the  public  is  excluded  from 
the  immediate  vicinity  of  the  sources  of  supply.  To  supply  the 
population  of  Massachusetts,  however,  would  require,  with  a 
reasonable  development  by  means  of  storage,  a  watershed  of 
about  one  tenth  of  the  total  area  of  the  state,  and  the  condemna- 
tion of  this  area  is  manifestly  out  of  the  question. 

The  demands  of  the  fastidious  public  have  not  stopped  at 
freedom  from  disease-producing  pollution,  but  there  is  an  in- 
creasing demand  for  clean  as  well  as  safe  water.  The  public 
is  no  longer  satisfied  to  drink  dirty  or  discolored  water,  even 
though  free  from  disease  germs.  It  certainly  is  not  appetizing 
to  think  of  drinking  water  in  which  cattle  have  waded  and 
fishermen  have  expectorated,  or  which  has  flowed  over  cultivated 
fields.  Neither  is  it  agreeable  to  drink  a  highly  colored  water 
which  has  received  its  color  from  the  organic  matter  in  swamps, 
and  this  is  what  we  have  to  do  in  the  case  of  many  of  our  surface 
supplies. 

Storage,  with  the  certainty  that  all  of  the  water  will  be 
held  for  a  sufficient  time,  is  a  satisfactory  remedy  for  these 
conditions,  and  the  one  upon  which  we  must  depend  in  many 
cases  for  some  time  to  come.  The  only  other  feasible  remedy 
is  filtration. 

By  filtration,  almost  any  surface  water  can  be  made  of 
satisfactory  quality  for  drinking  purposes,  but,  unfortunately, 
artificial  filtration  is  expensive,  and,  unless  the  processes  are 
constantly  under  the  supervision  of  a  trained  attendant,  re- 
liable results  cannot  be  obtained.  In  the  smaller  places  it  is 
practically  impossible,  on  account  of  the  expense,  to  maintain 
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a  proper  filtration  plant;  or,  rather,  it  appears  impossible  to  the 
majority  of  the  water  takers  and  taxpayers.  Fortunately,  how- 
ever, there  is  available  for  most  of  the  smaller  places,  and  even 
for  some  of  the  larger  places,  a  natural  filtration,  cheap  and 
effective  and  not  dependent  on  the  intelligence  or  faithfulness 
of  any  hired  attendant. 
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Fig.  I.    Seasonal  Fluctuations  in  Temperature  of  Ground  and 

Surface  Waters. 


A  considerable  portion  of  the  rain  which  falls  upon  the 
surface  of  the  ground  enters  the  soil  and  flows  through  it  to  the 
most  available  outlet,  which  may  be  a  neighboring  stream  or 
some  distant  water  course.  This  water,  filtered  usually  under 
the  most  favorable  conditions  for  ideal  purification,  has  all  of 
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the  qualities  requisite  for  a  perfect  water  supply,  provided  certain 
objectionable  qualities  which  will  be  referred  to  later  are  absent. 
Good  ground  waters  are  practically  certain  to  be  at  all  times 
cold,  colorless,  tasteless,  odorless  and  free  from  dangerous 
pollution.  This  is  more  than  can  be  said  of  the  best  surface 
supply,  for  such  a  supply  is  certain  to  be  warm  in  summer  and 
to  have  occasional  tastes  and  odors,  and  there  is  always  the 
danger  of  local  pollution. 

The  temperature  of  the  water  is  an  important  factor  which 
is  frequently  overlooked.  Ground  waters  which  are  not  de- 
rived to  any  considerable  extent  from  a  nearby  surface  source 
have  an  almost  uniform  temperature  throughout  the  year  of 
about  50  degrees.  This  is  sufficiently  cold  to  make  the  water 
palatable  without  ice.  Surface  waters,  on  the  other  hand, 
reach  a  temperature  of  over  70  degrees  in  summer,  although  if 
the  water  remains  long  in  the  pipes  it  becomes  somewhat  cooler. 

Figure  i  shows  the  seasonal  fluctuations  in  temperature 
in  typical  ground  water  and  surface  water  supplies.  The  curve 
marked  **  Lynn  "  is  the  temperature  curve  of  a  pond  used  for 
domestic  purposes;  that  marked  '*  Framingham,"  a  filter  gallery 
located  close  to  the  shore  of  a  pond  and  receiving  a  large  propor- 
tion of  its  water  by  filtration  from  the  pond;  *'  Wellesley,"  a 
filter  gallery  which  receives  some  water  by  filtration  from  a  river 
but  also  a  considerable  quantity  of  water  from  the  ground  on  its 
way  toward  the  river;  '*  Millbury,**  a  supply  which  gets  little 
or  no  water  from  any  adjacent  surface  source. 

The  use  of  ground  waters  for  water-supply  purposes  is 
nothing  new.  They  have  always  been  used  for  domestic  pur- 
poses, but  their  general  use  in  connection  with  public  supplies  is 
of  comparatively  recent  origin.  At  the  present  time,  of  the 
208  cities  and  towns  in  Massachusetts  which  are  supplied  with 
water  from  public  works,  about  100  are  supplied  either  wholly 
or  in  part  from  ground  water  sources.  In  the  main,  it  is  the 
smaller  places  which  are  so  supplied;  but  the  city  of  Lowell, 
the  fourth  city  in  Massachusetts,  is  supplied  entirely  from  ground 
water  sources,  as  are  the  cities  of  Newton  and  Waltham,  while 
in  other  parts  of  the  country  very  large  supplies  have  been 
developed.     In    Germany    ground    waters    are   very    generally 
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used,  a  large  proportion  of  the  munidpaiities  being  supplied 
with  water  derived  from  such  sources. 

When  ground  water  supplies  first  began  to  come  into  gen- 
eral use  our  knowledge  in  regard  to  them  was  very  meager. 
We  were  dependent  upon  the  expert  with  the  witch-hazel  stick 
or  upon  the  advice  of  the  well  driver,  and  usually  the  opinion 
of  one  was  just  as  good  as  that  of  the  other.  The  records  of 
failures  of  ground  water  supplies  have  been  numerous,  but  in 
Massachusetts  they  are  nearly  all  those  supplies  which  were 
installed  before  the  investigations  of  the  State  Board  of  Health 
were  begun.  This  work,  started  about  twenty-five  years  ago, 
has  been  brought  to  an  exact  science  under  the  direction  of 
Mr.  X.  H.  Goodnough,  chief  engineer  of  the  Board,  so  that  it 
is  possible  to  predict  almost  with  certainty  the  quantity  and 
quality  of  the  water  which  can  be  obtained  from  the  ground; 
and  the  application  of  this  knowledge  has  prevented  many 
costiy  mistakes  by  municipalities  introducing  water  supplies. 

It  is  difficult  for  the  average  layman,  and  even  for  many 
engineers,  to  realize  that  the  laws  of  nature  operate  in  just  the 
same  manner  on  water  beneath  the  surface  of  the  ground  as 
where  the  water  can  be  seen.  People  like  to  believe  that  the 
unseen  must  be  supernatural.  This  characteristic  of  human 
nature  has  been  the  chief  source  of  income  of  many  of  the  well 
drivers  in  the  past  and  is  the  reason  why  the  man  with  the 
witch-hazel  stick  has  flourished. 

There  is  another  expert,  however,  who  perhaps  has  done 
as  much  harm  as  the  man  with  the  well-driving  apparatus  or 
the  witch-hazel  stick,  and  this  is  the  theorist  who  figures  out 
the  coefficient  of  friction  in  the  soil  and  the  velocity  and  hy- 
draulic gradient  of  the  ground  water  and  determines  with  nicety 
just  how  much  water  can  be  obtained  from  a  given  source.  For 
such  soils  as  we  have  in  New  England,  at  least,  such  work  is  a 
waste  of  time  and  absolutely  worthless.  The  soil  varies  so  in 
every  foot  that  to  obtain  results  which  are  accurate  to  any 
reasonable  degree  would  require  investigation  of  the  soil  by 
means  of  test  wells  much  more  extensive  and  expensive  than 
would  be  required  to  determine  first  hand,  by  actual  experiment 
and  without  any  figuring,  what  the  ground  will  yield. 
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Ground  water  is,  strictiy  speaking,  any  water  which  is 
taken  from  or  flows  from  the  ground.  It  is  derived  chiefly 
from  that  portion  of  the  rainfall  which  is  absorbed  by  the  soil, 
but  also  to  some  extent  from  the  surface  water  sources,  water 
from  which  finds  its  way  into  the  surrounding  ground.  '  Ground 
water  sources  may  be  roughly  divided  into  springs,  deep  wells 
(sometimes  called  artesian  wells),  shallow  wells  and  filter  galleries. 

With  the  deep  wells  we  have  very  little  concern.  It  is 
sufficient  to  say  that  there  are  very  few  deep  wells  in  New  England 
which  supply  a  sufficient  quantity  of  good  water  to  be  of  any 
assistance  in  connection  with  a  public  water  supply  system. 
In  Massachusetts,  probably  hundreds  of  thousands  of  dollars 
have  been  spent  in  driving  deep  wells  with  a  view  to  securing 
public  water  supplies,  but  there  is  not  one  really  successful 
well  to  show  for  all  of  this  money. 

Springs  are  ground  waters  which  come  naturally  to  the 
surface  of  the  ground,  and  these  generally  furnish  an  excellent 
quality  of  water.  There  are  few  problems  connected  with 
the  development  of  such  a  supply,  as  the  quantity  of  water 
which  the  spring  will  yield  can  be  seen  and  measured  and  there 
is  no  reason  why  its  quality  should  change  from  time  to  time. 
If,  however,  the  spring  is  developed  by  putting  in  a  well  or 
wells,  the  conditions  may  be  very  much  changed  and  the  supply 
would  then  be  treated  in  the  same  manner  as  one  which  is 
secured  from  shallow  wells. 

Shallow  wells  are  those  usually  not  more  than  30  or  40  ft. 
in  depth,  obtaining  most  of  the  supply  from  rainwater  which 
has  entered  the  ground  in  the  immediate  vicinity,  although 
they  are  frequently  supplemented  by  water  which  is  obtained 
from  some  nearby  stream.  To  obtain  a  satisfactory  supply 
from  shallow  wells  it  is  necessary  that  there  should  be  an  area 
with  pervious  soil  near  the  surface  which  will  absorb  a  consider- 
able portion  of  the  rain  which  falls  upon  it,  and  there  should 
also  be  a  stratum  of  pervious  soil  at  a  reasonable  depth  which 
will  collect  this  water.  If  this  deeper  pervious  stratum  can  be 
penetrated  by  wells,  a  supply  of  water  will  be  secured. 

Filter  galleries  or  filter  basins  are  those  which  derive  a 
considerable  portion  of  their  supply  by  filtration  from  some 
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adjacent  surface  source,  and  they  are  usually  not  far  beneath 
the  surface  of  the  ground.  The  proportion  of  the  water  obtained 
from  the  surface  source  varies  greatly,  in  some  cases  being 
nearly  the  entire  supply.  In  a  few  cases  the  yield  of  wells  or 
filter  basins  has  been  increased  by  discharging  water  on  the 
surface  of  the  ground  in  the  vicinity,  thus  creating  what  might 
be  termed  an  artificial  ground  water.  This  was  done  recently 
in  Greenfield,  where  a  well  was  sunk  in  a  small  sandy  area  near 
Green  River  and  a  dam  constructed  across  the  river  to  divert 
river  water  to  the  sandy  land  around  the  well. 

The  first  requirement  in  seeking  a  ground  water  supply  is 
that  there  should  be  a  watershed  of  sufficient  area  to  yield  the 
required  quantity  of  water,  or  that  there  should  be  a  surface 
source  which  can  be  depended  on  to  supplement  the  supply. 
The  superficial  watershed  is  not  in  all  cases  the  watershed  which 
will  be  tributary  to  the  source  after  the  ground  water  level  is 
lowered.  At  Marblehead  a  well  which  did  not  appear  from 
surface  indications  capable  of  yielding  more  than  about  200  000 
gals,  per  day  has  been  yielding  more  than  500  000  gals,  per  day 
continuously  for  many  years,  and  wells  far  outside  of  the  appar- 
ent watershed  have  been  drained. 

What  the  yield  of  a  given  watershed  will  be  depends  chiefly 
on  the  character  of  the  surface  soil.  There  are  cases  where 
practically  all  of  the  rainfall  except  that  which  has  evaporated 
finds  its  way  into  the  soil,  while  there  are  other  cases  where 
practically  none  of  the  rainfall  will  enter  the  ground  but  will 
ail  flow  over  the  surface  to  the  nearest  stream.  The  infiltration 
from  a  pond  or  stream  is  also  exceedingly  uncertain.  There 
may  be  a  stratum  of  impervious  material  which  will  almost 
absolutely  prevent  the  direct  infiltration  from  a  surface  source, 
and  there  are  numerous  cases  where  the  water  is  drawn  from  the 
ground  on  the  opposite  side  of  a  river  from  the  collecting  works, 
the  ground  water  level  on  both  sides  of  the  stream  being  much 
lower  than  the  surface  of  the  stream.  Another  case  which 
frequently  arises  is  that  of  a  deposit  of  porous  material  from 
which  water  can  be  drawn  freely  for  a  time,  but  long-continued 
pumping  will  exhaust  the  supply,  as  the  porous  material  simply 
forms  a  reservoir  and  the  flow  into  the  reservoir  is  small. 
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Cases  have  been  found  where  one  well  yields  as  much  water 
as  many  wells  driven  in  the  vicinity.  Such  a  case  has  recently 
come  to  my  attention  in  New  York,  where  ten  wells  were  driven, 
each  of  which  when  tested  alone  gave  a  good  yield.  These 
wells  were  connected  up  and  a  pumping  plant  installed  of  suffi- 
cient capacity  to  pump  as  much  water  as  was  expected  from  the 
combined  wells,  but  the  result  was  that  no  more  water  was  ob- 
tained from  the  group  of  wells  than  was  obtained  from  the  first 
test  well  driven. 

While  experience  in  these  matters  will  give  very  much  as- 
sistance, the  only  certain  way  to  determine  how  much  water 
may  be  obtained  continuously  at  any  particular  place  is  by  means 
of  tests.  The  pumping  test,  as  it  has  been  developed  by  the 
engineers  of  the  State  Board  of  Health,  consists  in  driving  tubular 
wells  and  testing  each  individually  until  enough  good  wells  are 
found  to  yield  water  at  a  rate  at  least  as  great  as  will  be  required 
for  the  completed  works.  These  wells  are  then  connected  up  with 
a  pump,  and  water  is  drawn  from  them  continuously  for  a  period, 
the  length  of  which  depends  upon  the  results  which  are  obtained. 
Observation  or  witness  wells  are  driven  around  the  area  from 
which  the  water  is  being  drawn,  and  a  record  is  kept  of  the 
height  of  water  in  the  ground  at  frequent  intervals.  After  the 
pumps  are  stopped,  the  observation  of  the  height  of  water  in  the 
wells  is  continued  until  the  original  level  is  practically  reached 
or  the  level  of  the  water  becomes  nearly  stationary. 

With  the  results  of  such  a  test  it  is  possible,  allowing  for 
the  difference  in  yield  in  a  dry  season  and  a  wet  season,  to  predict 
with  a  considerable  degree  of  certainty  the  quantity  of  water 
which  can  be  obtained  from  the  source. 

The  necessary  duration  of  a  pumping  test  is  generally  from 
one  week  to  two  weeks,  although  there  are  times  when  a  test 
of  a  week  is  unnecessary  and  again  there  are  times  when  a  much 
longer  test  is  desirable.  The  test  usually  ceases  when  the  water 
in  the  ground  reaches  a  state  of  equilibrium,  or  if,  after  pumping 
for  one  or  two  weeks,  the  ground  water  level  still  continues 
to  go  down  at  a  rapid  rate. 

One  of  the  serious  disadvantages  in  selecting  a  ground  water 
supply  is  that  expensive  tests  must  be  made  before  it  can  be 
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located,  whereas  with  a  surface  water  supply  the  source  can  be 
selected  before  going  to  any  considerable  expense.  When  a  water 
supply  is  being  considered  in  a  town  the  money  for  tests  is  ob- 
tained with  difficulty  and  it  is  next  to  impossible  to  convince 
a  committee  that  a  thousand  dollars  put  into  a  test  will  be 
money  well  expended,  admitting  as  you  must  that  as  a  result  of 
the  expenditure  there  may  be  nothing  to  show  except  failure. 


TABLE  I. 

Results  of   Analyses  of   Samples  of    Water   Collected    from  the 
Wells  during  Pumping  Test  at  Duxbury,  Mass. 

(Parts  in  100  000.) 
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0 

4.20 

None 
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.0004 
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.0300 
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.0220 

.0000 
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0.2 
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.007 
.003 
.007 
.001 
.001 
.001 
.001 
.001 
.000 
.000 
.000 


The  preliminary  investigations  for  a  ground  water  supply 
cost  from  five  hundred  dollars  upwards.  Many  times  the  first 
location  tested  proves  satisfactory  and  the  cost  is  comparatively 
small.  Such  was  the  case  recently  at  Duxbury,  where  the  first 
wells  driven  proved  absolutely  satisfactory.  On  the  other  hand, 
in  cases  like  Bedford  and  Norton,  very  extensive  tests  were  re- 
quired before  a  suitable  supply  was  secured.  The  cheapest  com- 
plete test  of  which  I  have  any  record  was  at  Ashland,  where  the 
driving  of  the  wells  and  the  conducting  of  a  pumping  test  was 
done  for  about  $225.    This  was  possible,  however,  only  by  the  use 
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of  a  borrowed  pump  and  the  services  of  citizens  who  volunteered 
to  operate  the  pump  during  the  test  without  expense  to  the  town, 
such  was  their  enthusiasm  in  getting  a  water  supply.  The  cost 
of  the  test,  of  course,  varies  with  the  size  of  the  plant  required, 
but  for  a  test  of  from  200000  to  400000  gallons  per  day  the 
wells  and  the  connections  will  cost  in  the  vicinity  of  $500,  and 
conducting  the  pumping  test  will  cost  about  $30  per  day  of 
twenty-four  hours,  making  the  total  cost  of  a  pumping  test 
of  a  duration  of  ten  days  a  little  less  than  $1  000.  The  wells  used 
in  the  test  can  generally  be  made  a  part  of  the  permanent  works 
if  the  test  is  successful. 

The  quality  of  a  ground  water  supply  is  certain  to  be  good 
if  it  does  not  receive  drainage  from  a  considerable  population  lo- 
cated near  the  source  of  supply  or  if  it  is  not  hard  and  does  not 
contain  iron  or  manganese.  These  are  the  only  troubles  which 
are  at  all  likely  to  occur  in  a  ground  water  supply  in  this  vicinity. 

The  effect  of  the  population  on  the  territory  which  feeds 
the  well  will  not  be  serious  unless  the  population  is  large  or  is 
located  close  to  the  well.  The  effect  of  the  discharge  of  sewage 
into  the  ground  through  cesspools  will  be  greater  than  if  the 
wastes  are  discharged  into  vaults  or  on  the  surface  of  the  ground, 
as  there  is  better  opportunity  for  purification  when  wastes  are 
discharged  on  the  surface.  Under  favorable  conditions  the  soil 
will  thoroughly  purify  the  wastes  from  a  large  population;  that 
is,  the  organic  matter  will  be  changed  over  to  inorganic,  and 
there  will  be  no  disease  germs  in  the  water.  There  are,  however, 
certain  objectionable  qualities  in  water  which  has  been  previously 
polluted  by  sewage  which  should  be  avoided. 

The  hardness  is  of  comparatively  little  consequence  in  the 
easterly  section  of  New  England,  where  water  is  drawn  from 
shallow  ground  water  sources.  In  deep  wells  and  in  certain 
sections  where  there  is  limestone,  the  hardness  may  be  sufficient 
to  make  the  water  unfit  for  domestic  purposes.  The  hardness 
will  not  change  materially  with  continued  pumping  and  can  be 
determined  satisfactorily  from  a  single  sample. 

The  great  trouble  with  ground  water  supplies  is  the  pos- 
sibility of  the  presence  of  iron  or  manganese.  Without  going  into 
a  discussion  of  the  chemistry  of  the  subject,  it  may  be  said  that 
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iron  in  ground  waters  is  due  to  the  passage  of  the  water  through 
organic  matter  which  uses  up  the  dissolved  oxygen  which  the 
water  may  contain  and  leaves  it  with  carbonic  acid.  All  sand 
contains  more  or  less  iron,  and  water  containing  carbonic  acid 
dissolves  the  iron  from  the  sand  very  readily.  This,  in  brief,  is  the 
cause  of  iron  in  groundwaters.  As  the  water  subsequently  passes 
through  sand  which  contains  free  oxygen,  the  iron  will  be  pre- 
cipitated and  the  water  will  eventually  become  again  practically 
free  from  iron. 


Fig.  2.    Progressive  Changes  in  Quality  of  a  Ground  Water. 


A  source  which  may  furnish  excellent  water  when  the  draft 
is  small  may  yield  quite  different  water  when  a  large  quantity 
is  drawn  from  it  continuously.  This  change  in  the  character  of 
the  water  is  due  both  to  the  extension  of  the  area  from  which 
the  water  is  drawn  and  to  the  increased  rate  at  which  the  water 
flows  to  the  wells  when  the  ground  water  level  is  lowered.  The 
deterioration  in  the  character  of  the  water  has  been  very  marked 
in  many  of  the  sources  of  public  supply,  especially  those  which 
were  put  in  before  the  modern  methods  of  determining  the  prob- 
able future  quality  of  water  were  evolved.    The  deterioration 
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due  to  continued  pumping  is  manifest  chiefly  in  the  increase  in 
iron  or  manganese. 

The  accompanying  diagram,  Fig.  2,  shows  the  changes  in  the 
quality  of  the  water  of  a  typical  ground  water  source  which  has 
been  in  use  for  a  considerable  period  of  years,  together  with  the 
draft  from  the  source.  In  some  sources  which  are  located  near 
a  deposit  of  organic  matter  there  has  been  a  decided  deterio- 
ration, while  in  others  the  quality  has  remained  good  even  with 
a  greatly  increased  draft. 

In  Middleborough  and  Lowell  the  deterioration  in  the  water 
has  been  so  great  that  filters  have  been  installed  for  the  purpose 
of  removing  the  iron,  and  in  Brookline  filters  will  probably  be 
built  within  a  short  time. 

This  deterioration  in  the  water  is  not  universal,  for  there 
are  a  great  number  of  supplies  which  have  continued  to  give  ex- 
cellent water  for  a  very  long  time,  and  this  is  especially  the  case 
where  the  sources  have  been  selected  after  a  thorough  test. 

Since  the  troubles  which  occur  in  ground  waters  are  chiefly 
those  which  come  from  the  passage  of  water  through  organic 
matter,  it  is  evident  that  it  is  desirable  to  locate  the  collecting 
works  as  far  as  possible  from  any  such  organic  deposits.  For 
this  reason  wells  should  not  be  located  where  they  will  receive 
water  which  passes  through  deep  deposits  of  peat,  and  they 
should  not  be  located  close  to  a  stream  or  pond  the  bed  of  which 
is  covered  with  mud.  The  distance  from  such  deposits  at 
which  it  is  safe  to  put  the  works  cannot  be  foretold,  as  the  puri- 
fication of  the  water  in  peissing  through  the  soil  depends  upon 
the  character  of  the  water,  the  character  of  the  filtering  material 
and  the  rapidity  with  which  it  passes  through  this  filtering 
material. 

It  is  found  to  be  generally  safe  if  the  well  is  located  at  least 
one  hundred  feet  from  the  shore  of  a  surface  source  or  from  a 
deposit  of  peat.  Cases  have  frequently  occurred  where,  by 
moving  the  collecting  works  a  distance  of  a  few  hundred  feet, 
water  of  very  much  better  quality  has  been  secured. 

One  of  the  most  important  functions  of  the  pumping  test 
is  to  determine  the  probable  future  quality  of  the  water.  It  is 
possible  to  determine  what  the  quality  of  the  water  is  in  its 
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natural  state  as  it  flows  through  the  ground  by  means  of  samples 
collected  from  test  wells.  This  is  the  quality  of  the  water 
which  will  be  secured  if  the  water  should  come  to  the  surface 
of  the  ground  in  the  form  of  springs.  When,  however,  the 
water  is  pumped  from  the  ground,  the  conditions  are  changed 
very  materially.  The  surface  of  the  ground  water  is  lowered, 
which  tends  to  draw  toward  the  wells  water  from  a  different 
area  from  that  which  would  flow  to  this  point  naturally.  If 
there  is  a  body  of  water  in  the  vicinity,  the  lowering  of  the 
ground  water  level  will  tend  to  draw  water  from  this  surface 
source,  and  the  rate  of  infiltration  will  increase  as  the  ground 
water  level  is  lowered,  thus  producing  entirely  different  condi- 
tions from  those  which  naturally  exist.  This  difference  in 
conditions  when. water  is  pumped  has  been  responsible  for  many 
of  the  troubles  which  have  occurred  with  ground  water  supplies. 

While  the  pumping  test  is  in  operation,  samples  for  chemical 
analysis  are  collected  at  least  once  each  twenty-four  hours, 
and  so  delicate  is  the  test  that  it  is  possible  to  foretell  whether 
there  is  likely  to  be  trouble  with  the  water  in  the  future.  An 
increase  in  the  iron  or  in  the  free  ammonia,  as  the  test  progresses, 
is  a  sure  indication  of  future  trouble,  although  the  trouble  may 
not  be  serious  for  several  years. 

In  certain  soils  it  is  almost  impossible  to  get  clear  samples 
when  pumping  with  a  hand  pump  attached  to  a  well,  and  the 
turbidity  cannot  be  entirely  removed  by  filtration  in  the  labora- 
tory. Turbid  samples  generally  show  iron,  and  this  iron  may  not 
be  present  in  the  water  itself  and  would  disappear  as  soon  as 
the  water  came  perfectly  clear.  Cases  have  been  known  where 
this  turbidity  has  remained  for  several  days  after  water  has  been 
drawn  continuously  from  the  wells,  and  the  iron  content  has 
been  high ;  but  eventually  water  free  from  iron  has  been  obtained. 

As  to  the  relative  merits  of  driven  wells,  dug  wells  or  filter 
galleries,  there  is  no  question  but  that  the  dug  well  is  the  most 
satisfactory,  provided  the  conditions  are  favorable  and  if  the 
expense  is  not  too  large.  Where  water  is  obtained  from  some 
neighboring  water  source  and  the  depth  of  porous  material  is 
small,  a  filter  gallery  parallel  to  the  shore  of  the  surface  source 
may  be  desirable.     Where   the  water-bearing  soil   is  at  some 
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considerable  depth  it  is  almost  invariably  much  cheaper  to 
obtain  water  by  means  of  tubular  wells. 

Between  these  two  extremes  the  best  method  to  adopt 
must  be  determined  by  local  considerations.  One  of  the  ad- 
vantages of  the  dug  well  is  that  there  is  a  large  body  of  water 
in  store  from  which  to  draw  while  the  pumps  are  being  run,  and 
when  this  is  exhausted  the  well  has  the  time  until  the  pumps 
are  next  operated  to  recover.  This  means  that  pumps  of  larger 
capacity  can  be  used  than  with  the  driven  well  plant.  Further- 
more, under  these  conditions  the  average  suction  is  likely  to 
be  less,  as  in  the  case  of  driven  wells  the  ground  water  level  at 
the  wells  goes  down  quickly  when  the  pumps  are  started.  Per- 
haps the  chief  advantage,  however,  of  the  large  well  is  the 
avoidance  of  troubles  from  sand  and  air  which  are  likely  to 
occur  in  any  driven  well  plant. 

Another  type  of  well,  used  considerably  abroad,  and  to 
some  extent  in  this  country,  is  a  large  pipe  6  ins.  or  8  ins.  in 
diameter,  which  is  driven  into  the  ground  and  water  is  drawn 
from  this  well  by  means  of  a  smaller  pipe  inserted  in  the  larger 
one.  This  avoids  the  troubles  with  air  and  sand  to  a  very 
large  extent,  but  is,  of  course,  somewhat  more  expensive 

A  modification  of  this  type  has  been  used  with  very  good 
success  in  two  or  three  installations  in  this  vicinity,  by  the 
Hanscom  Construction  Company.  Sections  of  cement  pipe  or 
of  tile  pipe  2  ft.  in  diameter  are  sunk  by  dredging  on  the  inside 
of  the  pipes  to  the  required  depth.  Water  is  drawn  from  these 
by  means  of  small  suction  pipes  connected  up  as  in  the  case 
of  tubular  wells.  These  wells  are  comparatively  inexpensive 
and  have  proved  very  successful,  avoiding  most  of  the  troubles 
which  occur  with  the  ordinary  driven  well. 

The  cost  of  a  system  for  collecting  ground  water  varies 
greatly  with  the  local  conditions.  The  following  tables  give 
statistics  in  regard  to  the  cost  of  dug  wells  and  of  recent  in- 
stallations of  systems  of  tubular  wells. 
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TABLE  2. 
Cost  of  Dug  Wells. 

Year  Depth 

Place.  Built.  in  Ft. 

Bedford 1909  21.0 

Avon 1895  22.0 

Canton 1889  29.0 

Cohasset 1909  33-67 

Greenfield 1913  31.0 

Henniker,  N.  H 1914  25.15 

Manchester 1892  29.0 

Marblehead 1912  31.0 

Middleborough 22.0 

Monson 1895  23.0 

Needham 1890  24.0 

Waltham 18.0 

Ware 23.0 

Webster 30.0 

West  Warren. . , 1913  18.0 

Winchendon 191 1  35.0 


Diameter 

in  Ft. 

Cost. 

20.0 

$3981 

20.0 

3317 

40.0 

8555 

25.0 

3500 

40.0 

7850 

20.0 

2  141 

32.0 

10476 

25.0 

6  100 

26.0 

4964 

72.0 

6.803 

22.0 

4615 

40.5 

8940 

255 

4725 

25.0 

13344 

20.0 

3800 

40.0 

7815 

TABLE  3. 
Cost  of  Tubular  Wells. 


Place. 


No.  and  Size. 


Depth  in 
Ft. 


Cost  of 
Wells. 


Cost  per 
Well. 


Cost,  includ- 
ing Suction 
to  Pumping 
Station. 


Ashland 

East  Brookfield 

East  Douglas 

Duxbury 

Littleton 

Merrimac 

North  Chelmsford 

Oxford 

Pepperell 

Plainville 

Uxbridge 

Wrentham 

VVrentham  State  School 

Fairhaven 

Wareham 


12 

9 

9 
22 

10 

18 

20 

15 

34 
II 

16 

9 
6 

30 
12 


2iin. 
2iin. 
2|in. 
2iin. 
2iin. 
2i  in. 
2iin. 
2}  in. 
2}  in. 
2i  in. 
2}  in. 
2}  in. 
2}  in. 
2}  in. 
2I  in. 


25-32 

$1267 

$105.50 

20.7  av. 

604 

67.20 

•  •  •  ■ 

27.8  av. 

•  •   •   • 

•  «   •   • 

•  •   ■   • 

•  •   •    • 

22  av. 

•   •   •   • 

■   •   •   • 

35  av. 

•   •   •   • 

■   ■   •   • 

30  av. 

2  800 

140.00 

24-28 

•   •   •   • 

•    ■   •   • 

19-28 

2704 

79.50 

25-50 

4500 

.... 

26^35 

I  800 

112.50 

29  av. 

I  048 

116.50 

•   •   •   • 

680 

113.20 

22}  av. 

2  040 

68.00 

39  av. 

I  160 

97.00 

$1460 

■  •  •  • 

629 

3324 

2  000 

3  100 

•  •  •  • 

800 
3  200 


5645 
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The  construction  of  tubular  wells  and  the  method  of  making 
connections  with  the  suction  pipe  are  of  the  greatest  importance, 
astheleakageofasmallquantity  of  air  will  cause  endless  trouble; 
and  it  is  also  desirable  that  it  should  be  possible  to  cut  out  any 
particular  well  from  the  system. 

The  usual  size  of  driven  wells  in  this  part  of  the  country 
is  2j  ins.  The  adoption  of  this  size  is  simply  the  result  of  ex- 
perience, as  it  is  found  that  this  is  about  as  large  a  pipe  as  can 
well  be  driven  under  ordinary  conditions,  and  it  is,  of  course, 
desirable  to  have  the  pipe  as  large  as  is  feasible.     For  the  well, 


Fic.  3.    Driving  Pjpe  by  Tripod. 

an  extra  heavy  wrought-iron  pipe  should  be  used,  as  in  the 
process  of  driving  the  pipe  receives  very  hard  treatment  and 
it  requires  a  heavy  pipe  to  stand  the  strain.  The  pipes  are 
driven  with  open  ends  except  in  the  case  of  very  fine  sand,  when 
strainers  have  to  be  resorted  to.  The  bottom  length  of  pipe 
is  perforated  with  a  large  number  of  small  holes  about  J  in. 
in  diameter  for  a  di.stance  of  perhaps  two  feet  from  the  end  of  the 
pipe. 

The  two  methods  of  driving  the  pipes  most  commonly  in 
vogue  are  shown  in  the  accompanying  views.     The  use  of  the 
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tripod  is  simpler,  but  the  platform  has  the  advantage  of  carrying 
the  weight  of  the  men  upon  the  pipe,  which  assists  materially 
in  sending  the  pipe  down  with  each  blow.  It  would  seem  that 
raidng  the  weight  by  a  rope  would  be  much  easier  for  the  men 
than  to  stoop  down  and  lift  the  weight,  as  is  necessary  with  the 


Fig.  4.    Driving  Pipb  with  Platform. 

platform.    Men,  however,  seem,  if  anything,  to  prefer  this  method 
to  the  tripod  method. 

After  the  pipe  is  driven  and  washed  out,  it  is  cut  off  at  the 
'evei  at  which  the  suction  is  to  be  placed.  A  long-turn  T  is  put 
■^n  and  then  the  pipe  is  continued  up  to  somewhat  above  the 
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surface  of  the  ground,  the  object  of  the  extension  to  the  surface 
being  to  provide  access  to  the  well  for  cleaning  out,  as  sand  is 
likely  to  work  into  the  pipe.  The  well  is  then  connected  to  the 
suction  with  2§-in.  pipe  and  a  lead  gooseneck,  each  connection 


Lon^  Turn  fit 


LmiJoaiT 


Fig.  5.    Pipe  Connections  for  Driven  Well. 

being  provided  with  a  gate  so  that  it  can  be  shut  off  in  case  it 
gives  trouble.  The  object  of  the  piece  of  lead  is  to  give  flexibility 
to  the  connection  and  prevent  danger  of  leakage. 

There  is  always  a  certain  amount  of  sand  which  finds  its  way 
into  the  water,  and  to  prevent  this  from  getting  into  the  pumps 


^ 
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a  sand  chamber  is  put  on  the  suction.  This  sand  chamber  is 
simply  a  large  chamber  in  which  the  velocity  of  the  water  is 
sufficiently  checked  to  permit  the  sand  to  drop  out  of  the  water. 

Air  is  one  of  the  great  troubles  in  a  driven  well  system,  and 
in  some  cases  pumps  are  installed  which  operate  automatically 
to  remove  the  air  either  from  the  top  of  the  sand  chamber  or  from 
a  special  air  chamber  constructed  for  the  purpose. 

Ground  water,  as  has  been  said,  is  likely  to  be  of  satis- 
factory quality  if  it  does  not  contain  iron  or  manganese  and  if  it 
is  not  hard.  If  the  water  is  hard,  it  is  probably  not  feasible  to 
use  it  for  domestic  purposes.  If  it  contains  iron  or  manganese, 
it  is  perfectly  possible  to  remove  these  substances  and  make  the 
water  of  satisfactory  quality.  The  filtration  of  a  ground  water 
containing  iron  is  likely  to  be  a  much  more  simple  and  less 
expensive  process  than  the  filtration  of  surface  waters,  although 
the  iron  occurs  in  so  many  forms  or  in  combination  with  so  many 
other  substances  that  it  is  impossible  to  tell  in  advance  how  simple 
or  how  difficult  the  process  of  removal  is  likely  to  be.  In  the  case 
of  Marblehead,  for  example,  the  iron  is  very  readily  oxidized 
and  precipitated  by  simple  aeration,  and  then  the  iron  can  be 
readily  strained  out  by  passing  it  through  sand  filters  at  a  rapid 
rate.  At  Reading,  on  the  other  hand,  the  iron  occurs  in  connec- 
tion with  organic  matter,  which  makes  it  very  difficult  to  remove, 
and  it  must  be  treated  chemically.  In  Germany,  where  ground 
water  supplies  are  very  largely  used,  a  large  majority  of  them  are 
purified  on  account  of  the  presence  of  manganese  or  iron. 

The  failure  to  properly  purify  a  polluted  surface  water  is  a 
serious  thing,  but  the  failure  of  plant  filtering  a  ground  water 
does  not  mean  a  possible  injury  to  the  users  of  the  water,  for  the 
iron  or  manganese  is  harmless,  and  the  worst  that  can  happen  is 
to  serve  water  which  causes  rust  spots  in  the  laundry  and  has  an 
objectionable  appearance  and  taste. 

Ground  water  supplies  are  usually  found  in  locations  where 
it  is  necessary  to  pump  the  water,  and  the  pumping  plant  is  an 
essential  part  of  the  development  of  a. ground  water  supply. 
There  are  a  few  cases,  like  Monson,  West  Warren  and  Deerfield; 
where  good  ground  water  supplies  are  obtained  by  gravity;  but 
such  cases  are  very  rare. 
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The  development  of  the  oil  engine  in  connection  with  public 
it  supplies  is  responsible  in  a  very  large  measure  for  the 
sase  of  ground  water  supplies  in  recent  years.  The  cost  of 
itruction  and  operation  of  a  steam  pumping  plant  is  so  great 
)  discourage  a  small  town  from  installing  a  supply  where  these 
necessary.  The  oil  engine,  however,  is  so  much  cheaper  in 
cost,  and  the  cost  of  maintaining  it  is  so  small,  that  it  is  more 
Lomical  to  put  in  a  pumping  system  and  pump  water  from 
e  nearby  ground  water  source  than  to  go  to  any  considerable 
ince  for  a  gravity  supply. 

The  following  facts  in  regard  to  the  cost  of  pumping  plants 
■  be  of  interest  in  this  connection. 

TABLE  4. 
'  OF  Recent  Installations  of  Puupinc  Machineby  in  Shall  Waiss- 
WOKKS  Systems. 

Co«t  of  Co>t  of 

PopuLation  Pumpinc  Pumplni 

Town                                                        <it)ia).  StalloD.  Pluit. 

ind i68a  *i  935  >4358 

ord 1231  1857  4000 

field 350  475* 

ut 3461  1730  1783 

ey 4267  1948  2500 

jury 6 181             

Brook6eld 1628  3100 

I>ouglas 3  153  2  500  2  455 

likcr,  N.  H i  250  i  757* 

ater  (Cherry  Valley  and  Roch- 
dale)    a  368  4414 

eton 1 239  3  loot  3  960 

h  ChelmsTord 5010  2000  3500 

erell 2  953  2  85a  6  200 

h  Hadley  (Fire  District  No.  2) 2  700  6  875 

sham 2  i33t  5642 

:  Groton 5«>t  »  '63" 

"ham 1743  1647!  1784* 

There  are  in  many  small  towns,  ground  waters  which  can 
leveioped  to  supply  a  considerable  quantity  of  water  which 

■  Only  one  unit. 

t  rneludfs  »me  (lading. 

:  WlLhout  pumpini  machlaery  foundaiioni. 
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are  so  located  that  the  water  can  be  obtained  by  gravity,  al- 
though the  yield  of  these  sources  may  be  insufficient  to  supply  all 
the  requirements  of  the  town.  These  ground  water  supplies 
may  oftentimes  be  developed  economically  to  supply  a  portion  of 
the  water  required,  and  a  small  pumping  unit  can  be  installed  to 
supplement  the  supply  when  necessary.  Such  installations  have 
been  put  in  recently  in  the  Deerfield  Water  District  and  in 
Henniker,  N.  H.  The  gravity  supply  in  these  places  is  sufficient 
to  meet  all  the  requirements  during  wet  seasons,  and  an  inex- 
pensive pumping  unit  supplies  the  deficiencies  during  dry  times. 
The  saving  to  the  town  in  such  cases  over  the  cost  of  installing 
either  a  complete  gravity  supply  or  a  complete  pumping  supply 
is  very  considerable,  especially  during  the  first  years  of  the  opera- 
tion of  the  plant. 

Ground  water  when  exposed  to  light  deteriorates  very 
rapidly  on  account  of  the  growth  of  microscopical  organisms, 
and,  in  order  to  keep  a  ground  water  supply  satisfactorily,  it  is 
necessary  to  keep  it  from  exposure  to  the  light.  Consequently 
covered  reservoirs  are  absolutely  essential.  These  reservoirs  may 
be  either  standpipes  or  masonry  structures,  the  latter  being 
preferable  on  account  of  preserving  the  low  temperature  of  the 
water. 
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This  Society  is  not  responsible  for  any  statement  made  or  opinion  expressed  in  its  publications 

DISCUSSION   OF   THE   ECONOMIC   DEPTH    OF 

TRICKLING   FILTERS. 

Mr.  Harrison  P.  Eddy*  (^3^  letter).  —  Mr.  Fuller's  dis- 
cussion clearly  sets  forth  the  premises  upon  which  he  bases  his 
conclusion  '*  that  a  trickling  filter  bed  of  not  less  than  6  ft.  and 
not  more  than  7  ft.  will  in  a  great  number  of  cases  prove  the  most 
economical  to  use.**  He  agrees  that  comparable  data  on  the 
relative  efficiency  of  trickling  filters  of  different  depths  are  very 
meager,  and  that  there  is  no  accepted  method  of  comparing  the 
purification  effected  by  trickling  filters  in  different  localities. 

Mr.  Fuller  states  that  in  the  absence  of  any  definitely  ac- 
cepted method  of  comparing  the  efficiency  of  different  filters, 
he  has  used  the  formulae  suggested  to  the  Royal  Commission  by 
their  chemist,  Dr.  George  McGowan,  explained  at  length  in  the 
Fifth  Report  of  the  Royal  Commission,  Appendix  4,  pages  1-50. 
By  the  use  of  these  formulae  Dr.  McGowan  and  Mr.  Colin  C. 
Frye  reached  the  following  conclusion  with  respect  to  percolating 
filters  of  coarse  or  of  medium  to  coarse  material  from  6  ft.  to 
9  ft.  in  depth  (Ibid.,  p.  22) :  "  Within  the  above  limits  .  .  .  the 
deeper  the  filter,  the  greater  is  the  relative  purification  eflfected 
per  cube  yard  of  filtering  material."  It  is  surprising  that  Mr. 
Fuller,  by  the  use  of  the  same  formulae,  should  arrive  at  a  dia- 
metrically opposite  conclusion.  It  may  be  that  they  are  not 
applicable  under  all  conditions  at  sewage  treatment  plants  in 
this  country. 

*  Author's  closure, 
igi 
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le  method  used  by  Dr.  McGowan  in  arriving  at  these 
ae  appears  to  be  based  on  sound  reasoning.  There  is  a 
ariation,  however,  in  the  value  of  the  constants  used  in  the 
ae  as  determined  from  tests  upon  different  sewages,  and 
cGowan  states  that  the  results  are  only  approximate.  He 
out  also  that  it  is  necessary  to  make  corrections  for  certain 
s  containing  trade  wastes.  It  may  be  that  the  formulae 
be  radically  modified  when  applied  to  Gloversville  and 
ster,  both  of  which  cities  contain  unusual  amounts  of 
wastes. 

.  certainly  a  fact  that  in  the  case  of  Filters  G  and  H  at 
ster,  which,  in  Table  4  of  Mr.  Fuller's  discussion,  show 
and  8  350  "  purification  units  "  per  cubic  yard  per  day, 
:ively,  Filter  G  accomplished  distinctly  more  work  than 
H.  These  filters  differed  only  in  the  size  of  filtering  material 
uring  the  period  in  question  received  almost  identical 
ties  of  comparatively  fresh  sewage  from  the  Imhoff  tank, 
nalyses  quoted  by  Mr.  Fuller  show  that  the  purification 
d  by  Filter  G  was  distinctly  greater  than  that  accom- 
I  by  Filter  H,  in  spite  of  the  fact  that  the  "  purification 
ascertained  by  Mr.  Fuller  by  the  application  of  the 
Commission  formulx  indicate  the  reverse  to  be  true, 
'e  have  checked  up  Mr.  Fuller's  computations  in  Table  4, 
[id  that  the  strength  of  the  effluent  from  Filter  G  should 
)iy  have  been  6.9  instead  of  7.9,  in  which  case  the  reduc- 
i  strength  would  haVe  amounted  to  86.8  units  instead  of 
nd  the  "  purification  units  "  per  cubic  yard  per  day  would 
)e  8330  instead  of  8200.  After  making  this  correction, 
er,  the  results  would  still  indicate  that  Filter  H  had  done 
hat  more  work  than  Filter  G,  which  is  contrary  to  the 

I  obtaining  these  results  for  Filters  G  and  H,  Mr.  Fuller 
isumed  that  the  oxygen  consumed  by  the  two-minute 
;  test  is  equivalent  to  that  which  would  be  obtained  by  the 
h  four-hour  test,  whereas  comparisons  made  by  Mr, 
ear  at  Worcester  show  that  the  four-hour  test  gives  re- 
.pproximately  one  half  those  obtained  by  the  two-minute 
;   test.     This   correction   would   reduce   the   "  strength  " 
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of  the  influent  about  40  per  cent.  Mr.  Fuller  has  also  omitted 
the  factor  of  volatile  suspended  matter  from  the  formula  for 
calculating  the  strength  of  the  effluent,  which  correction  still 
further  reduces  the  '*  purification  units."  The  comparison  of 
Mr.  Fuller's  values  with  our  corrected  values  is  as  follows: 

Purification  Units  per  Cubic  Yard  per  Day. 

FUter  G.  Filter  H. 

Mr.  Fuller's   computations 8  330*  8  350 

Corrected  values 4  270  4  265 

The  '*  corrected  values  "  chsmge  the  relative  purification 
effected  by  the  two  filters  only  slightly,  but  they  show  the  nee.d 
of  caution  in  applying  the  Royal  Commission  formula. 

In  Table  3  of  Mr.  Fuller's  discussion,  it  would  appear  that 
the  5-ft.  Filter  D  at  Worcester  accomplished  decidedly  more 
work  than  the  7.5-ft.  Filter  F  of  the  same  material.  Only  70 
per  cent,  of  the  effluent  samples  from  Filter  D  were  stable, 
against  93  per  cent,  of  the  effluent  samples  from  Filter  F.  If  the 
same  load  per  cubic  yard  had  been  applied  to  Filter  F  that  was 
applied  to  Filter  D,  the  number  of  *'  purification  units  "  would 
have  been  quite  different.  A  similar  statement  is  made  in  the 
discussion  on  page  21  of  Appendix  4  of  the  Fifth  Report  of  the 
Royal  Commission,  which  reads  as  follows:  "At  Leeds  the 
purification  effected  was  much  less  than  at  the  other  five  places 
because  the  filter  was  not  working  up  to  its  full  power." 

In  the  case  of  the  Gloversville  data  presented  in  Table  2 
of  Mr.  Fuller's  discussion,  too  much  value  again  appears  to  be 
indicated  for  the  filter  producing  the  poorest  effluent.  We  call 
attention  to  the  fact  that  whereas  the  5-ft.  filter  shows  approxi- 
mately 50  per  cent,  higher  value  for  the  '*  purification  units  " 
than  the  lo-ft.  filter,  the  quality  of  the  two  effluents  is  hardly 
comparable.  Only  approximately  37  per  cent,  of  the  samples  of 
effluent  from  the  5-ft.  filter  passed  the  putrescibility  test  against 
91  per  cent,  of  the  effluent  samples  from  the  lo-ft.  filter,  and 
53  per  cent,  of  the  effluent  samples  from  the  7-ft.  filter.f  In  this 
connection  we  will  quote  again  from  the  Fifth  Report  of  the 


*  As  corrected  by  H.  P.  E. 
tSee  Gloversville  report,  p.  in. 
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Royal  Commission,  Appendix  4,  page  27,  referring  to  the  use  of 
the  formulae  proposed  for  ascertaining  the  *'  purification  units," 
which  reads  as  follows:  "It  must,  however,  be  clearly  under- 
stood that  this  proposal  is  only  meant  to  apply  to  the  case  of 
good,  or  at  all  events,  fairly  good  effluents.  In  the  case  of  a 
bad  effluent,  it  may  be  misleading,  for  as  a  general  rule  the  more 
sewage  liquor  passed  through  a  filter  with  a  poor  result,  the 
greater  the  number  of  units  of  purification  by  this  method  of 
calculation." 

Turning  now  to  the  Baltimore  results  in  Table  6  of  Mr. 
Fuller's  discussion,  we  note  that  while  the  6-ft.  filter  accom- 
plished 20  per  cent,  more  work  than  the  9-ft.  filter  by  the  '*  puri- 
fication units,"  the  relative  stability,  according  to  the  Baltimore 
report  cited  (Table  G,  p.  67),  was  20  per  cent,  higher  in  the  case 
of  the  9-ft.  filter.     There  is  much  less  difference  between  the 
character  of  the  effluents  from  the  9-ft.  and  12-ft.  filters,  which 
would  indicate  that  the  9-ft.  filter  was  the  more  economical. 
These  filters,  however,  were  in  operation  less  than  a  year  (August 
I,  1907,  to  May  8,  1908),  and  it  could  hardly  be  expected  that 
they  would  reach  a  condition  to  do  their  maximum  work  in  this 
period  of  time,  particularly  in  the  case  of  the  deeper  filters. 
Examining  the  results  of  putrescibility  tests  in  Appendix   2 
(Table  5)  of  the  Baltimore  report,  we  find  that  in  the  case  of  the 
9-ft.  filter  all  but  one  of  the  effluent  samples,  after  January  20, 
did  not  putrefy  at  all,  and  the  same  thing  was  true  of  the  12-ft. 
filter  after  January  6.     In  the  case  of  the  6-ft.  filter,  however, 
less  than  75  per  cent,  of  the  effluent  samples  after  January  i 
remained  non-putrescible.      In  the  case  of  the  deeper  filters  it 
would  appear  that  the  purification  was  carried  further  than 
necessary  to  produce  a  non-putrescible  effluent.     How  much 
further,  the  putrescibility  test  does  not  reveal.    If  the  extent  of 
purification  sought  be  a  non-putrescible  effluent,  a  greater  load 
could  have  been  put  upon  the  deeper  filters  with   satisfactory 
results. 

In  Table  7  of  Mr.  Fuller's  discussion,  it  appears  that  a  4.5- 
ft.  filter  at  Baltimore  accomplished  30  per  cent,  more  work  by 
'*  purification  units  "  than  a  7.5-ft.  filter.  The  effluent  from  the 
4.5-ft.  filter  was    unsatisfactory,   however,  if  we  take  a  non- 
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putxescible  effluent  as  the  standard,  the  relative  stability  being 
only  about  55  percent.,  as  shown  in  Table  G,  p.  68,  of  the  Balti- 
more report.  The  purification  accomplished  by  the  7.5-ft.  filter 
is  24  per  cent,  greater  than  that  accomplished  by  the  10.5-ft. 
filter,  according  to  the  **  purification  units,"  but  the  **  strength  " 
of  the  effluent  from  the  7.5-ft.  filter  is  73  per  cent,  greater  than 
that  from  the  10.5-ft.  filter. 

An  examination  of  the  Lawrence  data  in  Table  5  of  Mr. 
Fuller's  discussion  shows  that  the  lo-ft.  filters  produced  much 
higher  nitrification  than  the  shallower  filters,  and  that  the 
**  strength  "  of  the  effluent  from  the  shallower  filters  is  many 
times  that  of  the  lo-ft.  filters.  If  the  load  upon  the  lo-ft.  filters 
had  been  increased  so  as  to  give  effluents  of  substantially  the 
same  quality  as  those  from  the  shallower  filters,  the  '*  purifica- 
tion units  "  accomplished  by  the  lo-ft.  filters  would  undoubtedly 
have  been  very  materially  increased  and  it  seems  quite  probable 
that  these  values  would  equal  or  exceed  those  given  for  the 
shallower  filters. 

To  summarize,  we  believe  that  our  studies  show  that  the 
English  formulae  are  not  applicable  to  the  wide  range  of  conditions 
covered  in  Mr.  Fuller's  discussion  and  lead  to  erroneous  con- 
elusions. 

Mr.  Fuller  states  that  the  conclusion  of  the  Royal  Com- 
mission that  the  work  accomplished  by  trickling  filters  is  sub- 
stantially the  same  per  volume  of  material  were  presumably 
obtained  with  stale  rather  than  with  fresh  sewage.  In  their 
"  General  Conclusions  as  to  the  Working  Power  of  Different 
Types  of  Filter,"  on  page  117  of  the  Fifth  Report,  the  Royal 
Commission  state  with  reference  to  well-settled  sewage,"  In  this 
case,  therefore,  the  process  is  comparable  with  the  treatment  of 
septic  liquor  upon  percolation  filters."  The  Royal  Commission 
make  no  distinction  between  fresh  and  stale  sewage,  but  it  is 
fair  to  assume  that  the  above  statement  applies  to  all  conditions 
from  comparatively  fresh  to  extremely  septic. 

Our  method  of  comparing  the  work  done  by  trickling  filters 
of  different  depths  was  to  ascertain  the  relative  stability  of  the 
effluents  when  equal  loads  of  unoxidized  nitrogen  per  cubic  yard 
of  filter  were  being  applied.    We  recognize  that  this  is  an  arbi- 
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trary  method,  but  we  fail  to  see  why  it  should  lead  to  erroneous 
conclusions  when  applied  to  the  same  kind  of  sewage  for  a  given 
locality.  As  a  means  of  comparing  filters  of  different  depths  in 
different  localities,  it  might  not  be  applicable. 

In  order  to  make  our  depth  comparisons,  we  were  obliged 
to  select  periods  in  which  the  loads  applied  per  unit  volume  of 
filter  were  as  nearly  alike  as  possible.  The  periods  referred  to  in 
Table  i  were  as  follows: 


Locality. 
Gloversville,  N.  Y. 
Gloversville,  N.  Y. 
Gloversville,  N.  Y. 
Worcester,  Mass. 

Worcester,  Mass. 

Worcester,  Mass. 

Worcester,  Mass. 

Worcester,  Mass. 

Lawrence,  Mass. 

Lawrence,  Mass. 

Lawrence,  Mass. 

Lawrence,  Mass. 
Lawrence,  Mass. 
Lawrence,  Mass. 
Lawrence,  Mass. 
Lawrence,  Mass. 

Lawrence,  Mass. 
Lawrence,  Mass. 


Filter 
No. 

3 

3 

I 

D 


H 


Period  of  Operation.  Reference. 

Aug.  29-Oct.  22, 1908   Gloversville  Rpt.,  Append.  K 

Sept.   2-Oct.  22, 1908   Gloversville  Rpt.,  Append.  J 

♦Oct.  20-June  28,  1908   Gloversville  Rpt.,  Append.  I 

Sept.,  1909-Sept.,  1910  Worcester  Sewer  Dept.   Rpt. 

19 10,  p.  748 
Sept.,  1909-Sept.,  1910  Worcester  Sewer  Dept.   Rpt. 

1910,  p.  748 
tAug.  18-N0V.  26, 1909  Worcester  Sewer  Dept.  Rpt. 

1909,  p.  1049 
Worcester  Sewer  Dept.  Rpt. 

1911,  p.  511 
Worcester  Sewer  Dept.  Rpt. 

1911.  p.  510 
Sute    Bd.    of    Health    Rpt. 

1908,  p.  378 
State    Bd.   of   Health     Rpt. 

1908,  p.  378 
State  Bd.  of    Health     Rpts. 

1908,    p.  378;    1909,   p. 

298;  1910,  p.  258 
State   Bd.   of    Health     Rpt. 

1908.  p.  377 
State    Bd.    of    Health    Rpt. 

1908,  p.  377 
State    Bd.    of    Health    Rpt. 

1909,  p.  298 
State    Bd.    of    Health    Rpt. 

1908,  p.  377 
State    Bd.    of    Health   Rpts. 

1908,    p.    377;    1909,  p. 

298;   1910,  p.  258 
State    Bd.    of    Health    Rpt. 

1908,  p.  377 
State    Bd.   of   Health    Rpts. 

1908,    p.    377;  1909,    p. 
298;   1910,  p.  258 

*  Given  as  three  months  in  Table  i  instead  of  eight  months,  by  typographical  error, 
t  Given  as  one  year  in  Table  i  through  an  error  in  copying. 


247 
248 
248 

136 
136 
136 


Aug.-Nov.,  191 1 
Aug.-Nov.,  191 1 
1904-1906 
I 904-1 906 
1907-19 10 

1904 

1907  and  1908 

1909 

1904-1906 


135   1907,  1909,  1910 


135   1908 


135   1907-1910 
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Mr.  Fuller  suggests  that  our  general  conclusion  based  on 
Gloversville  and  Worcester  may  not  be  justified  on  account  of  the 
fact  that  the  sewage  of  these  two  cities  contains  unusual  amounts 
of  manufacturing  waste.  In  this  connection  we  might  state  that 
the  Royal  Commission  in  arriving  at  the  same  conclusion  con- 
sidered the  results  obtained  at  Birmingham,  Bradford,  Leeds, 
Leicester,  Manchester  and  Sheffield,  all  of  which  have  substantial 
amounts  of  manufacturing  wastes  of  one  kind  or  another  in  their 
sewages. 

Mr.  Fuller  states  that  our  data  are  at  variance  with  those 
from  Baltimore  and  those  from  Hanley  and  Leeds,  England,  as 
summarized  by  Kinnicutt,  Winslow  and  Pratt,  p.  332.  In  regard 
to  Baltimore,  we  are  unable  to  apply  our  method  of  comparison 
to  the  results  obtained  from  the  trickling  filters  of  different 
depths  because  similar  loads  were  not  applied  per  unit  volume  of 
filtering  material.  We  do  not  consider  that  the  Baltimore  re- 
sults prove  that  filters  10  or  12  ft.  deep  will  not  produce  a  non- 
putrescible  efHuent  at  as  high  a  rate  of  dosing  per  unit  volume  of 
filtering  material  as  can  be  applied  to  shallower  beds. 

The  Hanley  filters  cited  by  Mr.  Fuller  were  composed  of 
J-in.  to  J-in.  filtering  material,  i  ft.,  2  ft.,  3  ft.  and  4.5  ft.  in 
depth,  respectively.  These  filters  are  not  applicable  to  this  dis- 
cussion on  account  of  the  shallow  depths  and  the  small  size  of 
material.  In  the  case  of  a  sand  filter,  the  suspended  matter  of 
the  sewage  applied  must  be  retained  very  largely  at  or  near  the 
surface  of  the  bed  and  it  can  never  be  carried  through  the  filter. 
In  the  case  of  a  trickling  filter  of  coarse  material  properly  oper- 
ated, the  suspended  matter  is  carried  down  into  the  bed,  and 
after  certain  bacterial  changes  have  come  about  it  is  eventually 
discharged  with  the  efHuent.  This  is  one  reason  why  a  trickling 
filter  may  be  able  to  accomplish  the  same  amount  of  work  whether 
it  is  arranged  in  the  form  of  a  shallow  or  as  a  deep  bed.  With 
such  fine  material  as  used  in  the  Hanley  filters  referred  to  above, 
surface  clogging  is  quite  certain  to  result. 

The  Leeds  filters  cited  by  Mr.  Fuller  were  of  coarse  coke 
3.5,  2.5  and  2.5  ft.  deep,  respectively,  one  above  the  other  and 
were  operated  for  a  period  of  six  months  with  crude  sewage.* 

♦  See  Royal  Commission,  —  Fifth  Report,  p.  70. 
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These  filters  were  dosed  with  the  same  quantity  of  unsettled 
sewage  per  unit  of  area  and  the  effluent  from  the  total  depth  of 
8.5  ft.  was  still  a  very  unsatisfactory  one.  We  do  not  under- 
stand that  these  results  are  at  variance  with  our  conclusion. 
It  is,  of  course,  a  fact  that  the  bulk  of  the  suspended  matter  of 
the  crude  sewage  was  retained  in  the  upper  filter. 

It  is  pretty  generally  agreed  that  sewage  should  be  well 
settled  preliminary  to  its  treatment  by  trickling  filters.  We  had 
understood  that  the  chief  trouble  from  clogging  at  Reading  was 
due  to  an  abnormal  amount  of  suspended  matter  being  carried 
out  of  the  large  settling  tank  at  Milmont  on  account  of  the 
septic  action  in  this  tank  during  the  summer  and  fall.  It  is  true 
that  there  is  a  greater  tendency  towards  surface  clogging  with 
the  deeper  bed  on  account  of  the  greater  quantity  of  sewage 
applied  per  unit  of  superficial  area,  as  pointed  out  in  our  original 
paper.  Our  observations  and  tests,  however,  lead  us  to  believe 
that  a  lo-ft.  filter  of  fairly  coarse  material  is  not  too  deep  if  a 
well-settled  sewage  of  average  strength  and  character  is  applied 
with  efficient  distribution.  If  the  accumulation  of  clogging 
matter  is  such  as  to  prevent  the  free  circulation  of  air,  it  will 
seriously  affect  the  efficiency  of  the  filter.  Organic  growths  may 
also  complicate  the  situation.  Such  difficulties  can  be  largely 
avoided  by  a  proper  control  of  the  dosing  and  resting  of  the  filter. 
The  importance  of  wise  supervision  of  operation  of  all  trickling 
filter  plants  cannot  be  overestimated. 

Mr.  Fuller's  discussion  and  application  of  the  McGowan 
formulae  and  the  difficulties  of  applying  them  to  such  diverse 
conditions  as  herein  pointed  out,  emphasizes  more  strongly  than 
the  writer  realized  the  urgent  necessity  of  experiments  such  as 
those  being  carried  out  by  Mr.  Clark  at  Lawrence.  A  demon- 
stration of  what  trickling  filters  of  different  depths  will  actually 
do  when  so  dosed  as  to  produce  effluents  of  practically  uniform 
quality  will  be  more  convincing  than  the  cut  and  try  method  of 
comparison  adopted  by  the  writer  or  the  formulae  of  Dr. 
McGowan,  which  Mr.  Fuller  prefers.  The  writer  appreciates 
Mr.  Fuller's  discussion.  It  is  to  be  hoped  the  work  described  by 
Mr.  Clark  will  be  continued  by  him  and  that  similar  tests,  if 
possible  on  a  somewhat  larger  scale,  will  be  undertaken  by  others. 
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DISCUSSION    OF   INSURANCE  AS  AN  AID  TO 

ENGINEERS. 

By  Messrs.  F.  B.  Sanborn  and  N.  H.  Daniels. 

Prof.  F.  B.  Sanborn.  —  I  would  like  to  say  a  word  or 
two  complimenting  Mr.  Daniels  on  his  review  of  fire  prevention. 
I  believe  that  general  reviews  of  the  essentials  of  fire  prevention 
help  to  keep  the  subject  before  us  and  to  improve  conditions. 
There  are  also  one  or  two  things  that  I  noted  during  the  lecture 
that  I  wish  to  refer  to.  One  is  that  I  should  like  to  modify  the 
title  just  a  little.  Instead  of  saying  ''  Insurance  as  an  aid  to 
engineers/'  I  would  like  to  put  it,  '*  Insurance  as  a  benefit  to 
clients  of  engineers.*'  I  mean  by  that,  that  I  think  the  large 
benefit  comes  in  the  saving  of  money,  which  is  of  especial  interest 
to  clients  of  engineers. 

I  sometimes  think  that  as  to  engineers'  work,  this  question 
of  fire  prevention  brings  in  certain  annoying  and  difficult  prob- 
lems. One  is,  for  example,  that  an  ordinary  engineer,  working 
in  a  consulting  capacity  and  doing  a  fair  amount  of  work,  has 
a  particular  design  of  a  plant  that  involves  considerable  fire 
prevention.  Shall  he  try  to  put  that  through  himself?  Shall  he 
have  the  insurance  companies  tell  him  how  to  do  it?  Or  shall 
he  hire  an  expert  to  help  him?  Certainly  if  an  engineer  at- 
tempts to  do  it  all  himself,  and  tries  to  study  out  many  par- 
ticulars which  he  may  never  use  again,  there  is  some  waste  of 
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time  and  effort.  But  as  to  the  assistance  that  we  can  get  by 
going  to  the  bureaus,  I  pretty  fully  agree  with  Mr.  Daniels. 
There  is  much  help  from  that  source  which  can  be  utilized. 

I  should  like  to  modify  slightly  the  emphasis  that  he  has 
seemed  to  put  on  the  value  of  labels.  As  a  result  of  my  own 
experience,  which  has  included  eleven  years  in  inspecting  work 
and  ten  years  intermittently  in  consulting  practice,  I  believe 
that,  theoretically,  this  idea  of  labeling  is  right,  and  I  am  not 
prepared  to  say  that  it  is  wrong  in  serious  respects,  but  as  it  is 
carried  out  at  the  present  day,  I  will  say  that  there  is  much 
complaint,  and  consequently  I  am  inclined  to  be  a  little  incredu- 
lous. One  common  complaint  seems  to  be  that  labeling  has 
become  a  monopoly.  Another  is  that  it  is  a  dreadfully  dragged- 
out  affair;  that  to  put  a  new  article  through  and  have  it  accepted 
the  first  time  takes  from  six  months  to  a  year  and  a  half,  and 
that  often  you  have  to  go  to  Chicago  and  push  it  right  through 
step  by  step.  I  realize  that  Mr.  Daniels  might  say  that  these 
stories  are  probably  exaggerated,  but  I  happen  to  be  familiar 
with  the  business  of  one  company  that  is  making  a  product  that 
has  to  go  through  this  process  of  approval,  and  the  treasurer 
tells  me  that  it  is  a  long  story  to  get  first  approval;  and  he  says 
that  it  means  an  expenditure  of  considerable  money.  The 
question  may  fairly  be  raised,  Should  not  the  expense  of  labeling 
be  much  reduced? 

In  large  manufacturing  corporations  like  the  Amoskeag 
Mills,  the  Pacific  Mills  and  others,  labeling  may  properly  be 
dispensed  with.  They  can  build  fire  doors  just  about  as  well  as 
people  who  make  a  business  of  it,  because,  as  Mr.  Daniels  has 
pointed  out,  they  can  get  specifications  from  the  insurance 
companies,  and  they  can  put  men  on  that  work  who  will  be 
on  it  frequently,  perhaps  make  ten  or  a  dozen  doors  every  year. 
Those  doors  won't  be  labeled  but  they  will  be  all  right.  Perhaps 
I  have  made  my  emphasis  too  bold.  All  I  wanted  to  modify 
from  what  Mr.  Daniels  said  would  be  that  as  a  rule  if  one  was 
not  fully  familiar  with  details  he  might  select  labeled  doors, 
but  I  wouldn't  make  the  requirement  for  labeling  too  sweeping. 

Now,  on  the  cost  of  insurance:  I  didn't  get  fully  the  cost  for 
the  plant  that  Mr.  Daniels  showed  and  mentioned  $49.     Do  I 
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understand  that  $490  is  the  cost  per  hundred  thousand  dollars 
of  insurance? 

Mr.  Daniels.  —  I  am  not  entirely  sure  as  to  the  amount  of 
insurance  carried.  I  was  merely  speaking  of  a  lump  sum  that 
it  cost  a  particular  station.  I  only  meant  to  say,  of  course,  that 
under  those  conditions  it  might  have  cost  that  particular  com- 
pany $400  a  year.  It  is  actually  costing  $49  a  year  on  the  amount 
that  it  is  carrying. 

Professor  Sanborn.  —  I  wasn't  sure  but  you  meant  a  rate. 
I  understand  that  the  cheapest  rate  you  mentioned  is  seven 
hundredths  of  one  per  cent.,  and  the  highest  rate  is  some  other 
per  cent. ;  the  average  rate  for  power  houses,  I  assume,  is  perhaps 
one  per  cent.,  or  $1  000  for  $100000.  This  is  high  compared 
with  the  amount  that  is  paid  even  on  large  cotton  mills.  Take 
those  even  like  the  ones  that  burned  in  Salem.  Their  cost  for 
insurance  is  less  than  $100  per  $100  000  insurance,  and  I  think 
power  houses  are  paying  an  excessive  amount  on  insurance,  due 
to  the  fact  that  a  great  many  power  plants  have  to  place  this 
insurance  through  some  of  the  insurance  bureaus  that  have  kept 
the  rates  up  too  high.  In  the  Factory  Mutual  Companies, 
where  we  get  the  cheapest  insurance,  the  cost  would  be  about 
one  tenth  of  i  per  cent.,  but  they  are  not  inclined  to  take  city 
power  plants;  they  take  principally  power  plants  of  large  manu- 
facturing interests. 

In  closing,  I  wish  to  emphasize  one  element  of  good  fire 
prevention  which  Mr.  Daniels  touched  upon  but  did  not  bring 
out  as  fully  as  I  would  like  to  see  it.  Besides  the  three  essential 
elements,  namely,  construction,  occupancy  and  protection,  I 
would  give  prominence  to  a  fourth  one,  —  management.  You 
can  have  the  other  three  things,  but,  if  the  plant  is  not  well 
taken  care  of,  well  managed,  the  risk  is  increased  and  a  higher 
rate  is  apt  to  be  charged.  I  should  emphasize  management  as  a 
very  important  factor. 

Mr.  Daniels.  —  I  want  to  make  one  or  two  observations 
on  the  remarks  which  have  just  been  made. 

It  is  true  that  there  has  been  criticism  of  labeled  service, 
and  manufacturers  occasionally  complain  of  the  requirements 
placed  upon  them.    I  have  never  had  occasion  to  investigate  the 
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matter  with  care,  but  in  three  or  four  cases  which  I  have  looked 
into  the  trouble  seemed  to  be  as  much  with  the  manufacturers 
and  the  article  which  they  were  trying  to  have  labeled  as  with 
the  labeled  service.  The  point  which  I  wish  to  make  is  that  the 
Underwriters'  label  is  like  a  trade  mark  of  a  well-known  concern. 
You  have  no  question  regarding  the  quality  of  the  article  on 
which  you  find  it.  A  fire  door  which  is  made  according  to 
specifications  will  perform  efficient  service,  but  the  only  men  who 
are  sure  it  is  of  standard  construction  are  the  ones  who  made  the 
door  or  who  saw  it  made.  You  or  I  or  an  insurance  inspector 
finding  an  unlabeled  door  cannot  tell  whether  it  is  a  good  one 
or  not,  but  when  we  find  one  which  bears  the  Underwriters' 
label,  all  doubt  is  removed  and  we  are  justified  in  giving  it  full 
credit. 

I  have  purposely  avoided  saying  much  to-night  about  the 
cost  of  insurance  or  methods  of  reducing  it.  This  is  a  very  inter- 
esting and  profitable  study  of  itself.  We  balance  the  saving  in 
the  cost  of  fire  insurance  and  the  reduced  chance  of  fire  damage 
against  the  added  cost  due  to  the  better  construction.  The 
amount  which  we  pay  for  fire  insurance  depends  on  two  things, — 
the  rate  and  the  amount  of  insurance  carried.  Evidently  as  the 
value  of  the  property  becomes  greater  the  amount  which  we  pay 
because  of  poor  construction  increases  correspondingly  and  the 
amount  which  can  be  expended  to  improve  the  property  becomes 
correspondingly  greater.  It  sometimes  happens  that  a  building 
is  designed  having  in  mind  the  possibility  of  extending  it  from 
time  to  time,  due  to  the  growth  of  the  business.  There  may  be 
changes  which  will  reduce  the  cost  of  fire  insurance  which  it  will 
not  pay  to  consider  at  the  start  as  the  reduction  in  insurance 
is  not  sufficient  to  justify  the  added  cost.  As  the  size  of  the  prop- 
erty increases  and  its  value  becomes  greater,  the  amount  which 
is  paid  by  reason  of  the  original  deficiencies  will  increase  cor- 
respondingly until  a  point  is  reached  where  it  will  pay  to  make 
the  changes  necessary  to  effect  the  saving  in  insurance. 
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THE  SEWAGE  DISPOSAL  WORKS  AT  FITCHBXJRG, 

MASS. 

By  David  A.  Hartwell,  Member  Boston  Society  of  Civil  Engineers. 

(Presented  before  the  Sanitary  Section.  March  3.  191 5>) 

The  city  of  Fitchburg  is  situated  in  a  narrow  valley  nearly 
semicircular  in  shape  and  about  six  miles  long,  through  which 
flows  the  north  branch  of  the  Nashua  River.  The  total  fall 
of  the  river  through  the  city  is  nearly  300  ft.,  which  is  fully 
developed  for  power.  The  first  sewers  were  built  in  1868,  when 
the  population  was  about  10  000.  As  the  population  increased, 
sewers  were  built  as  needed,  until  in  1910  with  a  population  of 
about  38  000  there  were  41  miles  of  sewers.  Outlets  for  these 
sewers  were  built  to  the  river  at  the  most  convenient  and  in- 
expensive locations,  and  in  1910  there  were  27  such  outlets  in 
a  distance  of  about  5  miles. 

The  drainage  area  of  the  river  at  Fitchburg  is  about  62 
square  miles,  but  even  with  a  fair  amount  of  storage  of  the 
run-off  there  was  still  such  a  low  flow  during  the  summer  months 
that  odors,  caused  by  the  pollution  of  the  water;  were  noticeable 
at  a  considerable  distance  from  the  river.  Objections  were 
raised  by  different  manufacturing  interests  to  the  pollution 
of  the  river  by  sewage,  but  only  one  suit  was  brought,  and  that 


NoTB.  Discusaion  of  this  paper  is  invited,  to  be  received  by  Edward  C.  Sherman, 
Editor,  6  Beacon  Street.  Boston,  before  August  15,  1915,  for  publication  in  a  subsequent 
nomber  of  the  Journal. 
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was  withdrawn  before  the  time  of  trial.  The  great  need  of 
improving  the  condition  of  the  river  was  nevertheless  appre- 
ciated by  the  city  authorities,  but  there  was,  with  each  admin- 
istration, a  desire  to  defer  as  long  as  possible  the  large  increase 
in  the  city  debt  that  would  be  necessitated  by  the  construction 
of  a  main  sewer  and  a  disposal  plant. 

Studies  and  Reports. 

The  problem  of  removing  the  sewage  from  the  river  and 
providing  some  form  of  treatment  has  been  studied  at  different 
times.  The  writer  first  studied  the  question  in  1895  with  the 
late  Mr.  Charles  A.  Allen,  of  Worcester,  and  reported  to  the 
city  council  in  1896.  It  was  again  studied  with  the  late  Mr. 
Freeman  C.  Coffin,  of  Boston,  in  1900,  and  a  report  submitted 
in  1901 ;  and  still  further  studied  in  1901  with  Mr.  T.  Howard 
Barnes,  of  Boston,  and  a  report  submitted  in  1902. 

The  recommendations  in  these  three  reports  were  about 
the  same,  involving  the  construction  of  a  main  intercepting 
sewer  in  substantially  the  same  location,  and  the  disposal  of  the 
sewage  by  intermittent  sand  filtration  with  probably  some  form 
of  tank  treatment  before  filtration.  Septic  tanks  at  that  time 
were  apparently  offering  a  partial  solution  of  the  serious  prob- 
lem of  caring  for  the  sludge  settled  in  any  form  of  tank.  No 
construction  was  attempted,  although  a  city  council  committee 
went  so  far  as  to  ask  for  and  receive  the  approval  of  the  State 
Board  of  Health  in  December,  1903,  of  the  proposed  system  as 
I  outlined  in  the  Coffin  report. 

i  By  1909  the  pollution  of  the  river  was  so  excessive  and  the 

objections  of  mill  owners  and  of  the  State  Board  of  Health  were 
j  so  great  that  the  city  council  deemed  it  useless  any  longer  to 

I  defer  action  towards  removing  the  sewage  from  the  river.     A 

;  bill  was  introduced  by  the  city  council  in  the  legislature,  which 

was  enacted  as  Chapter  461  of  the  Acts  of  19 10  and  was  approved 
:  April  28,  1910.     This  bill  authorized  the  appointment  by  the 

^  mayor  of  three  legal  voters  to  constitute  a  board  of  se(Wage 

disposal  commissioners  for  a  term  of  office  not  to  exceed  seven 
I  years.    This  commission  was  to  have  full  charge  of  all  work 

of  every  nature  relative  to  the  sewers  and  drains  of  the  city, 
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and  also  was  to  construct  a  main  sewer  and  disposal  works 
subject  to  the  approval  of  the  State  Board  of  Health.  This 
commission  was  Appointed  in  June,  1910,  and  the  writer  accepted 
the  appointment  as  chief  engineer  and  superintendent  on 
December  i,  1910. 

A  paper  read  before  the  Sanitary  Section  on  February  5, 
1913,  and  published  in  the  Journal  of  the  Association  of  Engineer- 
ing Societies  for  August,  1913,  described  the  design  and  con- 
struction of  the  intercepting  sewer,  and  in  this  paper  I  will 
confine  myself  to  the  disposal  works. 

Volume  of  Sewage. 

In  designing  the  disposal  works,  provision  was  not  made 
for  caring  for  the  full  capacity  of  the  intercepting  sewer,  which, 
at  the  upper  end  of  the  siphon,  is  30000000  gals,  per  day. 
The  30-in.  inverted  siphon,  covering  the  distance  of  5  430  ft. 
immediately  above  the  disposal  works,  has  a  capacity  of 
14  000  000  gals,  per  day,  as  indicated  by  the  Venturi  meter  for 
a  period  of  six  hours.  While  it  is  possible  to  deliver  14  000000 
gals,  a  day  to  the  disposal  works,  the  plant  was  not  constructed 
to  treat  that  amount  of  sewage.  The  population  of  Fitchburg 
in  1910  was  37  826.  The  average  rate  of  gain  for  each  five 
years  for  the  thirty  years  from  1880  to  19 10  was  21  per  cent., 
and  the  average  gain  for  each  five  years  for  the  twenty  years 
from  1890  to  1910  was  14.6  per  cent.  With  an  assumed  in- 
crease of  15  per  cent,  for  each  five  years,  the  population  would 
be  43  400  the  present  year,  57  400  in  1925  and  87  200  in  1940. 
At  the  present  time  there  are  about  35  000  people  using  the 
sewers,  and  the  flow  is  about  3  400  000  gals.  It  was  thought 
best  to  make  provision  in  designing  the  Imhoflf  tanks  for  a 
population  of  55  000,  which  would  probably  be  as  many  people 
as  would  be  contributing  to  the  sewage  flow  in  1930  or  1935, 
owing  to  a  considerable  number  of  the  people  living  at  locations 
without  sewerage. 

Venturi  Meter. 

The  sewage  as  it  arrives  at  the  disposal  works  first  passes 
through  a  30-in.  by  15-in.  Venturi  meter  which  is  placed  under- 
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ground  in  a  concrete  chamber  directly  at  the  rear  of  the  labora- 
tory building.  This  meter  is  equipped  with  vent  cleaners  and 
hand  hole  openings  on  both  the  upstream  and  throat  pressure 
chambers.  The  float  pipes  are  connected  with  the  city  water 
pipe  with  a  small  jet  opening,  so  there  is  a  slight  movement  of 
the  liquid  from  the  float  pipe  to  the  meter,  thus  preventing  the 
sewage  from  entering  the  float  pipes. 


Settleuent  Chahbek  of  IitHOPir  Tank. 


Imhoff  Tanks. 


The  Imhofl  tanks  are  Ave  in  number,  covering  an  area  of 
about  roo  ft.  by  i6o  ft.  Each  tank  is  rectangular  in  plan  and 
30  ft.  by  90  ft.  inside  measurement.  Each  tank  has  three 
bottoms  in  the  shape  of  inverted  pyramids,  with  an  altitude  of 
7  ft.  6  ins.  The  side  walls  of  each  tank  are  18  ft,  5  ins.  high, 
with  a  batter  on  each  side  of  3  ins.,  while  the  end  walls  are  vertical 
on  the  inside  of  the  tanks.  The  extreme  height  of  the  concrete 
of  the  tanks  is  27  ft.  The  concrete  in  the  tank  bottoms  is 
reinforced  with  rods,  and  the  side  and  end  walls  have  both  rods 
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and  structural  steel  for  reinforcement.  The  total  depth  of 
sewage  in  the  tanks  when  in  use  is  24  ft.  5  ins.  The  influent 
channel  is  30  ins.  in  diameter,  with  the  invert  5  ft.  9  ins.  below 
water  level.  Three  12-in.  sluice  gates  connect  the  influent 
channel  with  each  tank.  The  eflluent  channel  is  rectangular 
in  shape,  3  ft.  6  ins.  wide  and  2  ft.  6  ins.  deep  below  the  weir 
plates  of  the  tank.  Influent  and  eflluent  channels  are  built 
at  both  ends  of  the  tanks  to  provide  for  reversing  the  sewage 
flow.  The  side  walls  of  each  tank  are  buttressed  inside  the 
tanks,  and  the  end  walls  are  buttressed  outside  the  tanks.  The 
influent  and  eflluent  channels  are  supported  on  the  buttresses 
of  the  end  walls.  All  buttresses  are  built  about  10  ft.  apart, 
center  to  center. 

Each  tank  is  divided  into  an  upper  compartment  for  sedi- 
mentation, and  a  lower  compartment  for  sludge  storage  and 
digestion,  by  cement  plaster  partition  walls  forming  three  troughs 
running  longitudinally  through  the  tanks.  There  is  a  6-in. 
slot  at  the  bottom  of  each  trough,  through  which  the  sludge 
descends  into  the  lower  compartment.  Each  tank  is  provided 
with  two  central  gas  vents,  each  2  ft.  by  9  ft.,  over  each  of  the 
three  bottoms,  and  additional  gas  vents  are  provided  22  ins. 
wide  along  both  sides  of  the  tank  between  buttresses. 

The  sludge  digestion  compartment  was  designed  to  store 
the  sludge  for  a  period  of  six  months  on  the  basis  of  a  production 
of  7  cu.  ft.  of  sludge  per  day  for  each  one  thousand  persons. 
The  sedimentation  compartment  provides  for  a  settlement 
period  for  different  flows  as  follows :  For  a  rate  of  3  000  000  gals, 
per  day,  7.3  hours;  4000000  gals.,  5.5  hours;  5000000  gals., 
4.4  hours;  6  000  000  gals.,  3.7  hours;  7  000  000  gals.,  3.2  hours; 
10 000  000  gals.,  2.2  hours;  and  with  14000000  gals.,  the  ca- 
pacity of  the  present  siphon  line,  1.6  hours.  The  velocity  of 
flow  through  the  tank  would  be  16.3  ft.  per  hour  with  a  rate  of 
4000000  gals.,  20.4  ft.  per  hour  with  5000000  gals.,  24.5  ft. 
per  hour  with  6  000  000  gals.,  32.7  ft.  per  hour  with  8  000  000 
gals.,  and  57  ft.  per  hour  with  14  000  000  gals. 
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Dosing  Tank. 

The  sewage  flows  from  the  Imhoff  tanks  through  a  30-in. 
cast-iron  pipe  to  the  dosing  tank.  This  tank  is  about  48  ft.  by 
74  ft.  in  plan  and  is  divided  into  two  compartments  or  tanks 
having  capacities  of  44  060  and  48  200  gals.  The  dosing  control 
consists  of  two  30-in.  Merritt  dosing  siphons  and  one  Priestman- 
Beddoes  air  flush  sluiceway  16  ins.  by  96  ins.,  with  all  necessary 
air  bells  and  piping.  The  tanks  are  constructed  with  three 
sides  vertical  and  the  fourth  side  tapered  so  that  the  larger 
portion  of  the  total  capacity  of  each  tank  can  be  discharged 
with  a  head  of  8  ft.  on  the  nozzles,  and  the  flow  would  be  stopped 
when  the  head  is  reduced  to  2  ft. 

The  time  of  discharge  is  between  five  and  six  minutes, 
and  the  rest  period  between  discharges  depends  of  course  upon 
the  amount  of  sewage  being  cared  for.  With  a  rate  of  flow  of 
3  500  000  gals,  per  day,  this  rest  period  is  about  fourteen  minutes. 
When  the  volume  of  sewage  exceeds  a  rate  of  about  5  000  000 
gals,  per  day,  the  air  control  which  changes  the  flow  from  one 
tank  to  the  other  is  checked  so  that  only  one  tank  is  in  use. 
As  it  is  not  intended  to  dose  the  present  filter  at  a  much  greater 
rate  than  4  000  000  gals,  per  day,  whenever  the  meter  indicates 
a  rate  much  in  excess  of  that,  with  weather  conditions  favorable 
for  a  large  flow  for  some  time,  the  attendent  opens  a  20-in. 
sluice  gate  connecting  the  influent  channel  in  the  dosing  tank 
with  the  overflow  channel,  and  thereby  prevents  excess  dosing 
of  the  filter.  The  dosing  tank  is  constructed  so  that  it  can  be 
covered  with  plank  or  left  open  as  may  be  desired. 

Sprinkling  Filter. 

The  sprinkling  filter  covers  an  area  of  approximately 
405  ft-  by  223  ft.,  or  2.07  acres  at  the  bottom  and  410  ft.  by  228 
ft.  or  2.14  acres  at  the  surface.  With  a  population  of  about 
35  000  using .  the  sewers,  it  was  decided  that  the  present  con- 
struction for  about  40  000  people,  so  far  as  the  sprinkling  filter 
feature  of  the  works  is  concerned,  would  be  sufficient.  This  will 
probably  be  all  that  will  be  needed  for  filter  area  for  five  years 
and  possibly  ten  years.    Any  additional  area  needed  can  prob« 
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Fig.  3.    Filter  Floor  under  Construction. 
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FiC.  6.     Distributing  Pipes  in  Filter. 


Fig.  7.    Sprinkling  Filter  Construction. 
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thirty-six  hours  in  moist  air  and  three  weeks  in  water.  In 
actual  service,  each  block  sustains  a  total  load  of  less  than  250 
lbs.  Tests  were  made  of  about  two  bricks  in  every  thousand, 
and  they  would  break  with  a  center  load  of  350  lbs.  to  600  lbs., 
with  occasionally  a  load  as  high  as  i  000  lbs.  In  all,  about 
360  000  bricks  were  used.  The  floor  of  the  filter  is  divided  by  an 
inspection  or  flushing  gallery  410  ft.  long  into  two  equal  parts. 
Each  trough  or  channel  in  the  filter  floor  has  a  port-hole  or 
outlet  into  this  gallery  about  2  ft.  5  ins.  above  the  gallery  floor. 
The  troughs  or  channels  have  a  slope  of  6  ins.  from  the  flushing 
gallery  to  the  collecting  drains  at  the  sides  of  the  filter,  the 
length  being  about  106  ft.  A  6-in.  water  main,  with  pressure 
about  no  lbs.,  is  laid  in  the  gallery  to  provide  water  for  flushing 
purposes. 

The  broken  stone  in  the  filter  is  from  10  ft.  to  10  ft.  6  ins. 
in  depth,  and  the  size  was  specified  to  pass  through  a  screen 
having  holes  2  ins.  in  diameter  and  to  be  retained  on  a  screen 
having  holes  i  in.  in  diameter.  About  two  thirds  of  the  stone 
used  was  local  granite  and  one  third  was  granite  and  trap  rock 
brought  to  the  city  by  railroad.  The  quarry  where  the  local 
granite  was  obtained  is  located  three  miles  from  the  filter,  and 
the  broken  granite  was  hauled  in  four  Alco  trucks.  The  stone 
was  screened  at  the  filter  as  well  as  at  the  crusher.  During 
1913  the  stone  was  deposited  in  the  filter  by  running  trucks 
and  carts  directly  on  to  the  bed  with  plank  protection,  but  this 
method  was  changed,  and  all  stone  placed  in  1914  was  by  track 
and  construction  dump  cars. 

The  distribution  system  consists  of  17  lines  of  cast-iron 
pipe  running  longitudinally  through  the  bed.  These  pipes  are 
i6-in.  for  about  one  half  the  length  and  12-in.  for  the  remainder. 
They  lead  from  a  header  line  of  36-in.  and  30-in.  cast-iron  pipe 
connected  with  the  dosing  tank.  These  distribution  pipes  are 
laid  in  the  top  of,  and  are  supported  by,  the  broken  stone,  the 
top  of  the  pipes  being  just  below  the  surface  of  the  stone.  Three 
hatch  boxes  are  placed  in  each  pipe  line,  and  provision  is  made 
for  draining  them.  The  pipe  lines  are  laid  about  13  ft.  apart 
on  centers,  and  the  nozzles  are  15  ft.  apart  in  each  line,  being 
staggered  so  that  they  are  at  the  vertices  of  equilateral  triangles 
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15  ft.  on  a  side.  Each  of  the  17  pipes  has  a  gate,  so  that  in 
case  of  changes  or  repairs  only  one  need  be  shut  off,  and  only- 
one  eighth  of  an  acre  of  filter  area  would  be  out  of  commission. 
The  nozzles  are  screwed  directly  into  the  top  of  the  distributing 
pipes  with  no  risers.  The  nozzles  used  are  a  modified  form  of 
the  Worcester  nozzle  and  were  purchased  of  Matthew  Gault,  of 
Worcester. 

Plaster  Walls  and  Cement-Gun. 

Thin  partition  walls  of  rib-metal  reinforcing  lath  with 
cement  plaster  were  constructed  in  the  Imhoff  tanks,  to  separate 
the  sedimentation  and  digestion  chambers,  and  also  completely 
around  the  sprinkling  filter  to  prevent  sand  and  gravel  from 
working  into  the  spaces  between  the  broken  stone.  The  metal 
lath  used  was  the  *'  Rib  Truss/'  manufactured  by  the  Berger 
Manufacturing  Company,  of  Canton,  Ohio.  The  method  of 
placing  the  plaster  was  optional  with  the  contractor,  either  hand 
work  or  use  of  the  Cement-Gun  being  allowed  in  the  specifica- 
tions. The  contractor  decided  to  use  the  Cement-Gun,  and 
the  result  was  fairly  satisfactory.  The  plans  called  for  a  thick- 
ness of  2  ins.  on  both  the  partition  walls  in  the  tanks  and  the 
curtain  wall  around  the  filter.  The  type  of  lath  used  has  such 
a  heavy  body  of  metal  and  such  a  small  percentage  of  area  of 
perforation  that  there  is  not  as  large  a  bond  between  the  cement 
plaster  on  the  two  sides  of  the  metal  as  is  desirable.  The  limited 
area  of  this  bond  is  such  that  the  plaster  breaks  away  when  a 
not  very  heavy  blow  comes  upon  the  wall.  Again,  in  the  Imhoff 
tanks,  when  an  attempt  was  made  to  smooth  the  surface  of  the 
plaster  by  troweling,  it  was  easily  loosened  from  the  lath.  Some 
form  of  metal  lath  with  larger  openings  would  be  preferable,  but 
would  probably  require  to  be  backed  with  forms  to  prevent 
the  plaster  from  shooting  through. 

Secondary  Tanks. 

The  sewage  flows  from  the  filter  through  a  30-in.  conduit 
and  pipe  line  to  the  four  secondary  tanks.  These  are  circular 
in  form  and  30  ft.  in  inside  diameter.  The  bottoms  of  these 
tanks  are  inverted  cones  with  an  altitude  of  9  ft.  3  ins.     The 
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ImhofI  tanks.  To  do  this  work,  a  5-in.  motor-driven  pump  is 
installed  in  a  small  pump  house  near  the  tanks.  In  pumping 
sludge  from  these  tanks,  which  will  be  done  at  frequent  inter- 
vals, everything  in  a  tank  will  be  pumped  out  so  that  a  thorough 


Fig.  io.    Final  Effluent  Flowing  from  Secondabv  Tanks. 

cleaning  can  be  had  if  desired.  The  sludge  from  these  tanks 
when  mixed  with  crude  sewage  will  probably  be  digested  satis- 
factorily and  all  sludge  at  the  works  will  be  of  one  kind  and 
cared  for  at  one  location. 
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The  difference  in  elevation,  between  the  bottom  of  the 
secondary  tanks  and  the  water  surface  in  the  Imhoff  tanks  is 
47.9  ft.  Between  the  sprinkling  filter  and  the  secondary  tanks 
is  an  overflow  chamber  with  a  weir  at  such  an  elevation  as  to 
prevent  overflowing  the  secondary  tanks  or  flooding  the  filter 
floor  or  gallery.  Provision  in  this  overflow  chamber  is  also 
made  for  passing  the  sewage  direct  to  the  river  in  case  repairs 
or  changes  to  the  secondary  tanks  may  be  needed. 

Sludge  Beds  and  Pumping. 

The  location  of  the  Imhoff  tanks  and  filter  is  such  that 
there  is  no  area  near  by  for  a  bed  upon  which  the  sludge  could 
flow  from  the  tanks  by  gravity.  By  pumping  the  sludge,  a 
suitable  location  was  available  immediately  adjoining  the  tanks. 
The  sludge  bed  is  four  tenths  of  an  acre  in  extent  and  is  divided 
by  planks  into  11  divisions  each  about  15  ft.  by  ill  ft. 

In  order  to  avoid  breaking  up  the  sludge  in  pumping  it  from 
the  tanks,  it  will  be  lifted  by  liberating  compressed  air  in  the 
sludge  riser  pipe  near  the  bottom  of  the  tank.  This  air  will 
lift  the  contents  of  the  pipe  above  the  air  outlet,  causing  sludge 
to  be  drawn  into  the  end  of  the  pipe.  This  process  will  allow 
the  sludge  to  flow  into  the  beds  in  nearly  the  same  condition 
as  it  is  at  the  bottom  of  the  tank.  An  8-in.  sludge  pipe  is  placed 
in  one  of  the  two  chimneys  above  each  of  the  15  tank  bottoms 
and  a  gravity  flow  pipe  conducts  the  sludge  from  each  tank  to 
the  sludge  bed.  The  air  will  be  provided  by  a  motor-driven 
air  compressor  placed  in  the  basement  of  the  laboratory  build- 
ing. The  total  lift  will  be  about  8^  ft.  The  flow  of  sludge  can 
be  directed  to  different  divisions  of  the  sludge  area  by  operation 
of  valves  and  gates  as  installed. 

E^ch  division  of  the  bed  will  be  provided  with  an  industrial 
track  so  that  the  sludge  can  be  shoveled  into  cars  and  pushed 
to  the  sludge  dump.  The  area  of  the  sludge  bed  was  fixed 
at  one  square  foot  for  each  three  persons.  No  underdrains  are 
provided,  as  the  material  is  such  as  to  make  it  probable  that 
none  will  be  needed. 
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Laboratory  Building. 

A  brick  laboratory  building  33  ft.  8  ins.  by  43  ft.  8  ins.  in 
plan  has  been  erected  at  the  disposal  works.  It  is  one  story 
high  in  front  and  two  stories  in  the  rear.  The  basement  pro- 
vides room  for  tools,  cement  testing,  toilets,  heating  plant  and 
air  compressor.  The  main  floor  has  the  office  and  laboratories 
with  equipment  for  thorough  analytical  study  of  the  disposal 
processes  of  the  works. 

General  Features. 

In  addition  to  the  features  already  described,  there  has 
been  constructed  about  4000  ft.  of  roadway,  some  of  which 
required  quite  heavy  grading.  The  river  channel  has  been 
straightened  and  improved  through  the  disposal  area,  and  some 
banks  have  been  protected  by  riprap.  The  locations  of  the 
various  features  of  the  works  are  such  that  no  pumping  is  neces- 
sary except  the  air  lift  for  the  sludge  in  the  Imhoff  tanks  and 
the  pumping  of  the  sludge  from  the  secondary  tanks  to  the 
Imhoff  tanks.  The  water  level  in  the  Imhoff  tanks  is  385.4; 
the  elevation  of  the  top  of  the  sprinkling  filter  is  375,  and  the 
water  level  in  the  secondary  tanks  is  360. 

Sewage  disposal  works  are  usually  located  in  some  low- 
lying  district  with  naturally  unattractive  surroundings,  and 
the  somewhat  imaginary  disagreeableness  of  the  work  has  led 
citizens  generally  to  avoid  the  place  and  to  show  little  interest 
in  the  method  or  upkeep  of  the  works.  The  Fitchburg  works 
are  located  largely  on  comparatively  high  land  and  are  easily  seen 
from  all  directions.  To  make  the  grounds  attractive  to  visitors 
and  to  improve  the  works  from  an  esthetic  point  of  view,  it  is 
proposed  to  do  considerable  planting  of  trees,  shrubs  and  vines 
and  to  develop  the  area  immediately  adjoining  the  works  so  as 
to  create  a  park  effect.  This  work  will  not  require  any  large 
expenditure  but  will  be  of  benefit  and  advantage  not  only  to 
the  eye  of  the  visitor,  but  the  tree  planting  will  tend  to  lift  any 
offensive  odors  that  might  arise  at  any  season  of  the  year  from 
any  portion  of  the  works.     The  total  area  taken  for  disposal 
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purposes  is  Ii6  acres,  but  only  about  25  acres  is  used  for  the 
present  works,  and  the  planting  and  parking  will  be  limited  to 
that  area. 

The  total  length  of  the  intercepting  sewer  is  5.57  miles, 
and  the  total  fall  in  this  distance  is  about  200  ft.  The  time 
required  for  sewage  to  flow  the  extreme  distance  to  the  disposal 
works  is  about  three  hours,  and  the  time  for  sewage  to  pass 
through  the  works  when  the  flow  is  at  the  rate  of  3  500  000  gals, 
is  about  eight  hours.  These  conditions  make  it  possible  to  treat 
comparatively  fresh  sewage  even  with  the  minimum  flow. 

Contract. 

The  contract  for  the  construction  of  the  disposal  works  was 
awarded  May  15,  1913,  to  R.  H.  Newell  Company  and  N.  S. 
Brock,  their  proposal  being  the  lowest  of  five  received.  The 
estimated  amount  of  the  contract  was  $209  027,  and  the  bond 
was  for  $60000.  Work  was  begun  as  soon  as  equipment  and 
material  could  be  assembled,  and  pushed  forward  with  vigor. 
As  an  incentive  to  speed,  the  contract  provided  for  a  bonus  to 
the  contractor  provided  the  work  was  completed  by  October  31, 
1914,  and  this  bonus,  amounting  to  $5  000,  was  paid. 

The  total  amount  of  excavation  was  75500  cu.  yds.  and 
the  prices  ranged  from  29  cents  to  85  cents  per  cu.  yd.     About 
two  thirds  of  the  excavation  was  at  29  cents.    The  amount  of 
reinforced  concrete  was  3  488  cu.  yds.,  and  the  unit  price  for 
nearly  all  was  $11.00  and  $11.50  per  cu.  yd.     The  number  of 
square  yards  of  cement  plaster  partition  walls  was  5900  and 
the  price  was  $1.76  in  the  Imhoff  tanks  and  $1.80  in  the  sprink- 
ling filter.    The  amount  of  bars  and  structural  steel  used  for 
reinforcing  was  387  000  lbs.,  and  the  price  in  place  was  4  and  4^ 
cents  per  lb.    The  amount  of  broken  stone  in  the  filter  was 
34052  cu.  yds.,  and  the  contract  price  was  $1.95  per  cu.  yd. 
Cast-iron  pipe,  gates,  valves,  specials  and  other  material  were 
furnished  by  the  city  and  placed  by  the  contractor.    The  total 
amount  of  work  done  by  the  contractor  by  the  final  estimate 
was  $233511,  which  includes  considerable  additional  work  not 
contemplated  when  the  contract  was  awarded. 
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Costs. 

To  any  engineer  designing  a  disposal  works  along  similar 
lines  and  desiring  to  make  an  estimate  of  cost,  a  brief  statement 
of  costs  of  this  plant  may  be  of  interest.  As  the  matter  of  ex- 
cavation depends  upon  the  location  and  condition  and  would 
vary  widely,  I  have  eliminated  all  such  cost  in  these  figures.  The 
cost  of  the  Imhoff  tanks  was  $52  224,  which,  based  on  a  popula- 
tion of  55  000,  would  be  about  96  cents  per  capita.  The  cost 
of  the  sprinkling  filter  was  $122  990,  or  $58  847  per  acre.  Based 
on  a  population  of  40  000,  the  cost  was  $2.94  per  capita.  The 
cost  of  the  sludge  drying  beds  when  completed  will  be  about  5 
cents  per  capita.  The  cost  of  the  secondary  tanks  was  $8  426, 
or  about  15  cents  per  capita  for  a  population  of  55  000.  The  cost 
of  the  dosing  tank  was  $9  436,  or  17  cents  per  capita.  When  com- 
pleted, the  disposal  works  will  cost  about  $320  000,  including  cost 
of  land,  buildings,  roadways  and  incidental  work,  but  not  in- 
cluding engineering  and  inspection.  The  cost  of  engineering 
and  inspection  for  all  the  Fitchburg  work  has  been  8 J  per  cent., 
which  would  add  $27  200  to  the  cost,  making  the  total  $347  200, 
or  $6.31  per  capita  for  a  population  of  55  000. 

Operation  of  Works. 

While  the  intercepting  sewer  will  not  be  completed  and  all 
connections  of  present   outlets   made  therewith  until  July  or 
August  of  this  year,  the  works  have  been  in  continuous  operation 
since  October  15,  1914,  with  such  a  flow  of  sewage  as  came  from 
connections  thus  far  made.    The  average  daily  flow  from  October 
15  to  December  31,  1914,  was  i  742000  gals.,  and  during  the 
month  of  January  it  was  3  761  000  gals.     Of  this  average  for 
January  about  2  865  000  gals,  passed   through  the  filter.    The 
detention  period  in  the  Imhoff  tanks  has  been  longer  than  de- 
sirable, being  5.8  hours  to  12.6  hours  ever  since  beginning  opera- 
tion, and  practically  all  the  matter  in  the  sewage  which  is  capable 
of  being  settled  has  been  settled. 

The  average  purification  during  January  as  indicated  by 
nitrogen  as  total  albuminoid  ammonia  was  62.75  per  cent,  and 
as  indicated  by  total  suspended  solids  was  87.12  per  cent.    The 
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per  cent,  of  suspended  solids  removed  by  the  Imhoff  tanks  during 
January  was  68.6.  Of  the  daily  24-hr.  samples  of  final  effluent 
taken  for  January,  60  per  cent,  were  stable  for  fourteen  days. 
The  nitrates  in  the  final  effluent  for  January  averaged  3.8514 
parts  per  million. 

The  effect  of  climatic  conditions  on  the  efficiency  of  disposal 
works  of  this  nature  has  led  some  to  consider  it  inadvisable  to 
construct  them  in  a  locality  having  at  times  so  low  a  temper- 
ature as  central  and  northern  New  England.  During  this  winter 
there  has  not  been  the  usual  amount  of  cold  weather,  so  nothing 
positive  can  be  stated  relative  to  temperature  effects.  The 
temperature  on  the  mornings  of  December  26  and  27,  1914,  was 
about  8  degrees  below  zero,  which  is  fairly  cold  for  Fitchburg, 
the  coldest  for  the  last  twenty  years  being  17  degrees  below  zero. 
On  December  28,  there  was  considerable  ice  on  the  filter,  cover- 
ing perhaps  nearly  one  half  of  the  surface  of  the  bed,  and  the 
secondary  tanks  were  frozen  over  thick  enough  to  sustain  a 
man's  weight.  A  few  days  afterward  nearly  all  trace  of  the  ice 
had  disappeared.  During  this  cold  period  there  was  a  marked 
decrease  in  the  degree  of  purification  obtained. 
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This  Society  is  not  responsible  for  any  ttstement  made  or  opinion  expressed  in  its  publications 


THE    PUBLIC  SERVICE    CORPORATION  AND    THE 

MUNICIPALITY 

By  James  Logan.* 

(Presented  March  lo.  1915.) 

The  subject  which  I  have  taken  for  my  talk  to-night  is  a  live 
one  in  every  municipality,  and  is,  in  my  opinion,  the  largest 
problem  that  this  country  has  faced  since  the  days  of  slavery. 
It  is  still  an  unsettled  problem,  but  it  has  got  to  be  settled  and 
settled  right. 

First,  permit  me  to  say  that  I  am  not  a  corporation  baiter. 
I  am  and  for  years  have  been  the  manager  of  a  large  corporation, 
knowing  some  of  the  difficulties  of  corporation  management,  and 
I  have  no  sympathy  with  the  thoughtless  critic  or  cheap  political 
demagogue,  who  pours  out  indiscriminate  abuse  upon  the  public 
service  corporation  simply  because  it  is  a  corporation.  Nor  do  I 
believe  that  the  hot-air  artist  and  uplifter  with  neither  judgment 
nor  experience  will  ever  remedy  our  present  evils  in  municipal 
government  or  that  these  questions  will  be  solved  by  the  men  at 
the  clubs,  who  settle  these  great  problems  offhand  while  criti- 
cizing men  who  are  giving  blood  in  service. 

And  let  me  say  I  want  corporations  to  make  money,  and 
that  a  public  service  corporation  which  is  not  successful,  which 


Note.  Discussions  of  this  paper  are  printed  elsewhere  in  this  number  of  the  Journal. 
Furtber  discuadon  is  invited,  to  be  received  by  Edward  C.  Sherman.  Editor,  6  Beacon  Street, 
Boston,  b^ore  August  15,  X9I5>  for  publication  in  a  subsequent  number. 

*Ei>  Mayor  of  Worcester.  Mass. 
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does  not  earn  dividends  for  its  stockholders,  is  not  an  asset  but 
a  liability  to  the  community  which  it  is  supposed  to  serve,  for  the 
reason  that  an  unsuccessful  corporation  cannot  render  an  ade- 
quate service,  and  service  is  what  it  is  organized  for. —  or  at 
least  is  supposed  to  be  organized  for.  We  must  not  forget  that 
the  public  service  corporation  has  been  a  mighty  factor  in  the 
development  of  our  country.  .We  are  living  in  an  age  when 
business  is  done  on  an  enormous  scale,  when  we  think  and  do 
business  in  large  units;  and  the  individual,  the  firm,  or  even  the 
small  corporation  would  be  as  inadequate  to  conduct  the  business 
of  the  world  to-day  as  the  old  stagecoach  would  be  to  serve  as  a 
means  of  transportation.  We  are  absolutely  dependent  on  the 
public  corporation,  and  the  man  who  first  invented  the  corpora- 
tion (and  it  was  an  epoch-making  invention)  conferred  upon 
mankind  a  blessing  second  only  to  the  discovery  of  the  power  of 
steam. 

It  is  trite  and  commonplace  to  say  that  the  interests  of  the 
city  and  of  the  public  service  corporations  are  so  interwoven  that 
they  must  not  be  considered  separately  but  together.  The  public 
service  corporation  draws  its  life  from  the  city,  and  the  modern 
city  could  not  live  without  the  service  which  the  public  service 
corporation  renders.  Without  the  corporation  the  wonderful 
development  of  the  world  would  have  been  an  impossibility. 
We  could  not  have  had  the  steamship  lines  which  have  made  the 
ocean  a  ferry,  the  great  systems  of  steam  and  electric  railways,  the 
telegraph,  the  telephone,  gas  and  electric  light.  The  corporation 
has  been  the  mighty  machine  by  which  the  material  blessings 
of  this  wonderful  century  of  invention  have  been  brought  within 
the  reach  of  the  masses,  and  it  has  also  furnished  employment  to 
the  millions,  so  that  the  means  to  procure  the  material  blessings 
have  been  given  to  the  great  family  of  mankind.  The  corporation 
has  been  the  great  storage  reservoir  in  which  the  small  savings 
of  the  many  have  been  gathered  and  then  in  a  mighty  stream  have 
been  turned  into  the  channels  through  which  they  have  flowed 
forth  to  develop  a  world.  By  its  aid  those  of  small  means  have 
had  a  part  in  this  wonderful  development,  and,  without  the 
small  savings  of  the  many,  progress  would  have  been  impossible, 
and  we  would  not  have  been  able  to  avail  ourselves  of  the  creative 


THE  PUBLIC  SERVICE  CORPORATION.  225 

energy  of  the  great  master  minds  of  industry  and  commerce  by 
which  so  many  of  the  material  blessings  which  formerly  were  not 
even  within  the  reach  of  kings  have  now  become  the  necessities 
of  the  ordinary  man. 

Now,  why  is  it  that  the  municipality,  or  the  commonwealth 
even,  is  at  such  a  disadvantage  when  dealing  with  public  service 
corporations?  The  reason  is  perfectly  simple.  Many  men  are 
elected  as  mayors,  aldermen  and  coundlmen  who  know  little 
about  municipal  business, —  or  even  any  kind  of  business  for  that 
matter, —  and  they  find  themselves  opposed  by  a  lot  of  trained 
experts  who  know  every  little  trick  of  the  trade. 

In  1898,  when  serving  on  the  commission  for  the  abolition  of 
grade  crossings  in  Worcester,  the  one  thing  which  impressed  itself 
most  strongly  on  my  mind  was  the  fearful  disadvantage  under 
which  the  dty  laboied  when  dealing  with  the  railroads.  The 
question  of  grade  crossings  had  hung  over  the  dty  for  years, 
and  each  time  it  came  up,  owing  to  changes  in  the  personnel  of 
the  dty  government,  it  had  to  be  wrestled  with  by  new  men  who 
had  practically  no  knowledge  of  all  the  past  conditions,  while 
opposed  to  the  dty  were  the  railroad  corporations  which  had 
had  a  continuous  management  for  years  and  which  had  a  fixed, 
continuous,  persistent,  well-defined  policy.  Their  side  of  the 
case  was  conducted  by  the  ablest  talent  money  could  hire,  by 
men  who  were  present  at  the  birth  of  some  of  the  problems,  and 
had  seen  some  of  them  attain  their  majority,  and  who  were  familiar 
with  every  stage  of  their  development.  Every  move  of  the  grade- 
crossing  commission  or  dty  government  had  to  be  made  out  in 
the  open,  where  all  the  plans  of  the  city  were  known  and  kicked 
to  pieces  by  our  own  people,  factional,  spedal  and  personal 
interests  making  breaks  in  the  ranks  of  those  representing  the 
dty,  while  on  the  other  side  was  a  solid  front,  thoroughly  en- 
trenched and  protected  by  masked  batteries,  manned  by  men  who 
knew  every  move  the  dty  had  made  or  was  to  make,  and  who, 
behind  dosed  doors,  could  develop  their  plans  to  checkmate  the 
dty.    A  deddedly  unequal  contest. 

While  I  was  mayor  I  had  a  conversation  with  a  prominent 
engineer  who  was  interested  in  our  grade-crossing  abolition  fiom 
the  railroad  side  and  he  laughed  at  some  of  the  things  that  got 
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by,  and  said  the  City  of  Worcester  would  have  saved  money  if 
it  had  hired  the  best  available  expert  engineers  in  the  country 
to  fight  its  case,  even  though  it  might  have  paid  twenty-five 
thousand  dollars  or  thirty  thousand  dollars  for  the  service.  But 
one  of  the  troubles  of  dty  governments  is  this, —  they  are  un- 
willing to  pay  what  expert  service  is  worth,  forgetting  that  the 
best  and  highest  grade  service  will  usually  bring  the  best  results. 
The  City  of  Worcester  had  a  good  dty  engineer,  but  this  was  his 
first  real  grade-crossing  problem,  and  on  the  other  side  were  a 
body  of  engineers  who  had  fought  to  a  finish  scores  or  hundreds 
of  grade-crossing  problems,  and  who  had  a  large  experience  and 
who  knew  thereby  how  to  get  what  they  wanted.  Again  I 
repeat,  it  was  an  unequal  contest  with  about  all  the  advantages 
on  the  side  of  the  railroads,  and  men  wonder  why  the  railroads 
have  their  own  way  so  much. 

The  real  reform  which  we  should  struggle  for  is  not  only 
against  law  breaking  but  against  law  making  which  is  against 
the  common  good.  That  is  the  seat  of  trouble  at  the  present 
time.  The  spedal  interests  do  these  things,  but  the  laws  which 
they  have  had  passed  make  their  acts  legal.  Go  up  to  the  State 
House  and  see  the  spedal  interests  get  in  thdr  work  and  the  final 
results  will  not  be  a  cause  for  wonder.  They  draft  the  bills  for 
what  they  want,  and  the  drafting  of  bills  is  both  a  sdence  and 
a  fine  art.  When  we  say  they  get  in  their  fine  work  we  do  not 
necessarily  mean  that  legislative  committees  and  commissions 
are  venal  and  corrupt;  not  at  all,  but  we  mean  this, —  that  the 
special  interests  know  what  they  want,  are  not  backward  about 
making  their  wants  known  and,  when  a  hearing  is  held,  the 
opposition  is  often  simply  an  aggregation  of  individuals  with 
many  minds,  with  no  concert  of  action  and  with  no  thought 
beyond  the  present.  Arguments  are  made  on  both  sides  of  the 
subject,  often  by  men  unused  to  legislative  work,  by  men  who 
are  sti angers  to  the  committee  or  commission,  and  without 
special  knowledge  on  the  particular  subject  under  consideration. 
The  city  rarely  comes  to  the  legislature  as  a  unit,  there  is  almost 
always  faction  and,  on  one  side  or  the  other,  there  is  almost  always 
a  Grouch  who  comes  to  kick,  and  it  matters  not  what  it  is,  he  is 
there  with  his  war  paint  on,  and  that  Grouch  is  invariably  used 
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as  an  asset  by  the  special  interests  to  make  for  divi^on  and  the 
cultivation  of  bad  blood  between  the  several  factions  representing 
the  city,  and,  after  these  men  have  all  had  their  say  and  have 
for  the  moment  stopped  wrangling,  up  comes  the  trained  expert 
and  attorney  for  the  special  interests,  with  all  confidence.  He 
opens  up  his  side  of  the  story.  He  knows  every  man  on  the 
committee  or  commission,  calls  them  by  theii  given  names,  dines 
and  smokes  with  them,  and  in  general  is  on  terms  of  intimacy 
with  them.  He  has  a  close  personal  knowledge  of  all  legislation 
bearing  on  the  subject  lor  the  past  twenty  or  more  years,  which 
the  committee  or  even  the  commission  may  not  have,  and  he 
knows  what  plans  are  being  made  by  his  clients  to  reach  out  and 
spike  down  the  far  future. 

The  hearing  is  ended,  and  the  men  who  attended  it,  having 
made  their  appeals  for  or  protests  against  the  proposed  legisla- 
tion, have  gone  about  their  own  business.  Ah,  yes,  but  when 
they  went  home  they  left  that  other  man  on  the  job,  and  the 
rules  of  his  union  allow  him  to  work  all  his  working  hours,  and  he 
does;  and,  with  his  intimate  acquaintance  with  the  members  of 
the  committee  or  commission,  he  gets  in  his  fine  work,  and  I  do 
not  charge  that  he  is  corrupt  or  that  he  uses  corrupt  practices, — 
though  we  know  they  sometimes  do, —  but  he  creates  an  at- 
mosphere that  the  servants  of  the  people  breathe  in  quite  uncon- 
sciously until  they  think  as  he  wants  them  to  think.  It  is  like  a 
man  breathing  sewer  gas  —  he  may  be  entirely  unconscious  of  it 
till  his  whole  system  has  become  thoroughly  poisoned.  The  rest 
is  easy.  Under  those  conditions,  is  it  any  wonder  that  the  special 
interests  get  legislation  to  their  liking?  Not  at  all,  when  we 
consider  the  manner  in  which  legislation  is  wrought  out.  For 
example,  a  very  innocent-looking  bill  is  introduced  in  the  legis- 
lature, and  care  is  taken  to  have  it  introduced  by  a  very  innocent 
man  who  sees  nothing  in  it  out  of  the  way,  and  who  perhaps  feels 
flattered  by  being  asked  to  introduce  the  bill.  The  municipality 
i^hose  interests  may  be  vitally  affected  is  often  not  consulted 
about  it  at  all;  in  fact,  it  often  happens  that  mighty  good  care 
is  taken  that  the  bill  shall  be  introduced  under  such  a  caption 
and  from  such  a  source  that  the  municipality  most  interested 
shall  not  be  alarmed.    Hearings  are  often  held  before  the  bills 
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have  even  been  printed,  and  at  the  heatings  no  one  appears  to 
oppose  the  legislation  sought.  Of  course  not.  They  often  know 
nothing  about  it,  so  how  can  they? —  but  the  interests  that  desire 
the  proposed  legislation  are  there  in  full  force.  The  vociferous 
few  are  on  the  job  to  see  that  it  gets  by. 

There  are  great  perils  confronting  this  republic  to-day,  and 
the  most  optimistic  man,  if  he  be  a  thoughtful  man,  must  seri- 
ously consider  them.  Our  fathers  founded,  or  at  least  they  tried 
to  found  —  and  many  of  them  died  in  the  belief  that  they  had 
founded — a  government  "of  the  people,  by  the  people,  for  the 
people,"  and  we  men  of  to-day  must  not  permit  our  government 
to  become  a  government  by  class,  by  wealth  or  by  special  privi- 
lege; and  if  our  government  has  been  taken  away  from  the  people 
by  the  special  interests,  it  is  our  business  to  get  it  back  again, 
and  it  is  not  going  to  be  an  easy  job,  but  it  is  going  to  be  done. 
At  patriotic  gatherings  men  will  applaud  every  reference  to  the 
sacrifices  made  by  the  fathers  in  securing  our  independence  and 
to  the  sons  for  maintaining  the  integrity  of  the  Union,  but  the 
moment  some  people  are  asked  to  sacrifice  anything  themselves 
for  the  public  good,  they  are  either  too  busy,  too  lazy,  too  in- 
different, too  fond  of  their  own  ease  and  comfort  or  too  fond  of 
the  almighty  dollar  to  even  entertain  the  proposition  and  give 
it  one  serious  thought.  They  appear  to  assume  that  good  govern- 
ment can  be  secured  and  maintained  without  any  effort  and 
without  sacrifice,  but  they  are  eternally  wrong.  No  step  of 
progress  has  ever  been  made  that  has  not  been  paid  for  by  some 
one,  and  paid  for  with  blood;  and  if  we  are  to  have  political 
freedom  some  one  must  pay  the  cost  by  rendering  service  even 
if  the  price  demanded  is  personal  inconvenience.  The  men  who 
fought  in  the  Civil  War  on  both  sides  fought  for  what  they 
thought  was  right  —  and  the  women  who  stayed  at  home  and 
suffered  —  were  a  nobler  generation  than  ours,  for  they  gave  all 
they  had,  even  life  itself,  for  an  ideal,  and  we  need  that  to-day 
both  in  our  business  and  our  civic  life. 

Many  men  who  are  competent,  who  are  able  and  who  have 
no  private  interests  to  protect  or  advance,  will  not  render  service 
to  the  city  or  state,  and  these,  with  the  men  who  remain  away 
from  the  caucus  and  the  polls,  are  largely  responsible  for  present 
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political  conditions.  The  men  with  special  interests  are  on  the 
job  all  the  time,  and  the  n^lect  of  their  political  duty  By  so 
many  is  the  great  opportunity  for  the  special  interests  to  get 
what  they  want. 

We  hear  much  about  franchises  for  public  service  corpora- 
tions, and  Tom  Johnson,  a  former  mayor  of  Cleveland,  said, 
**  The  only  good  franchise  is  a  dead  one."  The  National  Electric 
Light  Association  said,  "  The  only  good  franchise  is  a  perpetual 
one."  Some  claim  that  short-term  franchises,  others  that  the 
indeterminate  franchises,  will  solve  the  pioblem,  but  there  is  one 
thing  that  is  certain,  and  that  is,  that  no  matter  whether  fran- 
chises are  limited  as  to  time,  perpetual  or  indeterminate,  as 
some  one  else  has  well  said,  "  The  most  important  features  of 
franchises  are  the  things  that  are  missing,  that  aie  not  in  them." 
You  know  in  the  past  the  exploiter  of  the  public  has  acted  on  the 
theory  that  whatever  is  not  nailed  down  is  his,  and  that  he  has 
often  amended  along  this  line, —  that  whatever  can  be  pried  up 
is  not  nailed  down.  The  public  service  corporations  claim  that 
the  indeterminate  franchise  is  the  teal  thing,  but  what  a  howl 
they  would  put  up  were  the  public  to  ask  them  to  make  a  change 
and  take  indeterminate  franchises  for  the  so-called  perpetual 
franchises  that  they  now  hold.  I  say  **  so-called  perpetual  fran- 
chises" for  I  have  a  distinct  feeling  that  some  day  the  people  will 
say  that  the  men  who,  in  their  ignorance,  gave  away  the  future 
gave  something  that  did  not  belong  to  them.  I  am  minded  to 
make  a  quotation  from  a  recent  address  of  Delos  F.  Wilcox,  of 
New  York,  at  a  meeting  of  the  American  Academy  of  Political 
and  Social  Science  in  Philadelphia.  He  said:  "  The  principle  of 
state  regulation  by  permanent  commissions  was  put  forward 
in  this  country  a  few  years  ago  as  a  statesmanlike  method  of 
protecting  the  people  from  the  exactions  of  the  public  service 
corporation,  while  at  the  same  time  giving  the  corporations  a  fair 
deal.  We  now  find  that  all  the  corporations  have  been  converted 
to  the  idea  of  regulation.  They  not  only  welcome  it,  but  insist 
upon  it.  They  are  so  enthusiastic  over  it  that  they  help  write 
the  laws  and  even  sometimes  appoint  the  commissioners." 

It  takes  a  good  while  for  a  specialist  to  see  all  the  things  that 
have  been  left  out  of  or  put  into  a  franchise,  and  the  layman, 
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whether  he  be  a  public  official  or  a  plain  business  man  who  hap- 
pens to  be  rendering  service,  is  apt  not  to  see  some  of  the  holes 
at  all,  until  he  has  fallen  into  one  of  them;  and  it  can  be  said  with 
truth  that  great  care  has  been  used  in  the  preparation  of  the 
holes.  The  early  franchises  granted  by  dty  governments  were 
very  simple,  and  contained  practically  no  conditions.  When 
those  early  franchises  were  granted,  the  dty  desired  the  service 
which  the  corporations  weie  to  render  fully  as  much  as  the 
corporations  desired  the  franchises.  They  were,  in  the  main, 
granted  to  public-spirited  dtizens  who  had  at  heart  the  develop- 
ment of  their  town  oi  dty  by  furnishing  modem  improvements, 
and,  inddentally,  to  make  a  fair  dividend, — but  the  main  thought 
in  those  early  years  was  Service.  To-day  the  proposition  is  more 
often  than  otherwise  worked  from  the  other  end  of  the  prob- 
lem, the  business  of  the  corporation  being  to  exploit  the  dty 
for  dividends,  and  too  often  with  not  so  much  regard  for 
service. 

In  those  days,  when  towns  and  dties  were  smaller,  the  giving 
of  a  franchise  to  some  dtizen  by  the  dty  fathers  was  a  matter 
between  neighbors  and,  as  it  was  not  going  to  cost  the  town  or 
dty  anything,  and  it  looked  as  if  it  would  make  the  place  more 
up-to-date  with  a  car  line  than  without  it,  they  gave  thdr  ndgh- 
bor  the  franchise.  In  some  cases  it  was  for  a  hundred  years  and 
in  some  cases  forever,  and  the  men  who  gave  it  away  did  not 
know  what  they  were  doing,  and  the  man  who  got  it  did  not 
know,  as  Booker  Washington  would  say,  **  what  had  fallen  to  his 
pile,"  for  it  really  had  no  value  at  that  time. 

The  franchise  which  gives  the  present  Consolidated  Street 
Railway  Company  its  rights  in  the  streets  of  Worcester  was 
originally  gi  anted  to  the  Horse  Car  Company,  a  corporation 
made  up  of  a  few  public-spirited  dtizens  who  organized  the 
company  not  to  exploit  the  city  but  to  render  to  the  dty  a  public 
service.  No  one  thought  much  about  conditions  then;  the  in- 
terests were  local  and  they  were  dealing  with  friends  and  ndgh- 
bors,  and  the  mind  of  man  could  not  at  that  time  have  framed 
conditions  to  cover  a  modern  franchise  for  1915.  In  those  early 
days  franchises  were  very  loosely  drawn,  and  as  an  example  let 
me  read  the  first  street  railway  franchise  granted  to  the  horse 
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car  line  in  the  dty  of  Worcester,  which  is  simply  a  report  of  a 
committee  on  the  part  of  the  Board  of  Aldermen. 


«« 


City  of  Worcester  in  Board  of  Aldermen,  October  6,  1862. 


"  Gentlement  the  committee  to  whom  was  referred  the  examination  of  the 
proposed  location  of  the  Horse  Railroad  have  attended  to  that  duty  and  beg 
leave  to  report  in  favor  of  that  location  according  to  plans  and  specifications 
submitted  by  the  corporation,  and  accompanying  this  report,  to  wit  as  follows: 

**  Commencing  by  a  main  track  and  spur  at  a  point  in  Lincoln  Street 
nearly  opposite  Harrington  Avenue,  then  proceeding  through  the  middle  of 
the  street  to  Lincoln  Square  at  a  point  nearly  opposite  Salisbury  Mansion, 
where  it  is  proposed  to  have  a  turnout  and  spur,  then  passing  on  in  the  middle 
of  the  street  to  a  turnout  nearly  opposite  old  Market  Street.  Thence  passing 
on  through  the  middle  of  Main  Street  to  a  turnout  opposite  the  Quinsigamond 
Bank,  then  passing  on  through  the  middle  of  Main  Street  to  a  turnout  opposite 
the  Mechanics  Hall,  then  passing  on  in  the  middle  of  Main  Street  to  the  inter- 
section of  the  Pleasant  Street  and  Front  Street  branches,  at  or  near  City  Hall, 
then  passing  on  through  the  middle  of  Main  Street  to  a  turnout  nearly  opposite 
Oread  Street,  then  again  passing  on  in  the  middle  of  Main  Street  to  a  turnout 
nearly  opposite  Freeland  Street,  thence  passing  through  the  middle  of  Main 
Street  to  the  termination  in  a  spur  and  main  track  at  Webster  Square  nearly 
opposite  the  store  of  Albert  Curtis. 

"  The  corporation  desire  to  reduce  the  hill  at  New  Worcester,  if  found 
necessary,  five  feet  more  or  less,  and  will  do  so  under  the  direction  and  control 
of  the  Committee  of  Highwa}^,  which  proposition  meet»  the  favorable  con- 
sideration of  the  committee.  The  committee  also  report  in  favor  of  the  pro- 
posed location  of  the  branches  —  that  in  Front  Street  commencing  at  or  near 
the  Western  Railroad  Station  by  the  main  track  and  spur  and  passing  through 
Washington  Square  to  Front  Street  and  through  the  middle  of  Front  Street  to 
its  intersection  with  the  Main  Street  track  at  or  near  City  Hall,  and  that  in 
Pleasant  Street  commencing  by  a  main  track  and  spur  nearly  opposite  West 
Street  and  passing  through  the  middle  of  the  street  to  its  intersection  with  the 
Main  Street  track  at  or  near  City  Hall,  all  of  which  is  respectfully  submitted. 

(Signed)     Merrick  Bemis. 
Chas.  B.  Pratt. 


"  The  committee  will  also  report  in  favor  of  granting  to  the  corporation 
all  necessary  privileges  for  constructing  and  operating  the  Worcester  Horse 
Railroad." 

(Signed)     Merrick  Bemis. 
Chas.  B.  Pratt. 

A  copy*    Attest: 

(Signed)  W.  Henry  Towns,  City  Clerk, 
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You  will  note  that  this  report  recommends  granting  to  the 
proposed  horse-car  line  a  location  on  Main  Street  and  on  oiir  two 
next  most  important  streets,  Front  and  Pleasant  streets,  and 
you  will  note  there  is  not  one  single  condition  named  in  the 
franchise.  The  committee  having  signed  the  report,  then  adds  a 
postscript  in  the  form  of  a  blanket  clause  which  says, —  "  The 
committee  will  all  report  in  favor  of  granting  to  the  corporation 
all  necessary  privileges  for  constructing  and  operating  the 
Worcester  Horse  Railroad,"  and  the  record  of  the  Board  of 
Aldermen  says, — "  Report  accepted  and  recommendations 
and  locations  adopted." 

There  is  not  a  word  in  that  franchise  which  says  that  it  is  to 
be  like  the  laws  of  the  Medes  and  Persians,  that  can  nevei  be 
changed,  but  subsequent  legislation  changed  it  very  materially 
in  the  interest  of  the  public  seivice  corporation  when  there  was 
taken  from  the  city  the  right  to  control  its  own  streets  and  that 
control  was  given  into  the  hands  of  a  public  service  corporation 
acting  under  the  rulings  of  the  Railroad  Comn\issidn  at  the  State 
House,  for  that  is  practically  what  has  been  done.  Of  course  I 
understand  that  the  streets  of  a  city  are  under  the  control  of  the 
Commonwealth,  and  that  in  voting  franchises  the  aldermen  act 
not  as  aldermen  for  the  city  but  as  state  officers  for  the  Common- 
wealth to  grant  the  franchises. 

The  law  is  contained  in  Section  64  of  Part  III,  page  463,  of 
the  Acts  of  1906,  as  amended  on  page  417,  Section  11,  of  the 
Acts  of  1909,  and  says, —  **  The  Board  of  Aldermen  of  the  dty 
.  .  .  may  grant  a  location  for  the  extension  of  the  tracks  of 
such  company  and  prescribe  how  said  tracks  shall  be  laid,  and 
the  kind  of  rails,  poles  and  wires  and  other  appliances  to  be  used, 
but  [and  here  is  the  nub  of  the  whole  proposition]  they  shail 
impose  no  terms  or  conditions  to  such  grant  in  addition  to  those 
imposed  by  general  laws  on  street  railway  companies  in  force 
on  the  first  day  of  October,  j8q8,  or  such  as  may  have  been 
imposed  in  the  grant  of  original  location,*'  By  that  act,  the 
public  service  corporation  being  in  the  pasture,  the  bars  were 
now  put  up  so  the  city  could  not  get  in.  In  other  words,  it 
mattered  not  how  gieat  a  blunder  might  have  been  made  when 
the  original  grant  of  location  was  made,  the  municipality  could 
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not  amend  the  old  grant  nor  could  it  impose  any  other  condi- 
tions in  any  extensions  of  the  lines,  but  must  go  on  perpetuating 
the  old  blunder,  surrendering  rights  in  other  streets  for  all  time, 
simply  because  the  Board  of  Aldermen  in  1862  did  not  have  the 
superhuman  power  to  draw  aside  the  curtain  and  look  into  the 
future.  But,  in  my  opinion,  not  one  member  of  that  Board  of 
Aldermen  in  1862  ever  dreamed  that  he  was  granting  perpetual 
rights  to  the  Horse  Car  Company  in  the  streets  of  Worcester. 
That  is  what  has  been  read  into  the  grant  of  the  franchise  by 
subsequent  legislation  and  by  rulings  of  the  Railroad  Commission 
which  was  established  in  1868  with  practically  no  power  as 
one  of  its  foundation  principles.  Its  power  was  to  be  exercised 
through  reason  and  the  creation  of  a  sound  public  opinion,  and 
that  was  why  it  was  not  given  autocratic  authority.  The  hope 
of  the  frameis  of  this  legislation  was  that  public  opinion  would 
be  the  strongest  power  for  control. 

Let  me  repeat.  In  1862  the  City  of  Worcester,  through  its 
Board  of  Aldermen,  granted  a  location  in  the  streets  to  the 
gentlemen  who  organized  the  Horse  Car  Company,  and  the 
grant  of  location  covered  certain  streets  (but  only  those  streets), 
and  the  law  now  says  the  conditions  in  that  grant  cannot  be 
changed.  Granting  that,  for  the  sake  of  the  argument,  it  would 
be  just  as  much  right  to  say  that,  because  the  company  used 
horse  cars  to  begin  with,  it  could  never  use  electricity  or  anything 
else.  But  it  does  not  stop  by  saying  the  city  cannot  change  the 
old  franchise.  The  special  interests  have,  by  subsequent  legis- 
lation, had  read  into  it  changes  which  materially  alter  that  old 
grant,  by  saying  that  no  conditions  can  be  imposed  on  any 
extensions  of  the  lines  other  than  those  nsuned  in  the  grant  of 
original  location,  so,  because  in  the  distant  past  the  representa- 
tives of  the  city  government  gave  a  **  jug  handle  ''  grant  to  the 
Horse  Car  Company  on  certain  streets,  the  city  can  never  make 
any  new  conditions  for  extensions  in  other  streets,  except  on  the 
"jug  handle  "  basis,  which  means  giving  both  handles  to  the 
public  service  corporation.  That  may  be  good  law,  but  it  is  poor 
common  sense,  and  it  is  not  justice  even  if  the  grist  was  ground 
out  in  the  atmosphere  of  the  sacred  codfish. 

The  only  value  that  a  public  service  franchise  has  is  given  to 
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it  by  the  people  whom  it  is  supposed  to  serve,  and  I  use  that  word 
**  given  '*  advisedly  because  it  is  a  word  which  accurately  de- 
scribes what  municipalities  have  been  doing  in  the  past,  and  it  is 
high  time  that  the  gift  enterprise  should  come  to  an  end.  We 
have  in  the  past  been  far  too  generous  for  our  own  good.  For  the 
future  we  must  be  more  careful  and  preserve  for  our  children's 
children  the  remnant  that  is  left  of  the  unearned  increment  in  our 
streets  which  belongs  to  them;  it  is  not  ours  to  give  away. 

Some  years  ago,  in  a  conversation  with  Mr.  John  Hays 
Hammond,  the  celebrated  mining  engineer,  I  referred  to  the  old 
Gloucester  fisherman  who  owned  a  long  strip  of  shore  line  near 
Gloucester,  and  who,  when  dying,  said  to  his  son,  **  Don't  sell 
any  of  the  shore  line,  because  there  will  be  a  lot  more  people  here, 
and  God  Almighty  has  got  all  through  making  shore.  There 
ain't  going  to  be  any  more  of  that."  Mr.  Hammond  said, — 
''  You  have  just  made  the  finest  conservation  speech  that  I  have 
ever  heard,  for  in  a  few  words  you  have  told  the  whole  story  of 
conservation.**  There  will  be  a  lot  more  people  here  and  God 
Almighty  has  got  all  through  making  some  other  things  besides 
shore,  and  some  of  those  things  that  he  has  completed  belong  to 
all  the  people  and  not  to  any  special  inteiest. 

A  franchise  is  granted  to  a  public  service  corporation  for  two 
purposes,  one  of  which  is  stated,  and  the  other,  while  not  stated, 
is  understood:  First, —  to  render  service  to  the  community. 
That  is  stated.  Second, —  to  make  profit.  That  is  not  stated, 
but  it  is  understood.  In  granting  a  franchise  the  statement  is 
always  made  that  the  reason  for  granting  the  franchise  is  **  public 
convenience  and  necessity,*'  which  fundamental  fact  is  too  often 
lost  sight  of  as  soon  as  the  franchise  is  granted.  It  is  never 
stated  in  a  franchise  that  it  is  granted  to  the  promoters  of  the 
enterprise  that  they  may  make  enormous  profits  to  be  divided 
in  dividends  or  to  be  put  into  the  plant  to  create  and  enhance 
the  value  of  the  stock  of  the  corporation,  the  value  of  which  is 
created  by  the  public  by  whom  the  franchise  has  been  given. 

What  gave  the  franchise  its  value?  The  people  who  bought 
the  goods,  whether  water,  gas,  electricity  or  transportation. 
They  are  the  ones  who  created  the  values  and  also  that  intangible 
asset  called  good-will,  and  the  public  should  not  be  compelled  to 
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p>ay  enormous  dividends  on  its  own  creation.  In  an  industrial 
enterprise  the  conditions  are  entirely  different;  the  merchant  or 
manufacturer  has  keen  competition  and  that  will  determine  his 
return  on  his  capital,  and  if  you  do  not  like  his  service  or  prices 
you  can  trade  elsewhere;  but  this  is  not  so  with  public  service 
corporations  —  you  must  take  their  service  and  pay  their  price, 
whether  you  like  it  or  not.  The  case  would  be  entirely  different 
if  these  public  service  corporations  could  be  controlled  by  com- 
petition, such  as  regulates  ordinary  business  or  commercial 
corporations.  From  the  existing  conditions  these  grants  must  in 
the  very  nature  of  things  be  monopolies  or  practically  mon- 
opolies. A  city  cannot  grant  franchises  to  a  half  dozen  street 
railway  companies,  telephone  companies,  gas  companies,  electric 
light  and  power  companies,  to  tear  up  its  streets  at  their  pleasure. 
To  do  this  would  invite  a  competition  that  would  kill,  for  com- 
()etition  may  be  the  death  as  well  as  the  life  of  business,  and  in  the 
end  the  dty  would  have  to  pay  for  a  duplication  of  plant  and 
equipment,  maintenance  and  operation,  which  would  mean 
economic  waste.  This  would  mean  a  competition  that  would  in 
the  end  lead  to  bankruptcy,  the  bankrupt  corporation  being 
bought  up  by  the  successful  corporation,  and  the  investors  in  the 
former  would  have  lost  their  money  and  in  the  end  the  people  who 
were  served  by  the  successful  corporation  would  be  called  on  to 
pay  for  the  killing,  for  they  would  be  obliged  to  pay  dividends  on 
the  investment  which  the  successful  corporation  had  to  make 
to  pay  for  the  killing  and  burial  of  their  unsuccessful  rival. 

Now,  just  because  these  grants  of  franchises  are  in  the  nature 
ot  monopolies,  the  investors  are  protected  from  the  competition 
that  kills,  their  dividends  are  more  sure  than  in  very  many 
industrial  enterprises  in  which  investments  are  made,  and, 
being  so  protected,  they  ought  to  be  so  supervised  and  so  con- 
trolled that  they  cannot  exploit  the  public  as  they  have  done  in 
the  past.  The  financial  risk  in  many  of  the  public  service  corpora- 
tions is  not  now  what  it  once  was.  The  investment  is  no  longer 
more  hazardous  than  general  business,  and  these  enterprises 
have  become  as  stable  as  any  human  institution  can  be,  and  with 
limited  risk  the  dividends  should  also  be  limited. 

Now  to  go  back  a  little.    The  men  who  were  serving  the 
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cities  in  those  early  days  had  no  conception  of  what  changes  the 
future  would  develop,  nor  did  any  one  else.  Men's  views  were 
local  and  they  thought  in  small  units,  and  it  is  probably  true 
that  not  one  man  in  a  hundred  to  whom  those  early  franchises 
were  granted  ever  made  a  dollar  out  of  one  of  them.  In  a  multi- 
tude of  cases  those  early  ventures  were  failures  and  the  fran- 
chises of  bankrupt  horse  car  lines  were  put  on  bai^n  counters 
and  marked  down,  down,  down,  to  next  to  nothing,  and  went 
begging  at  any  price.  That  is  what  happened  in  Worcester. 
The  whole  outfit,  franchises,  traclo^e,  car  bams,  and  rolling 
stock,  in  fact  body  and  soul,  was  sold  in  1869  under  an  order  of  the 
court  for  thirty  thousand  dollars,  and  you  will  note  I  say  it  had 
a  soul  that  went  with  its  material  equipment  in  1869. 

You  have  no  doubt  heard  men  tell,  as  I  have,  about  the  risks 
of  the  business,  about  the  large  amounts  of  capital  that  were 
sunk  in  those  pioneer  ventures,  but  it  is  not  the  men  who  are  in 
control,  to-day,  who  lost  the  money,  so  don't  waste  sympathy  in 
that  direction. 

About  this  time  that  smooth  proposition,  the  promoter  or 
exploiter,  was  bom.  The  man  with  imagination  plus,  with  a 
vision  of  future  possibilities,  the  great  exemplar  of  faith  which 
the  Apostle  Paul  in  his  inspired  definition  says  is  **  The  sub- 
stance of  things  hoped  for,  the  evidence  of  things  not  seen." 
And  so,  as  Brand  Whitlock,  former  mayor  of  Toledo,  Ohio,  once 
said,  **  The  promoters  fell  heir  to  the  enormous  social  values  that 
were  being  created  in  cities,  not  by  the  promoters  but  by  all  the 
families  who  moved  in  and  toiled  and  wrought  and  built  up  the 
modem  city."  Now  the  promoter  or  exploiter  is  an  oculist. 
He  is  a  specialist  in  his  line,  for  he  shuts  some  men's  eyes  and 
opens  others,  and  about  this  time  he  opened  the  eyes  of  a  set  of 
men  who  were  just  beginning  to  see  that  there  was,  or  at  no 
distant  date  there  would  be,  money  in  the  electric-railway  busi- 
ness; and  they  were,  in  their  line,  just  as  shrewd  and  sharp  as 
the  promoters  of  the  financial  interests  behind  them.  These 
promoters  or  exploiters  were  often  the  political  leaders  and  in 
some  cases  the  bosses  behind  the  throne,  who  sometimes  selected 
mayors  and  aldermen,  but  whose  names  did  not  appear  on  the 
ticket  of  any  political  party  at  elections,  although  they  some- 
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times  were  the  invisible  government,  just  the  same.  These  men 
were  quick  to  see  the  power  which  they  held,  and  as  they  needed 
money  to  use  in  the  business  of  maintaining  a  grip  on  the  local 
political  situation  they  were  not  slow  to  grasp  their  opportunity 
to  work  for  the  financial  interests.  And  so  politics  became  a  large 
factor  in  the  public  business  as  an  ally  of  the  special  interests, 
and  the  era  of  speculation  in  public  service  properties  and  se- 
curities was  ushered  in,  and  out  of  these  exploitations  vast  for- 
tunes were  piled  up  with  all  the  evils  and  low  morals  which 
usually  attend  the  making  of  easy  money. 

These  exploiters  now,  like  Alexander,  sighed  for  other 
worlds  to  conquer,  and  the  cancer  began  to  spread.  To  get  what 
they  wanted  it  was  necessary  to  control  "  the  powers  that  be," 
the  powers  that  granted  favors;  and  the  same  sordid  sickening 
drama  has  been  enacted  all  over  the  country.  When  you  follow 
the  trail  of  the  corrupt  politician  to  his  usual  place  of  business 
you  will  usually  land  in  the  directors'  room  of  some  corporation 
behind  closed  doors  with  the  curtains  pulled  down.  Wherever 
politics  has  been  rotten,  business  has  furnished  the  infection, 
and  it  has  too  often  been  transmitted  by  the  man  whose  large 
power  for  evil  was  his  cloak  of  eminent  respectability. 

I  have  heard  men  say  business  was  cleaner  than  politics. 
I  do  not  agree  with  that  statement.  In  fact,  they  are  one  and 
the  same  thing.  I  don't  know  where  or  how  there  could  be 
corrupt  politics  without  a  close  business  connection.  If  there 
were  no  corrupt  business  men  to  do  the  bribing  and  buying  there 
would  be  no  bribed  and  bought  politicians.  The  grafter,  Abe 
Ruef,  in  San  Francisco,  who  is  now  doing  time  in  San  Quentin, 
was  not  a  cause,  he  was  simply  the  effect.  The  cause  lay  back  of 
him,  and  it  was  a  traversty  on  justice  to  send  him  to  jail  and 
allow  the  officials  of  the  Southern  Pacific  Railroad  and  the 
United  Railroad  Company  of  San  Francisco  to  go  free,  and  it  is 
that  brand  of  so-called  justice  that  is  the  cause  of  a  large  amount 
of  the  present  unrest  all  over  the  country.  Men  have  a  feeling, 
and  they  have  a  right  to  it,  that  there  are  two  laws  in  the  land, 
one  for  the  man  who  steals  a  dollar  and  another  for  the  man  who 
steals  a  million. 

It  was  the  special  interests  at  Pittsburgh,    Philadelphia, 
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Cincinnati,  San  Francisco,  St.  Louis,  New  York  and  some  places 
nearer  home,  that  were  responsible  for  the  bad  local  polit- 
ical conditions.  The  special  interests  were  represented  by  the 
solid  business  men  who  furnished  the  money  to  do  the  bribing. 
They  never  did  it  themselves.  Oh,  no,  they  were  too  respectable 
to  do  more  than  furnish  the  money,  but  if  some  of  these  men  of 
eminent  respectability,  but  with  dirty  hands,  had  been  com- 
pelled to  wade  through  the  filthy  stream  themselves,  they  might 
have  sized  up  their  rottenness.  Such  men  are  more  to  blame 
than  the  weak  bribe-takers,  who,  for  a  mess  of  pottage,  barter 
away  the  rights  of  the  people.  Special  privilege  sees  to  it  that 
men  are  elected  who  can  be  serviceable.  They  are  elected  be- 
cause they  can  be  handled,  and  the  people  get  just  what  they 
bargained  for  and  what  they  deserve  when  they  allow  these 
conditions  to  exist,  and  they  often  exist  because  men  like  you 
fail  to  do  your  duty,  in  the  rendering  of  service. 

Worcester  is  a  clean  city  politically,  and  if  the  great  Apostle 
Paul  were  living  in  it,  he  could  say  with  truth,  "  I  am  a  citizen 
of  no  mean  city."  Yet  in  1910,  one  of  the  aldermen  told  me  — 
and  he  repeated  on  the  floor  of  the  Aldermanic  Chamber  —  that 
a  man  who  was  connected  with  the  Consolidated  Railroad  came 
to  him  and  named  three  members  of  the  Board  of  Aldermen  who 
would  be  satisfactory  to  the  Worcester  Consolidated  Street 
Railway  Co.  for  president  of  the  Board  of  Aldermen.  Well,  we 
saw  to  it  that  none  of  the  three  men  who  were  so  nominated  or 
suggested  were  elected.  There  was  no  attempt  at  bribery;  they 
simply  wanted  a  man  as  president  of  the  Board  of  Aldermen  who 
would  be  friendly  to  their  interests,  and  were  not  backward  about 
making  their  wants  known. 

It  is  the  same  old  story.  From  the  beginning  of  time, 
private  interests  have  always  been  vigilant,  while  public  interest 
is  allowed  to  remain  anybody's,  everybody's  and  consequently 
nobody's  lookout.  For  example,  in  October,  1910,  a  hearing 
was  held  before  the  City  Council  of  Boston  on  the  petition  of  the 
Elevated  Road  to  carry  baggage  and  freight  through  the  streets 
of  Boston  and  for  the  erection  of  a  large  trolley  freight  terminal, 
and,  if  the  press  reports  were  correct,  it  was  the  most  slimly 
attended  hearing  held  in  the  city  for  years.    According  to  the 
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Boston  Post  of  October  15,  1910,  **  but  six  persons  not  directly 
interested  appeared,  and  but  one  of  these,  Mr.  James  H.  Bren- 
nan,  of  Charlestown,  spoke  in  opposition  to  granting  the  franchise, 
he  making  the  charge  that  a  scheme  to  form  a  gigantic  trolley 
express  trust  was  behind  the  petition."  Not  another  person 
in  public  life  save  the  members  of  the  Council  were  present,  nor 
did  a  representative  of  any  organization  or  association,  with  one 
exception,  appear,  to  speak  on  the  matter  either  for  or  against. 
The  only  person,  beside  the  railroad  representatives  and  Mr. 
Brennan,  who  addressed  the  Council  was  Mr.  Joseph  B.  East- 
man, secretary  of  the  Public  Franchise  League,  who  has  just  been 
appointed  by  Governor  Walsh  as  a  member  of  the  Public  Service 
Commission,  ^o  said  he  thought  his  organization  would  approve 
granting  the  franchise  with  certain  restrictions  as  to  the  time  and 
methods  of  operating  the  proposed  trolley  express.  That  is  a 
fair  sample  of  the  interest  of  the  public  in  their  own  business, 
and  under  such  conditions  is  it  to  be  wondered  at  that  the 
municipality  gets  the  hot  end  of  the  poker  handed  out  to  it? 

Often,  after  a  bitter  contest,  a  franchise  is  granted  to  a 
public  service  corporation,  and,  in  a  few  years,  the  mayor,  and 
every  man  in  the  Board  of  Aldermen  and  Common  Council,  and 
many  of  the  heads  of  departments,  having  served  their  terms 
of  office  have  stepped  out  and  the  new  men  in  the  City  Council 
have  no  knowledge  whatever  of  the  conditions  named  in  the 
franchises  under  which  the  corporations  are  operating.  They 
have  never  seen  them,  have  never  heard  of  them,  and  have  never 
given  the  matter  even  a  passing  thought.  All  the  conditions  have 
been  forgotten,  as  the  public  service  corporation  expected  they 
would  be  forgotten,  and  the  corporation  does  as  it  pleases  be- 
cause there  is  no  one  with  a  knowledge  of  the  facts  and  condi- 
tions continuously  watching  after  the  interests  of  the  dty. 
There  is  not  a  firm  or  corporation  in  existence  that  would  be 
successful  under  such  conditions. 

The  public  service  corporation  sometimes  rides  rough  shod 
over  a  community.  I  had  one  case  of  this  character  while  mayor 
of  my  dty.  The  decree  of  the  court  for  the  abolition  of  the 
Southern  Railroad  grade  crossings  in  Worcester  was  passed  before 
I  became  mayor,  but  the  work  had  not  been  started.    When  this 
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matter  was  before  the  courts,  as  I  understand  it,  the  contention 
of  the  New  Haven  Railroad  was  that  as  Jackson  Street  was  not 
to  be  touched  there  should  be  no  land  damage  or  consequential 
damages  in  connection  with  that  crossing.  But  in  working  out 
the  engineering  details,  following  the  lines  laid  down  by  the  order 
of  the  court,  it  was  found  that  to  put  in  the  foundations  of  the 
Southbridge  Street  bridge  it  would  be  necessary  to  take  posses- 
sion of  a  considerable  portion  of  the  Jackson  Street  location. 
Neither  the  engineers  of  the  New  Haven  Railroad  or  the  con- 
tracting engineers  who  were  doing  the  work  said  a  word  to  the 
mayor  or  dty  engineer,  but  they  quietly  laid  their  plans  to  take 
possession  of  the  street,  and  accumulated  on  the  railroad  loca- 
tion adjacent  to  the  work  the  proper  machinery  with  supplies 
and  material  for  putting  in  the  concrete  foundations,  taking 
good  care  to  make  no  move  which  would  attract  attention  until 
after  one  o'clock  Saturday,  after  all  the  courts  had  adjourned,  so 
that  there  was  little  likelihood  of  an  injunction  should  the  dty 
learn  of  their  plan  and  try  to  stop  it.  About  lo  p.m.  on  Sunday, 
I  was  asked  by  telephone  if  I  knew  what  was  being  done  at 
Jackson  Street,  and  replied  that  I  did  not.  I  was  then  informed 
that  the  street  had  been  fenced  off  and  the  foundation  of  the 
bridge,  which  took  up  about  a  third  of  the  area  of  the  street,  was 
well  along  toward  completion.  I  called  the  street  commisdoner 
and  sent  him  down  to  see  what  was  being  done,  and  about  mid- 
night he  reported  as  I  have  just  stated.  I  then  asked  the  dty 
engineer,  street  commissioner,  assistant  dty  solidtor  and  chief 
of  police  to  meet  me  at  Jackson  Street  crossing  at  seven  o'dock 
Monday  morning,  and  about  eight  o'dock  we  located  the  con- 
tractor and  I  ordered  him  to  stop  work  at  once  at  Jackson  Street 
and  was  informed  by  him  that  he  did  not  take  his  orders  from 
me;  his  orders  were  to  put  in  the  bridge;  to  which  I  replied, 
*'  You  will  take  orders  from  me  this  morning."  I  then  ordered  the 
chief  of  police  to  arrest  every  man  on  the  job  for  trespass  if  they 
did  not  stop  work  at  once,  and  they  stopped.  I  then  had  the 
street  commissioner  call  in  from  different  sections  of  the  dty 
about  seventy-five  men  of  his  department  and  at  i  p.m.  we  moved 
on  the  works  and  tore  down  the  concrete  walls,  threw  the  boards, 
etc.,  over  on  to  the  railroad  location,  destroyed  the  concrete  foun- 
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dations  which  had  been  put  in  and  which  were  hardening  and  said 
to  the  contractor,  "  It  is  your  move.**  Inside  the  next  forty- 
eight  hours  I  had  an  agreement  with  the  New  Haven  Road  to 
buy  for  them  the  necessary  land  to  take  the  place  of  the  land 
taken  in  the  street,  and  they  would  construct  for  the  city  as  good 
a  street  as  the  one  they  had  taken  possession  of. 

For  some  time  prior  to  my  administration  as  mayor,  the 
Consolidated  Street  Railway  Co.  had  been  trying  to  secure  a 
franchise  for  carrying  freight  and  express  through  the  streets  of 
Worcester.  In  1907  the  Board  of  Aldermen  had  granted  such 
a  franchise,  and  my  immediate  predecessor  had  vetoed  the  grant 
of  the  Aldermen  because  there  was  no  time  limit  specified  in  the 
franchise,  and  this  was  one  of  the  issues  in  the  municipal  cam- 
paign of  1907  when  I  first  became  a  candidate  for  mayor.  In 
my  first  inaugural  message  in  January,  1908,  I  stated  with  con- 
siderable clearness  my  creed  in  regard  to  public  service  franchises, 
and  after  four  years  of  experience  as  mayor,  I  would  not  now 
modify  but  would  make  stronger,  if  possible,  the  five  articles  in 
that  creed.    Permit  me  to  restate  them: 

First,  that  the  streets  of  the  city  belong  to  all  the  people 
of  that  city,  and  that  no  mayor  or  city  government  or  state 
conmiission  has  a  right  to  barter  them  away. 

Second,  that  the  day  has  forever  passed  when  any  city 
should  grant  a  perpetual  franchise  of  any  kind  whatever  to  any 
public  service  corporation. 

Third,  in  granting  a  franchise  for  a  term  of  years  it  should 
be  the  shortest  possible  term  that  would  allow  the  corporation 
prof)er  time  for  development,  giving  to  it  a  fair  return  for  its 
development  and  on  the  actual  capital  invested  in  the  enterprise. 

Fourth,  that  the  time  to  attach  conditions  to  a  public 
service  franchise  is  when  it  is  granted,  and  that  the  city  ought  not 
to  be  forced  to  plead  for  that  which  is  rightfully  its  own. 

Fifth,  that  the  mind  of  man  cannot  to-day  frame  a  franchise 
naming  conditions  which  will  cover  even  the  next  ten  years,  to 
say  nothing  of  protecting  the  far  future,  and  for  that  reason 
perpetual  franchise  ought  not  to  be  granted,  for  nobody  to-day 
can  foresee  what  the  future  may  have  in  store  in  the  way  of 
increased  demands  upon  our  public  streets. 
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During  the  entire  four  years  of  my  administration  the  sub- 
ject of  a  trolley  freight  service  was  under  consideration  and,  as  I 
remember  the  circumstances,  the  trolley  line  had  secured  fran- 
chises on  every  trolley  road  up  to  the  city  limits,  but  the  aldermen 
and  mayor  of  Worcester,  while  desiring  to  grant  the  franchise 
with  a  reasonable  time  limit,  had  not  been  able  to  make  any 
progress  because  the  city,  through  them,  insisted  that  there 
should  be  written  into  it  a  time  limit  (the  suggestion  being  fifteen 
or  twenty  years),  so  that  with  the  development  of  the  next 
twenty  years,  if  conditions  were  to  arise  which  no  man  was  wise 
enough  now  to  foresee,  there  should  then  be  a  new  deal  based 
upon  experience  and  upon  the  new  conditions  then  existing. 

The  trolley  company  put  up  a  plea  of  the  enormous  ex- 
penditures of  money  required  to  put  the  trolley  freight  service 
in  operation,  but  when  we  began  to  investigate  we  did  not  find 
the  occasion  for  enormous  expenditures.  The  tracks,  wires, 
poles  and  the  complete  organization  were  already  provided,  and 
all  that  was  needed  was  a  few  cars  and  a  freight  depot.  I  said 
at  one  of  the  hearings  at  the  State  House  that  I  could  anticipate 
difiiculdes  in  the  future  for  the  trolley  express  company  by 
having  a  time  limit  fixed,  in  the  franchises,  but  I  could  also 
anticipate  very  serious  difiiculdes  for  the  municipality  in  not 
having  a  time  limit  fixed,  and  I  trusted  that  while  I  approached 
the  subject  with  an  open  mind  I  might  be  permitted  to  suggest 
that  aldermen  and  mayors  were  elected  to  safeguard,  as  far  as 
they  were  able,  the  interests  of  the  city.  The  trolley  companies 
did  not  need  them  to  look  out  for  their  interests,  for  they  had 
shown  wonderful  ability  to  take  care  of  themselves. 

When  we  had  a  hearing  on  this  matter  before  the  Massa- 
chusetts Railroad  Commission,  or  before  a  legislative  committee, 
I  have  forgotten  which,  and  the  attorney  for  the  trolley  road 
suggested  that  they  did  not  know  what  kind  of  a  mayor  and 
board  of  aldermen  the  dty  of  Worcester  might  have  in  twenty 
years,  my  reply  was  that  the  trolley  road  was  evidently  afraid 
to  trust  the  future  representatives  of  the  city,  but  with  the 
experience  of  the  past  twenty  years  fresh  in  our  minds,  it  re- 
quired some  nerve  to  suggest  that  the  dty  must  surrender  its 
rights  to  the  trolley  road  and  trust  them  entirely  for  all  time. 
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While  this  contest  was  on  I  was  reminded  a  good  number  of 
times  that  if  I  had  aspirations  for  other  political  honors  I  was 
driving  nails  in  my  political  coffin  by  carrying  on  this  fight. 
Well,  I  had  no  other  political  aspirations,  so  I  kept  on  the  job. 
We  were  advised  by  the  Railroad  Commission  that  under  the 
present  law  it  would  not  have  the  right  to  approve  a  limited 
franchise,  and  my  reply  to  that  was,  *'  Then  let  us  have  the  law 
changed."  Knowing  the  influence  which  put  the  law  as  it  now 
is  on  the  statute  books  we  have  got  to  put  an  end  to  public 
service  corporations  or  any  other  corporations  or  special  interests 
writing  up  the  laws  for  their  own  control.  There  has  been  too 
much  of  that  done  already. 

At  a  conference  with  the  chairman  of  the  Railroad  Com- 
mission in  October,  1909,  when  I  was  reminded  by  him  that  the 
Consolidated  Street  Railway  Co.  could  go  past  the  city  to  the 
Commission  and  get  what  it  wanted  without  the  consent  of  the 
Board  of  Aldermen,  I  said,  **  Well,  I  am  glad  there  is  still  a 
Supreme  Court  to  go  to  in  Massachusetts.''  And  the  reply  of 
the  chairman  was,  **  There  is  no  way  to  get  your  case  before  the 
Supreme  Court,  Mr.  Mayor;  the  Commission  is  in  a  sense  the 
Supreme  Court  in  this  matter.  The  only  way  to  get  a  change 
would  be  to  change  the  law,  and  with  the  railroad  interests  so 
dominating  at  Boston,  it  is  hardly  possible  to  expect  to  get  that 
done." 

The  Railroad  Commission  took  the  position  that  under  the 
existing  law  they  would  have  no  legal  right  to  grant  a  limited 
term  franchise.  The  city  solicitor  submitted  to  the  Railroad 
Commission  a  brief  and  asked  the  Commission  to  agree  with  the 
city  on  a  statement  of  facts  so  that  the  City  could  bring  the 
precise  question  at  issue  before  the  Supreme  Court  for  a  ruling; 
but  the  brief  was  practically  filed  and  that  was  as  far  as  it  ever  got. 

A  trolley  freight  franchise  was  granted  by  the  Commission 
on  December  4,  191 1,  without  a  time  limit  but  with  a  proviso 
that  should  the  Commonwealth  in  the  future  grant  franchises 
with  a  time  limit  the  dty  of  Worcester  had  not  lost  its  right 
in  the  premises,  and  that  was  all  we  saved  out  of  a  five-year 
fight,  when  I  think  every  man  in  the  Board  of  Aldermen  and  the 
mayor  wanted  to  grant  the  right,  but  not  in  perpetuity. 
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Now,  while  we,  as  chosen  representatives  of  the  city,  were 
waging  that  contest  to  maintain  the  natural  rights  of  the  citizens 
of  Worcester  that  were  yet  to  be,  did  Worcester  come  down 
to  Boston  as  a  unit?  No,  she  almost  never  does.  We  presented 
a  divided  front  as  usual,  and  one  faction  for  the  privil^^  of 
selling  a  few  more  goods  annually  i  i  Worcester  County  were  will- 
ing to  part  company  forever  with  God-given  rights  which  were 
not  theirs  to  give  away.  We  can  always  be  generous  with  what 
belongs  to  some  one  else.  These  rights  belonged  to  the  genera- 
tions yet  unborn,  but  the  petty  special  interest  of  to-day  was 
larger  than  the  common  good  of  the  far  extending  future.  Re- 
member, the  public  service  corporations  are  not  the  only  special 
interests  looking  out  for  themselves. 

It  was  my  intention  to  tell  you  something  about  my  long 
contest  with  the  Worcester  Electric  Light  Company  but  I 
found  that  in  the  preparation  of  the  material  for  my  paper  to- 
night I  had  cut  down  more  timber  than  I  could  trim  out,  so  that 
I  can  only  briefly  refer  to  that  contest  which  lasted  from  De- 
cember 7,  1910,  when  I  entered  my  complaint,  to  July  10,  1912, 
when  the  Gas  and  Electric  Light  Commission  rendered  its  de- 
cision. It  is  a  very  interesting  and  instructive  story  and  would 
be  entitled  to  a  whole  evening;  for  it  was  an  epoch-making 
contest,  and  I  never  could  have  made  the  fight  had  I  not  taken  the 
bit  in  my  teeth.  If  I  had  brought  the  matter  to  the  attention 
of  the  City  Council,  the  powers  that  be  would  have  got  busy  with 
the  members  and  I  would  have  been  checkmated.  Let  me  explain 
what  I  mean. 

I  began  my  investigation  in  January,  1909,  and  in  March  I 
had  gone  far  enough  to  be  conscious  of  the  fact  that  I  needed 
expert  knowledge  which  I  did  not  possess,  so  I  asked  the  city 
solicitor  if  I  had  the  right  to  employ  an  expert  without  going  to 
the  City  Council  for  authority  to  do  so,  and  then  I  outlined  to  him 
my  interpretation  of  the  City  Charter.  I  might  add  our  charter 
was  granted  in  1893,  and  while,  like  all  the  works  of  man,  it  has 
its  imperfections,  it  has  been  a  good  charter  to  work  under. 
It  says  that  when  the  City  Council  has  appropriated  funds  for 
any  of  the  departments  of  the  city,  such  funds  shall  be  expended 
by  the  head  of  the  department  under  the  direction  of  the  mayor. 
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and  that  every  contract  in  excess  of  three  hundred  dollars  must 
have  the  approval  of  the  mayor  in  writing.  In  like  manner,  when 
the  City  Council  has  appropriated  funds  to  the  general  expense 
or  incidental  account,  such  funds  are  to  be  expended  on  the  order 
of  the  mayor.  I  therefore  asked  the  city  solicitor  the  question, 
"  To  whom  does  the  mayor  go  for  approval  of  his  expenditures 
from  this  account?  "  The  city  solicitor  said  my  interpretation 
was  right  and  I  had  a  legal  right  to  expend  the  money  for  expert 
assistance  if  I  was  willing  to  take  the  responsibility.  As  I  was 
not  going  after  this  game  with  a  brass  band  I  didn't  intend  to 
ask  for  the  authority  of  the  City  Council  to  do  what  I  already  had 
a  legal  right  to  do,  and  then  find  myself  checkmated  by  the 
Electric  Light  Company,  for  were  I  to  ask  for  the  authority  I 
knew  the  special  interests,  so  to  speak,  would  throw  a  monkey- 
wrench  into  the  machine  and  put  it  out  of  commission.  They 
would  get  busy  the  very  next  day  with  the  members  of  the  City 
Council  and  then  we  would  hear  the  wail  about  wasting  the 
"  peepul's  "  money,  and  the  powers  that  be  would  see  to  it  that 
all  the  watch  dogs  of  the  treasury  were  on  the  job  to  save  the 
city's  money.  That  would  be  the  claim,  but  the  motive  would 
be  to  prevent  an  investigation  by  not  granting  the  sinews  of 
war. 

After  I  began  my  investigation  and,  in  due  time,  it  became 
known  that  I  had  an  expert  at  work,  there  was  newspaper  oppo- 
sition. It  was  stated  that  the  mayor  was  spending  money  without 
leave  or  license,  without  any  authority  from  the  City  Council, 
but  I  refused  to  discuss  the  matter  through  the  press  and  kept 
right  on  the  job. 

Now  for  the  vindication  of  that  course.  A  little  later  in  my 
administration  we  were  having  very  poor  service  from  the 
Consolidated  Street  Railway  Co.,  and  the  president  of  the  Board 
of  Aldermen,  who  was  chairman  of  the  Street  Committee,  in- 
troduced an  order  to  employ  an  engineer  to  examine  and  report 
to  the  City  Council  in  regard  to  the  equipment,  power  plant,  etc., 
of  the  Consolidated  Street  Railway  Co.  The  chairman  of  the 
Board  of  Aldermen  brought  to  me  the  order  before  it  was  in- 
troduced, and  I  told  him  I  could  pay  for  that  investigation  out 
of  the  incidental  account,  which  could  be  expended  on  the  order 
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of  the  mayor  if  I  so  desired,  but  I  said,  "  You  go  ahead  and  this 
will  vindicate  my  position  in  not  asking  the  City  Council  for 
authority  to  hire  an  expert  in  the  Electric  light  investigation." 
His  original  order  called  for  an  appropriation  of  one  thousand 
dollars,  which  he  finally  offered  to  reduce  to  five  hundred  dollars 
in  hopes  to  get  it  through,  although  that  would  not  have  been 
sufficient  to  pay  for  any  investigation  worthy  of  the  name.  Did 
he  get  the  amount  asked  for?  Not  one  red  cent.  1  he  powers  that 
be  got  busy  and  the  representatives  of  the  people,  the  watch 
dogs  of  the  city  treasury,  howled  about  throwing  away  the 
**  peepul's  "  money,  and  two  of  the  aldermen  whom  I  referred  to 
earlier  in  this  paper,  who  were  satisfactory  to  the  Consolidated 
Street  Railway  Co.  for  president  of  the  Board  of  Aldermen, 
voted  against  the  order  to  appropriate  the  money,  and  there  the 
matter  practically  died  and  there  was  no  investigation  worthy 
of  the  name;  but  that  abundantly  vindicated  my  course  in  not 
asking  the  City  Council  for  authority  to  do  what  I  already  had  a 
legal  right  to  do. 

The  foundation  of  our  government  is  assailed  by  two  forces 
which  are  at  the  opposite  extremes  of  our  political  life.  Many  of 
the  people  see  only  the  danger  from  the  low-down  grafter,  urtio 
would,  through  the  cheap  politician,  by  corruption  and  through 
the  aid  of  the  saloon,  control  the  political  destinies  of  town,  city, 
state  and  nation.  But  there  are  other  enemies  which  have  been 
doing  their  work  against  the  interests  of  the  public.  These  men 
are  not  of  the  low-down  grafter  order,  but  quite  the  reverse. 
They  are  clear  at  the  other  extreme,  the  high-toned,  so-called 
solid  business  men  who  have  for  years  been  exploiting  the  public 
for  their  own  private  gain,  and  in  large  measure  they  are  the  men 
who  are  creating  the  unrest  at  the  present  time.  Now,  what  is  the 
cure  for  part  of  our  troubles?  An  awakening  of  civic  righteous- 
ness, an  aspiration  for  better  civic  conditions,  a  larger  sense  of 
duty  and  personal  responsibility  by  just  such  men  as  are  here 
to-night,  a  willingness  to  render  service.  We  have  in  the  last 
few  years  been  passing  through  an  industrial  and  commercial 
revolution,  and  the  air  is  somewhat  clearer.  Much  of  the  under- 
brush of  pernicious  business  practices  has  been  cut  away.  The 
lines  between  honesty  and  dishonesty  have  been  resurveyed;  new 
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bounds  have  been  set,  and  many  men  are  viewing  duty  from  a 
new  angle  of  vision. 

And  what  is  the  duty  of  those  who  are  in  control  of  our 
public  service  corporations?  I  do  not  like  to  sit  in  judgment  on 
other  men,  but  we  are  sometimes  compelled  to,  but  the  longer  I 
have  been  a  student  of  municipal  conditions  the  more  it  has 
seemed  to  me  that  a  type  of  mind  has  been  developed  by  the 
management  of  some  public  utilities  which  cannot,  or  at  least 
does  not,  get  a  correct  perspective  of  the  duty  which  it  owes 
the  community.  It  is  like  what  we  are  seeing  exhibited  in  Ger- 
many to-day,  —  an  utter  inability  to  see  the  cold  logic  of  facts 
except  from  a  perverted  angle  of  vision.  The  men  in  control 
of  many  of  our  public  utilities  have  shown  themselves  to  have 
been  inspired  by  the  spirit  of  supreme  selfishness  and  that  alone. 
One  thought  has  been  uppermost  in  their  minds,  and  that  has 
been  to  exploit  the  public  for  their  own  benefit.  Now,  if  ever,  is 
the  time  for  them  to  consider  diligently  the  public  good  and  if 
for  none  other  than  the  most  selfish  reasons,  that  lasting  security 
may  be  given  to  their  private  interests.  If  they  do  not  do  this, 
if  they  do  not  change  their  policies  and  work  more  for  the  common 
good,  there  will  be  a  day  of  reckoning  for  them. 

There  must  be  more  publicity  —  there  must  be  less  done 
behind  closed  doors,  and  the  accounts  of  these  corporations  must 
be  kept  so  as  to  disclose  rather  than  hide  the  actual  conditions. 
Why  do  I  make  this  so  strong?  Because  it  took  months  of 
work  to  get  out  of  our  Worcester  Electric  Light  Company  the 
information  in  regard  to  its  condition  that  the  mayor  demanded 
in  his  contest  with  the  company  —  information  that  he,  as  the 
chief  executive  of  the  dty,  had  a  right  to  know.  From  first  to 
last  there  was  a  studied  attempt  on  the  part  of  the  company 
to  prevent  the  facts  from  being  made  known, —  and  why? 
Because  they  knew  that  they  were  overcharging  the  dty  and 
the  citizens  by  excessive  rates  and  putting  the  extra  amounts  so 
taken  from  the  public  into  their  plant,  so  that  when  the  Gas 
and  Electric  Light  Commission  rendered  its  decision  it  gave  the 
mayor  everything  he  contended  for. 

The  mayor  protested  against  their  taking  from  the  citizens 
of  Worcester  over  one  hundred  thousand  dollars  a  year  througl^ 
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a  depreciation  account  that  represented  their  method  of  book- 
keeping to  hide  their  profits,  and  the  Commission,  in  rendering 
its  decision  said,  **  When  the  company  first  made  a  return  to  this 
Board,  in  1888,  it  had  a  plant  valued  at  $109000  and  a  capital 
stock  of  $100000.  Its  returns  since  then  show  that  of  the 
amounts  expended  on  its  plant,  nearly  one  half  has  been  provided 
out  of  earnings  on  account  of  depreciation  charges  and  in  the 
accumulation  of  an  actual  surplus;  all  this  in  addition  to  ample 
maintenance  charges  and  its  operating  accounts."  In  other  words, 
the  Commission  said  that  the  City  of  Worcester  and  the  citizens  of 
Worcester  had  out  of  their  own  pockets  paid  for  nearly  one  half  of 
the  plant,  and  in  my  opinion,  the  people  of  Worcester  have  paid  for 
more  than  half  of  it,  and  yet  they  have  not  a  dollar  of  interest  in  it. 

They  may  come  back  and  say  they  have  never  had  any 
dividends  on  the  surplus,  but  they  don't  deserve  any  credit  on 
that  score.  In  1908  and  1909  the  gas  and  electric  light  com- 
panies of  the  state  had  bills  before  the  legislature  asking  for 
permission  to  capitalize  their  surplus  so  they  could  get  dividends 
on  it,  although  the  headings  on  the  bills  presented  to  the  l^s- 
lature  did  not  put  it  that  way. 

The  mayor  said  they  must  be  compelled  to  render  service 
and  give  the  public  lower  rates,  and  that  they  have  done.  He 
asked  for  a  reduction  in  the  price  of  street  arc  lights,  of  which 
there  were  about  900,  from  $91.25  to  $80.00  per  annum.  The 
company  wanted  $96.28.  The  Commission  gave  the  city  $80.30 
to  make  even  money,  22  cents  per  lamp  per  night.  The  mayor 
said  in  his  testimony  that  in  three  years  the  company  would 
thank  him  for  what  he  had  done,  and  what  has  been  the  result.^ 
In  1909  the  company  did  a  business  of  $347  543.83,  and  not- 
withstanding the  reductions  in  rates  that  have  been  made  since 
then,  their  business  for  the  year  ending  June  30,  1914,  aggregated 
J»88o  248.19,  and  they  made  $76  265.04  more  profit  in  1914  than 
their  total  income  in  1909,  and  they  haven't  come  round  with 
an  honorarium  of  even  a  nickel  to  the  now  ex-mayor  for  helping 
to  put  them  on  their  job.  But  there  are  compensations.  I  don't 
think  there  is  a  man  connected  with  the  company  who  is  not  my 
friend  to-day,  and  he  ought  to  be,  for  I  was  the  best  meal  ticket 
they  ever  struck. 
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I  cannot  close  this  talk  to-night  without  making  acknowledg- 
ment and  expressing  my  thanks,  giving  great  credit  to  the 
attorney  who  fought  this  battle  for  the  mayor  and  the  dty  of 
Worcester.  The  dty  solidtor  was  ill  and  away  from  the  dty, 
and  my  friend,  Webster  Thayer,  Esq.,  came  to  my  assistance  and 
put  up  the  fight  of  his  life,  and  without  his  splendid  help  the 
result  might  have  been  very  different. 

And  now  in  dosing  permit  me  to  say  the  public  service 
corporations  are  the  servants  of  the  people  and  not  their  masters, 
and  the  master  is  entitled  to  an  account  of  the  servant's  steward- 
ship. The  public  service  corporation  must  move  out  of  the  valley 
of  sedu^on,  where  it  has  too  long  transacted  its  business.  Its 
new  offices  must  be  on  the  hills  of  publidty,  in  full  view  of  the 
people,  whose  servant  it  is,  and  it  will  then  be  treated  to  a  great 
surprise,  for  it  will  be  found  that  it  will  cost  less  to  do  its  business 
out  in  the  open  than  it  has  cost  it  in  the  past  to  do  it  in  back 
offices  with  the  curtains  drawn  down.  In  that  good  old  Book, 
now  much  neglected,  but  in  which  is  stored  the  wisdom  of  ages, 
and  to  which  even  in  these  days  of  commerdalism  we  can  turn 
in  hours  of  trial,  sorrow,  disappointment,  and  when  burdened 
with  heavy  cares  and  responsibilities  in  bearing  our  twentieth- 
century  burdens,  and  find  in  it  the  courage,  the  inspiration  and 
the  help  that  will  hold  us  true  to  the  course,  we  find  expression 
to  a  fundamental  truth  when  it  says,  —  "  And  the  truth  shall 
make  you  free."  And  so  it  will  be  with  the  public  service  corpora- 
tion when  the  light  of  publidty  has  been  let  in  on  their  doings. 
When  they  have  nothing  to  hide  they  can  take  the  public  into 
their  confidence,  **and  the  truth  shall  make  them  free." 


DISCUSSION. 

By  Messrs.  Alonzo  R.  Weed  and  Frederick  J.  Macleod. 

Mr.  Weed.  —  Mr.  President  and  Gentlemen,  —  I  told  the 
President,  a  little  while  ago,  that  I  came  here  to  listen  to  Mayor 
Logan  and  not  to  make  a  speech.  But  one  of  my  neighbors, 
who  is  in  the  habit  of  making  after-dinner  speeches,  sometimes 
says  that  he  is  like  a  dog  and  speaks  for  his  dinner.    I  suppose 
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that  perhaps  I,  likewise,  owe  to  the  President  a  speech  for  my 
dinner. 

There  were  one  or  two  things  which  Mayor  Logan  said  — 
and  I  can  assure  you  that  I  have  seen  him  in  action  with  his  war 
paint  on,  his  tomahawk  in  one  hand  and  his  rifle  in  the  other, 
and  I  know  he  has  done  some  very  admirable  service  for  his  dty  — 
which  I  think  are  worth  while  emphasizing.  If  I  speak  in  a  very 
inconsequential  way  about  them,  I  am  sure  you  will  pardon  me 
for  that. 

I  think  he  brought  out  one  thing  which  very  likely  has 
impressed  many  of  you  gentlemen  who  have  been  before  any 
public  service  bodies,  the  legislature  or  any  committees  or  any 
other  public  boards,  or  even  the  municipal  boards.  And  that  is, 
that  there  is  usually  a  very  great  inequality  in  the  contests 
that  go  on  before  those  boards.  The  men  of  training  and  brains 
and  character  are  arrayed  on  one  side,  and  there  is  a  pretty  raw 
product  arrayed  on  the  other,  and  the  contest  is  not  equal.  I 
think  this  fact  necessarily  arouses  in  the  minds  of  those  who  have 
to  listen  to  that  sort  of  a  contest  a  good  deal  of  sympathy  for  the 
public.  The  public  is  so  often  so  extremely  poorly  represented. 
The  case  to  which  the  mayor  has  alluded,  which  occurred  in  rela- 
tion to  the  Worcester  Electric  Light  Company,  is  one  of  the  few- 
cases  which  my  Board  has  heard,  since  I  have  been  a  member  of 
it,  where  the  public  really  had  an  adequate  representation,  where 
you  felt  that  in  a  way  the  two  sides  were  on  a  fair  equality  in  the 
character  of  the  presentation  of  their  respective  cases,  the 
evidence  submitted,  and  the  scope  of  the  inquiry.  Such  a 
presentation  is  extremely  helpful  to  any  one  who  must  for  the 
time  being  try  to  hold  the  scales  of  justice. 

There  was  one  other  thing  to  which  he  alluded  which  I  do 
not  believe  has  as  much  emphasis  given  it  as  should  be  given,  and 
that  is  the  question  of  complete  publicity  of  the  affairs  of  those 
corporations  which  have  to  do  with  the  public  service.  The 
longer  that  I  have  dealt  with  questions  of  that  sort  the  more  I  am 
convinced  that  this  is  the  one  feature  of  what  we  term  public 
regulation  which  has  a  very  substantial  promise  in  it.  I  am 
inclined  to  think  —  and  I  am  speaking,  perhaps,  rather  frankly 
about  it  —  that  there  are  many  other  features  that  have  not 
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much  promise.  We  are  temporizing,  we  are  dealing  in  ways  that 
cannot  perhaps  be  more  than  temporizing,  in  many  other  im- 
portant features  of  those  relations.  But  publicity  is  a  thing 
which  speaks  for  itself  and  is  a  thing  which  we  never  yet  have 
attained.  I  am  confident,  personally,  that,  if  we  had  a  publicity 
which  was  not  only  complete  in  itself  but  which  commanded 
confidence  so  that  people  thought  that  they  were  getting  the 
truth,  many  of  our  troubles  would  solve  themselves.  I  think  that 
we  oftentimes  get  a  great  deal  more  truth,  that  the  facts  are 
really  revealed,  far  more  than  the  public  gives  credit  for  their 
being  revealed.  But  there  has  been  a  sufficient  amount  of  the 
reticence  to  which  allu^on  has  been  made,  there  has  been  a 
sufficient  amount  of  evasion,  of  covering  up,  of  trickery  at  times, 
to  have  excited  a  very  great  distrust  in  anything  like  a  claim  of 
frankness  on  the  part  of  the  public  service  corporations.  And  it 
works  extremely  unfavorably,  and  to  the  very  great  disadvantage 
of  such  of  the  men  in  charge  of  those  corporations  who  are 
entirely  willing  to  have  the  truth  known,  men  of  high  character, 
who  may  differ  with  the  public  with  respect  to  certain  policies, 
but  have  no  disposition  at  all  to  have  any  question  raised  about 
facts.  A  fact  is  a  fact ;  it  is  changeless.  If  we  can  only  know  that 
fact,  there  is  no  longer  any  chance  for  dispute  about  it.  The 
only  question  which  then  remains  is  as  to  what  theory  we  shall 
have  with  respect  to  a  known  thing.  We  may  well  differ  over 
theories  and  policies,  but  a  fact  should  be  known  once  for  all. 
We  need  a  publicity  in  which  people  have  confidence  and  have 
reason  to  have  confidence.  When  we  have  that,  I  am  confident 
that  very  many  disputes  which  become  exceedingly  acute  at 
times  will  never  occur  af  all. 

There  is  something  else  which  I  would  like  to  say,  because 
I  may  not  get  a  chance  to  talk  to  engineers  en  masse  again.  I 
see  them  individually  a  great  many  times,  and  I  have  come  to 
have  a  very  profound  respect  for  the  profession  of  engineering. 
I  cannot  conceive  of  anything  really  finer  in  the  way  of  human 
achievement  than  to  have  the  capacity  to  imagine  some  great 
undertaking,  to  see  it  in  all  its  details,  to  see  that  the  work  is 
properly  assembled  and  constructed  and  to  see  something 
actually  grow  under  one's  own  hand  and  in  consequence  of  one's 
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own  conception.  This  seems  to  me  one  of  the  finest  bits  of  human 
achievement  and  human  service  that  can  be  performed.  I  hope 
I  have  said  that  as  earnestly  and  as  emphatically  as  I  feel.  But 
I  cannot  but  believe  that  there  is  a  great  deal  of  extremely 
valuable  engineering  ability  which  to  my  mind  has  been  diverted 
from  the  fine  things  to  which  it  might  be  applied  in  the  attempt 
to  determine  a  lot  of  things  which  are  not  worth  determining 
after  they  are  all  found  out»  or  apparently  found  out.  I  am 
speaking  now  of  the  great  diversion  of  engineering  ability  to  the 
effort  of  solving  a  great  many  of  these  so-called  public  service 
problems.  We  have  in  this  country,  for  a  variety  of  reasons, 
come  to  have  a  large  literature,  and  a  wide  discussion  through 
technical  journals  and  from  engineers  on  what  is  called  the 
reproductive  value  of  property.  But  it  is  a  speculation,  as  we  all 
must  realize,  and  relates  to  something  which  never  will  happen, 
and  which  is  never  expected  to  happen;  and  after  you  have 
speculated  and  reached  such  agreement  as  wide  differences  of 
opinion,  due  to  varying  unit  costs  and  to  the  elements  of  value 
to  be  considered,  makes  possible,  the  conclusion  really  settles 
nothing  permanently. 

For  my  own  part,  I  think  that  that  is  a  great  waste  of  a  finely 
equipped  body  of  human  energy,  and  it  seems  to  me  that  it  is 
a  diversion,  a  very  great  diversion,  from  the  great  work  of 
which  it  is  capable.  I  think  it  has  come  about,  to  some  extent, 
through  a  misconception  of  the  whole  policy  and  theory  of  public 
regulation,  of  its  philosophy,  if  I  may  speak  of  it  as  such.  It 
is  true  that  the  only  reason  we  try  to  regulate  at  all  is  because  we 
are  trying  to  enlist  private  capital  in  certain  services  which  the 
public  manifestly  might  perform  for  itself  if  that  seemed  the 
more  expedient  way.  And  we  have  created  to  a  very  considerable 
extent  with  regard  to  them  exclusive  privileges  for  their  p>er- 
formance,  for  a  variety  of  reasons  which  it  is  hardly  necessary  to 
discuss  here. 

I  have  never  supposed  that  a  monopoly  in  a  public  under- 
taking was  essentially  different  from  a  monopoly  in  a  private 
undertaking.  And  I  have  supposed,  and  I  think  there  is  reason 
to  believe,  that  the  inducement  to  monopoly  is  that  profits  by 
reason  of  monopoly  can  be  increased  over  what  is  probable  in  a 
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state  of  competition,  or  they  can  be  made  surer  by  means  of 
monopoly.  And  I  suppose  when  we  are  trying  to  settle  the 
questions  of  public  regulation,  we  are  in  reality  trying  to  enlist 
self  interest,  private  capital,  having  all  the  desires  and  impulses 
that  private  capital  has  in  any  unregulated  business,  and  trying  to 
curb  its  very  natural  desire  for  an  excessive  profit,  or  a  profit 
beyond  the  profit  which  it  might  get  without  the  monopoly,  or  the 
sure  and  safe  profit  and  therefore  usually  the  stagnant  service 
which  might  also  result  from  the  control  of  the  supply. 

That  is  what  we  are  trying  to  curb,  and  perhaps  it  may 
be  done  by  the  application  of  some  of  those  universal  and  mathe- 
matical rules  which  have  been  laid  down  from  time  to  time. 
On  the  other  hand,  so  far  as  I  have  seen  corporations,  they  differ 
just  about  as  much  as  individuals.  They  reflect,  just  as  indi- 
viduals reflect,  the  motives,  desires,  dreams,  ambitions,  failures, 
successes  of  the  men  who  dominate  them  from  time  to  time. 
We  cannot  cast  them  all  in  the  same  mold  because  they  cannot 
in  the  nature  of  things  be  cast  in  the  same  mold,  and  we  have 
to  deal  with  them  as  best  we  may.  But  what  we  are  really 
trying  to  control  and  to  keep  within  reasonable  bounds  is  this 
very  natural  desire  with  respect  to  profits  which  must  always 
exist,  so  far  as  we  can  see,  so  long  as  we  have  private  ownership 
at  all. 

I  was  rather  interested  the  other  day.  A  man  came  in  — 
and  he  happened  to  be  a  lawyer  —  to  talk  with  me  about  a 
matter  of  rates,  and  he  expressed  an  idea  that  I  had  never  heard 
expressed  in  the  same  way,  in  saying  that  any  public  interference 
with  rates  was  confiscation.  We  have  discussed,  until  the  air  is 
blue  with  discussion,  how  far  we  can  go  in  such  interference 
without  confiscating.  But  he  said  any  interference  is  con- 
fiscation, just  as  any  taxation,  to  the  extent  to  which  it  goes,  is 
confiscation.  I  am  not  sure  but  that  he  may  be  right,  and  that 
we  are  only  saying  to  what  degree  it  may  go;  trying  to  find  some 
practical  measure  for  it.  I  do  not  believe  personally  that  the 
problem  is  strictly  an  engineering  question,  although  the  technical 
knowledge,  the  engineer's  point  of  view,  the  engineer's  knowl- 
edge, offer  information  on  many  factors  which  are  extremely 
important. 


254  BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 

What  I  sincerely  hope,  as  I  said  before,  is  that  the  tremen- 
dous service  which  engineers  do  perform,  and  can  perform,  may 
not  be  diverted  from  their  real  work  to  vfhat  seems  to  me  to  be 
rather  a  side  issue. 

Mr.  Macleod.  —  Mr.  Chairman  and  Gentlemen,  —  I  felt 
rather  put  at  my  ease  when  Mr.  Weed  stated  that  he  had  come 
here  this  evening  with  the  expectation  that  he  would  not  be 
called  upon  for  an  address.  I  thought  that  he  would  content 
himself  with  making  a  few  formal  remarks,  and  that  I  could  deal 
with  the  subject  in  the  same  summary  way  and  save  my  face. 
But  after  the  elaborate  and  interesting  address  that  we  have  just 
heard  from  Mr.  Weed,  I  suspect  that  he  must  have  been  turning 
over  some  of  these  things  in  his  mind  before  he  came  here  this 
evening. 

As  far  as  I  am  concerned,  I  can  also  say  with  entire  frankness 
that  I  had  no  idea  that  I  was  going  to  be  called  upon  to  speak. 
Perhaps  it  is  just  as  well  that  I  received  no  such  intimation  in 
advance,  as  otherwise  I  should  not  have  had  such  a  good  time 
this  evening,  or,  indeed,  I  might  not  have  been  here  at  all. 

The  Conmiission  of  which  I  have  the  honor  —  or  perhaps 
after  listening  to  Mr.  Logan's  address  I  should  say  the  notoriety 
—  of  being  a  member,  has,  during  the  last  few  weeks  especially, 
had  a  rather  strenuous  time.  We  have  had  the  ordinary  routine 
matters  which  come  in  the  normal  course  of  the  Commission's 
work,  and  in  addition  we  have  had  a  large  number  of  matters 
of  capital  importance  thrust  upon  us  with  alarming  confusion 
and  alarming  frequency  by  the  legislature.  We  are  expected, 
by  drawing  upon  some  hidden  reservoir  of  wisdom,  to  present 
in  a  report  which  has  been  incubated  over  night,  a  final  solution 
of  some  of  the  most  complex  problems  in  the  whole  field  of  public 
service  regulation.  Consequently  I  have  been  obliged,  owing 
to  the  tremendous  pressure  of  official  business  during  the  last  two 
or  three  weeks,  not  only  to  work  during  the  normal  time  of  an 
ordinary  business  day,  but  also  to  disregard  the  eight-hour  law 
by  remaining  at  the  office  till  nearly  midnight,  and  even  to  use 
the  Sabbath  day  in  the  same  ungodly  fashion.  I  trust  that  I  may 
be  pardoned,  therefore,  if  just  at  this  time  I  do  not  feel  any 
particular  enthusiasm  for  talking  shop. 
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I  should  like  to  say,  however,  that  I  do  not  know  of  any  ad- 
dress that  I  could  have  heard  this  evening  on  a  subject  of  this 
kind  which  would  have  been  as  little  fatiguing  as  the  address  to 
which  we  have  just  listened.  The  whole  matter  was  presented 
with  so  much  spirit,  and  with  so  many  humorous  touches  and 
interesting  thrusts  and  parries,  that  it  was  an  intellectual  delight, 
and  I  know  of  nothing  that  could  have  afforded  me  as  much 
mental  stimulus  and  refreshment  this  evening  as  Mayor  Logan's 
address. 

The  mayor,  from  his  experience  in  dealing  with  public  service 
problems  in  his  own  dty,  has  called  attention  to  certain  facts, 
and  has  expressed  certain  views,  that  are  well  worthy  of  the 
attention  of  an  audience  of  this  kind,  or  indeed  of  any  kind  of  an 
audience.  His  address  may  not  have  given  the  entire  story,  but 
it  presented  one  side  of  the  shield.  In  so  far  as  it  may  not  repre- 
sent, perhaps,  the  whole  truth  in  regard  to  some  of  these  problems, 
I  do  not  conceive  that  it  is  any  part  of  my  function  as  chairman 
of  a  commission  representing  the  public  to  try  to  present  any- 
thing on  the  other  side  of  the  case.  I  quite  agree  with  Mr.  Logan 
that  the  public  service  companies  are  abundantly  able  to  present 
their  side  of  the  case  on  all  occasions. 

I  was  struck,  just  as  was  Mr.  Weed,  with  that  part  of  Mr. 
Logan's  address  which  pictured,  I  think  very  vividly,  the  con- 
ditions which  are  apt  to  attend  hearings  before  legislative  com- 
mittees and  commissions  upon  matters  affecting  public  service 
corporations.  These  conditions  are  well  illustrated  in  an  impor- 
tant case  which  the  Public  Service  Commission  has  recently  had 
under  consideration.  In  that  case  the  Commission  in  joint  con- 
ference with  the  commisdons  of  other  states  was  attempting 
to  formulate  a  program  for  uniformity  of  law  and  policy  in  rail- 
road regulation  within  the  several  states  exercising  concurrent 
jurisdiction  over  interstate  railroad  corporations.  The  Com- 
mission gave  public  hearings  on  this  matter  and  expected  to  re- 
ceive many  valuable  suggestions  from  representatives  of  the 
public  in  regard  to  proper  measures  for  safeguarding  the  public 
interest  in  a  matter  of  such  vital  importance  to  the  people  of 
this  Commonwealth.  But  when  the  case  was  called,  and  during 
the  progress  of  the  hearings,  there  were  only  eight  or  ten  men 
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in  the  hearing  room.  They  were  an  intellectual  group  of  men  of 
extremely  fine  personal  appearance,  and  they  all  represented  the 
corporations. 

The  fact  that  in  so  many  cases  the  public  side  of  a  pending 
issue  is  either  not  presented  at  all,  or  presented  only  in  a  feeble 
manner,  adds  a  large  additional  burden  to  the  work  of  r^^lating 
commissions,  as  the  functions  and  duties  of  the  commissions  are 
in  many  ways  so  much  broader  than  those  of  the  courts.  The 
courts  are  obliged  in  the  main  to  try  the  case  on  the  record  of  the 
evidence  presented  by  the  parties.  If  a  litigant  fails  to  bring  out 
some  pertinent  part  of  his  case,  or  to  introduce  certain  necessary 
evidence,  the  decision  goes  against  him,  as  the  court  is  not 
expected  to  make  any  independent  investigation  of  the  facts. 
But  not  only  is  the  duty  thrown  upon  the  Commission  of  con- 
sidering the  evidence  presented  by  the  parties  at  the  hearing,  but 
it  is  also  obliged  to  supplement  the  facts  presented  at  the  hearing 
with  all  the  facts  it  is  able  to  discover  through  its  own 
investigations. 

I  believe,  however,  that  most  of  the  members  of  our  public 
commissions  do  recognize  and  do  make  allowances  at  every  stc^e 
of  the  proceedings  for  the  fact  that  the  representatives  of  the 
public  service  corporations  are  apt  to  be  more  experienced,  more 
able  and  more  adroit  than  those  who  represent  the  public.  In 
reaching  its  conclusions  on  any  case  the  Commission  should  make, 
and  does  make,  allowances  to  represent  the  bias  which  comes  from 
that  interested  point  of  view.  If  you  have  a  commission  with 
knowledge  and  experience  in  regard  to  matters  within  its  juris- 
diction, it  is  in  the  last  analysis  a  pretty  difficult  matter  for  any 
lawyer  or  advocate,  no  matter  how  clever  he  may  be,  to  disguise 
or  to  befog  the  real  issue. 

The  possibility  of  this  is  apt,  I  believe,  to  be  greater,  es- 
pecially in  abstruse  or  complex  matters,  where  hearings  are 
given  by  legislative  committees,  or  by  boards  of  aldermen  or 
other  local  boards.  This  is  by  no  means  due  to  the  fact  that  they 
have  any  less  zealous  regard  for  the  public  interest;  indeed,  as 
they  are  the  direct  representatives  of  the  people,  we  might  assume 
that  their  regard  for  the  public  welfare  is  greater  than  that  of 
appointive  commissions  who  represent  the  public  one  degree 
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removed.  But  it  is  easy  for  men  who  are  holding  an  ephemeral 
position  for  a  year  or  two  in  the  legislature  or  the  board  of  alder- 
men, and  who  are  obliged  to  deal  with  many  matters  of  which 
they  have  no  expert  knowledge  or  personal  experience,  to  be 
misled  by  the  subtleties  of  special  pleading  which  often  have  just 
enough  basis  of  truth  to  be  well  calculated  to  impress  and  per- 
haps to  deceive  those  who  have  merely  a  general  knowledge  of  the 
subject  under  discussion. 

So  far  as  local  problems  of  the  dty  of  Worcester  are  con- 
cerned, I  might  say  that  the  first  legacy  that  I  received  from  my 
predecessors  when  I  became  a  member  of  the  board  of  railroad 
commissioners  in  August,  1911,  was  the  question  of  granting  a 
limited-term  trolley  freight  franchise  to  the  street  railway  com- 
pany operating  in  the  dty  of  Worcester.  At  that  time  the  hear- 
ings on  this  case  were  all  over,  the  evidence  was  all  in,  and  the 
matter  had  practically  been  conduded,  although,  as  I  recall  it, 
the  duty  fell  upon  me  of  drafting  the  order  to  which  the  mayor 
has  referred. 

In  this  connection  I  might  add  that  the  Commission  is  often 
blamed,  and  perhaps  blamed  justly,  for  its  lack  of  wisdom  or  its 
lack  of  public  spirit  in  some  matters;  but  it  is  also  often  blamed 
for  things  for  which  it  is  not  justly  to  be  held  responsible,  as  the 
Commission  is  obliged  to  act  in  conformity  with  existing  laws, 
and  to  administer  these  laws  as  they  stand.  We  have  nothing 
to  do  with  the  creation  of  those  laws,  and  if  they  are  alleged 
to  be  bad  in  any  case  it  is  due  to  conditions  beyond  our  control. 
The  matter  to  which  Mayor  Logan  referred  is  a  case  in  point. 

The  dty  of  Worcester  asked  the  Commission  to  grant  the 
Worcester  Consolidated  Street  Railway  Company  a  trolley 
frdght  franchise  in  the  dty  of  Worcester  limited  to  a  term  of 
years,  but  as  the  Commission  viewed  it,  it  had  absolutely  no 
discretion  to  grant  any  such  request.  The  Commission  is, 
under  the  law,  directed  to  act  under  the  advice  of  the  attorney- 
general,  who  is  the  law  officer  of  the  Commission  and  its  adviser. 
The  Commission  was  advised  by  the  attorney-general  that  it 
was  beyond  the  power  of  the  Commission  to  approve  a  limited 
term  franchise.  The  Commission  therefore  had  no  discretion 
except  to  approve  the  franchise  with  such  conditions  and  limita- 
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tions  only  as  were  authorized  by  law.  I  might  add  also  that 
the  rights  of  the  city  were  amply  safeguarded,  as  the  order  was 
drawn  advisedly  in  such  a  way  that  the  legal  issues  presented 
by  the  dty  can  be  raised  at  any  time  in  the  courts.  If  therefore 
the  dty  believes  that  the  Commission  or  its  adviser,  the  attorney- 
general,  was  in  error  in  regard  to  the  law,  the  dty  has  full  op- 
portunity to  test  that  matter  in  the  highest  legal  tribunal  of  the 
state. 

There  are  a  number  of  things  suggested  by  the  discourse 
of  the  evening  that  I  might  like  to  say,  but  lest  I  be  accused  of 
attempting  to  make  a  speech,  I  will  refer  briefly  to  one  matter 
only.  In  public  service  regulation,  as  in  most  other  matters, 
I  believe  in  the  largest  practicable  degree  of  home  rule.  Where 
the  action  of  the  local  authorities  is  subject  to  review  by  the 
Public  Service  Commission,  the  Commission  is  very  slow  to 
interfere  with  any  reasonable  exerdse  by  local  boards  of  the 
authority  vested  in  them  in  regard  to  grants  of  franchises  to 
public  service  companies,  or  in  regard  to  other  matters  within 
their  jurisdiction.  Indeed,  in  so  far  as  public  service  corpora- 
tions are  purely  of  local  character,  it  might  be  advantageous  to 
broaden  the  present  scope  of  munidpal  regulation. 

I  attended  a  conference  in  Philadelphia,  two  or  three  months 
ago,  of  the  mayors  of  different  dties  and  representatives  of 
different  state  commissions,  in  regard  to  the  regulation  of  muni- 
dpal utilities.  This  conference  proved  to  be  one  of  the  most 
interesting  that  I  ever  attended,  because  it  gave  a  viewpoint  on 
certain  matters  distinctly  different  from  the  general  viewpcnnt 
in  this  state.  The  dominant  sentiment  of  that  conference, 
representing,  I  believe,  all  the  large  dties  and  a  great  many 
of  the  more  important  dties  of  lesser  size,  was  in  favor  of  the 
extension  of  municipal  regulation,  even  at  the  expense  of  state 
regulation. 

Personally,  I  believe  that  in  a  great  many  matters  where  the 
municipality  is  in  a  position  to  deal  directly  with  the  company 
involved,  it  can  often  get  results,  and  get  them  more  directly, 
than  they  can  be  obtained  through  elaborate  and  extended  in- 
vestigations through  commission  regulation.  On  the  other 
hand,  there  are  difficulties  in  the  way  of  local  regulation  over 
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corporations  that  are  not  purely  local  in  character.  Of  course  the 
railroads  not  only  serve  different  cities,  but  different  states  as 
well,  so  that  municipal  regulation  of  railroad  companies  is 
practically  out  of  the  question.  The  same  is  true  to  a  large 
extent  of  street  railway  companies.  For  instance,  the  street 
railway  company  that  serves  the  dty  of  Worcester  serves  a  large 
number  of  other  cities  and  towns  in  the  Commonwealth.  If  each 
municipality  attempted  to  deal  independently  with  that  company 
it  would  be  subjected  to  many  different  and  possibly  conflicting 
requirements  which  would  be  likely  to  produce  a  condition  of 
chaos.  At  the  same  time  I  am  distinctly  in  sympathy  with  the 
extension  of  regulating  power  by  the  municipal  authorities  where- 
ever  it  is  reasonable  and  practicable.  This  would  afford  a 
wholesome  and  additional  check  on  some  of  the  abuses  of  public 
service  companies  that  we  have  been  hearing  about  to-night. 
From  such  investigation  as  I  have  been  able  to  make  of 
existing  conditions,  I  am  convinced  that  the  troubles  of  the  rail- 
roads and  other  public  service  companies  have  been  due,  not  to 
too  much  regulation,  as  some  of  the  officials  of  the  companies 
would  try  to  have  you  believe,  but  to  too  little  regulation.  The 
difficulties  that  have  been  confronting  these  corporations  have 
been  due  to  the  fact  that  they  have  indulged  in  practices  that 
have  been  unwise,  imprudent,  or  worse,  and  have  done  so  either 
because  of  lack  of  adequate  powers  of  public  service  regulation, 
or  because  such  powers  have  been  inefficiently  exercised.  I 
therefore  welcome  anything  that  represents  a  strengthening  of  the 
forces  of  the  public  in  dealing  with  the  public  service  corporations 
that  serve  the  municipalities  and  the  state  alike.  The  example 
of  the  mayor  of  a  great  city,  such  as  Mayor  Logan,  who  has 
fought  so  zealously  for  the  protection  of  public  rights,  is  one  that 
is  worthy  of  emulation  throughout  the  Commonwealth. 


MEMOIRS  OF  DECEASED  MEMBERS. 
ROBERT  LBLAND  READ.* 

Mr.  Read  was  born  in  Manchester,  N.  H.,  on  July  12, 
i84i»  and  he  died  in  Portland,  Me.,  on  June  9,  1912.  His 
ancestors  were  distinguished  in  the  early  history  of  the  country 
and  in  consequence  he  became  a  member  of  the  Society  of 
Colonial  Wars  and.  several  other  prominent  organizations  inter- 
ested in  the  colonial  and  revolutionary  periods.  After  his  re- 
tirement from  the  active  duties  of  his  profession,  he  was  fre- 
quently present  at  their  meetings  in  Boston  and  was  always 
actively  sympathetic  in  their  proceedings. 

Mr.  Read  was  educated  at  Dartmouth  College,  and  was 
one  of  the  early  graduates  of  the  Chandler  Scientific  School. 
In  1864  there  were  seven  graduates,  Mr.  Read  being  the  only 
one  of  that  number  who  entered  the  profession  of  civil  engineering. 

Soon  after  leaving  his  studies,  Mr.  Read,  in  January,  1865, 
was  fortunate  in  securing  a  position  as  assistant  engineer  on 
some  surveys  connected  with  the  Indianapolis,  Cincinnati  & 
Lafayette  Railroad,  and  he  remained  with  this  road  for  several 
years.  The  war  was  just  ending  and  the  railroads  were  passing 
through  a  trying  period,  with  little  money  available  either  for 
maintenance  or  construction;  it  is  therefore  rather  surprising 
to  find  that  the  compensation  given  Mr.  Read  was  $100  per 
month  and  all  expenses  paid.  A  short  time  afterwards  we 
find,  from  Mr.  Read's  notes,  that  the  regular  pay  for  an  in- 
strument man  was  $130  per  month  and  expenses.  The  panic 
of  1873,  however,  caused  these  prices  to  drop  suddenly  and 
permanently. 

The  early  railroad  experiences  of  Mr.  Read  follow  closely 
the  experiences  of  the  writer  of  this  sketch  in  southern  Indiana 
at  the  same  period,  and  are  so  characteristic  of  local  conditions 

♦Memoir  prepared  by  Desmond  FitxGerald. 
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at  that  day  that  he  has  ventured  to  rehearse  some  of  Mr.  Read's 
notes  and  later  to  quote  several  lines  in  full. 

A  majority  of  the  railroad  officials  prided  themselves  on 
being  practical  men,  with  no  scientific  training.  They  looked 
on  an  engineer  as  a  necessary  evil  in  construction,  and  one  to  be 
quickly  discharged  as  soon  as  the  roadbed  was  finished.  The 
master  mechanics  were  generally  promoted  from  the  ranks  of 
locomotive  engineers  and,  as  a  rule,  had  but  a  poor  opinion  of 
book-learning.  The  master  mechanic  of  Mr.  Read's  road  once 
said  to  him,  "  I  never  bother  myself  with  what  other  master 
mechanics  are  doing,  except  to  make  my  engines  different  from 
theirs,  so  the  president  and  superintendent  of  our  road  will 
think  they  have  a  smarter  man  than  the  other  roads  have." 

Under  this  system,  when  the  **  Big  Four  "  roads  were  con- 
solidated, out  of  five  hundred  locomotives,  there  were  115 
different  types.  They  were  small  wood-burners  and  capable 
of  drawing  only  from  three  to  four  cars. 

Soon  after  Mr.  Read  began  his  railroad  work,  he  was  sent 
to  make  surveys  of  a  branch  line  from  Fairland  to  Martinsville. 
In  regard  to  this  branch,  Mr.  Read  writes:  "...  the  first 
twelve  miles  being  new  line  and  the  last  twenty-six  the  rebuilding 
of  an  old  road  that  had  been  originally  laid  with  strap  rail  and 
abandoned  many  years  previously  when  the  track  became  so 
bad  that  a  man  had  always  to  walk  ahead  of  every  train  with 
spikes  and  maul  to  fasten  down  the  loose  rails. 

"  The  resident  engineer  ran  the  transit  and  I  the  level. 
Just  before  the  location  was  finished,  the  resident  engineer 
went  on  a  spree,  and  I  never  saw  him  on  the  work  afterwards. 
The  chief  engineer,  who  only  spent  a  few  hours  on  the  work 
during  the  whole  period  of  construction,  placed  me  in  charge, 
but  would  give  me  no  assistant,  so  I  had  to  do  all  the  instrument 
work,  inspection  and  office  work;  this  meant  at  least  sixteen 
hours  a  day.  Our  party  was  not  allowed  a  horse,  so  we  had  to 
walk  the  thirty-eight  miles  between  the  ends  of  the  work,  living 
on  the  country,  with  all  that  meant  in  southern  Indiana,  which 
was  principally  settled  by  poor  whites  ffom  Kentucky." 

Following  these  early  experiences,  Mr.  Read  became  chief 
engineer  of  several  railroads  connected  with  the  "  Big  Four  " 
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system.  From  October,  1870,  to  May,  1871,  he  was  engaged 
as  contractor  on  the  construction  of  twenty-nine  bridges  on 
the  Atchison  Road,  after  which  he  was  connected  with  the  Ohio 
&  Mississippi  Railroad,  the  construction  of  the  Storrs  indine 
at  Cincinnati,  and  later  became  chief  engineer  of  the  Indiana- 
p>olis  Belt  Railway;  in  the  latter  capacity  he  was  associated 
with  General  Harrison,  the  attorney  for  the  enterprise,  who  later 
became  President  of  the  United  States. 

In   1874  Mr.   Read  became  a  member  of  the  American 
Society  of  Civil  Engineers,  and  later  a  director.     He  was  at 
one  time  president  of  the  Engineer  Club  of  Cincinnati  and  was 
associated  with  other  engineering  societies. 

Mr.  Read  married  Miss  Abby  H.  Elastman,  of  York,  Me., 
on  September  2,  1869.  She  was  a  daughter  of  Dr.  Caleb  Hit- 
man and  Adeline  Talpry,  and  she  died  August  30,  1893. 

When  Mr.  Read  retired,  he  removed  to  Maiden,  and  in 
the  summer  was  a  prominent  resident  of  Biddeford  Pool,  Me., 
where  he  was  active  in  good  works  of  every  kind.  In  his  will 
was  a  bequest  of  one  thousand  dollars  to  Dartmouth  College, 
'*  the  income  of  which  is  to  be  used  as  an  annual  prize  for  the 
best  work  in  descriptive  geometry.'* 

The  above  are  the  hard  and  fast  outlines  of  a  busy  life;  but 
they  poorly  portray  the  real  man,  whose  kindness  and  charm 
of  manner  endeared  him  to  all  with  whom  he  came  in  contact. 
The  latter  part  of  his  life,  after  the  struggles  and  heat  of  the 
day  had  passed,  must  have  been  in  many  ways  a  very  lonely 
one,  but  he  was  never  heard  to  complain,  and  maintained  a 
calm  and  cheerful  spirit  to  the  end. 
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This  Society  ii  not  responsible  for  any  statement  made  or  opinion  expressed  in  its  poblicatlont 

SOME  SPECIAL  METHODS  OF  REINFORCED 

CONCRETE  DESIGN. 

By   M.  J.   LORENTE.* 
(To  be  presented  September  is,  1915.) 

The  field  of  reinforced  concrete  has  proved  a  sort  of  Promised 
Land  to  the  modern  engineer,  especially  if  he  be  young,  energetic 
and  ambitious. 

Until  a  very  few  years  ago,  the  subject  was  practically  a 
novelty  and  only  a  few  pioneers  had  ventured  to  explore  its 
mysteries.  But,  as  is  usually  the  case  when  an  exploration  leads 
to  an  important  and  lucrative  discovery,  the  pioneers  were  soon 
followed  by  a  host  of  the  rank  and  file  of  the  profession,  eager 
for  both  the  laurels  and  the  pelf  which  they  imagined  tQ  be  easy 
of  acquisition  in  the  newly  discovered  field.  However,  in  spite 
of  this  invasion  of  eager  workers,  the  field  still  remains  a  wide 
one,  as  shown  by  the  very  many  points  on  which  authorities 
disagree.  A  notable  instance  of  this  is  the  "  Mushroom  Sys- 
tem," which  mushroom,  by  the  way,  must  belong  to  one  of  the 
poisonous  varieties,  to  judge  by  the  innumerable  and  bitter 
discussions  which  have  been  raging  about  it. 


*  Civil  Engineer,  Lynn,  Mass. 

Note.  This  paper  is  issued  in  advance  of  the  date  set  for  its  presentation.  Discussioii 
is  invited,  to  be  received  by  Edward  C.  Sherman,  Editor,  6  Beacon  Street,  Boston,  before 
November  10,  191 5.  for  publication  in  a  subsequent  number  of  the  Journal. 
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Unfortunately,  those  who  style  themselves  with  the  well- 
nigh  comprehensive  title  of  '*  Civil  Engineer  '*  must  be,  above 
all,  practical  men.  By  this  I  do  not  mean  to  cast  a  slur  on  the 
members  of  the  other  branches  of  engineering.  What  I  mean 
is  that  the  civil  engineer,  in  order  to  be  successful  and  make  a 
name  for  himself,  must  be  in  actual  practice  and  in  such  a 
position  as  to  be  able  to  carry  his  ideas  into  effect.  A  mechanical 
engineer  can  theorize  ad  libitum  and  proceed  to  put  his  ideas 
into  practice  by  means  of  models  which  may  be  within  the  reach 
of  a  moderate  income,  but  the  nature  of  a  civil  engineer's  work 
is  such  that  models  are  of  practically  no  use  whatsoever.  He 
must,  as  a  rule,  experiment  on  full-sized  structures,  which,  of 
necessity,  entail  a  considerable  expenditure  of  money,  and  for 
this  reason  most  civil  engineers  have  to  content  themselves  with 
theorizing  till  Dame  Fortune  offers  them  the  opportunit>'  to 
give  their  ideas  tangible  form.  Dame  Fortune  being  somewhat 
sparing  with  her  favors,  the  majority  of  us  must  perforce  re- 
main satisfied  with  theorizing,  and  this  is  perhaps  the  chief 
reason  why  reinforced  concrete  literature  is  so  abundant,  espe- 
cially as  regards  methods  of  design. 

It  is  with  a  certain  degree  of  timidity,  therefore,  that  I 
venture  to  add  my  little  quota  to  reinforced  concrete  literature 
by  offering  to  the  members  of  this  Society  a  few  suggestions  which 
will  tend  to  facilitate  the  design  of  T-beams  and  of  beams  with 
steel  in  compression. 

The  method  universally  employed  in  analyzing  reinforced 
concrete  beams  with  steel  in  the  tension  side  only  has  given 
rise  to  a  few  simple  formulae  which  render  the  operation  of 
design  extremely  simple.  If  we  know  the  values  of  R,  the 
coefficient  of  resistance,  and  of  p,  the  ratio  of  cross-sectional 
area  of  steel  in  tension  to  cross-sectional  area  of  beam,  for  any 
given  stresses,  we  can  find  the  beam  section  to  resist  a  given 
bending  moment  in  an  extremely  short  time.  And  as  both 
R  and  p  can  easily  be  tabulated  for  various  stresses,  the  design 
of  such  beams  is  simplicity  itself. 

It  must  be  noticed  that,  in  order  to  tabulate  the  values  of 
R  and  />,  we  must  find  the  value  of  the  arm  of  the  internal  couple 
which  resists  the  bending  forces.     Because  of  the  uniformity  of 
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the  material  on  the  compression  side  and  of  the  simple  geometry 
of  a  rectangular  beam  reinforced  on  the  tension  side  only,  the 
value  of  the  arm  can  easily  be  found.  But  when  we  come  to 
consider  beams  with  steel  in  the  compression  side  and  T-beams, 
the  values  of  the  arms  of  the  resisting  couples  are  exceedingly 
troublesome  quantities  to  deal  with.  In  one  case  the  hetero- 
geneousness  of  the  materials  in  the  compression  side,  and  in 
the  other,  the  comparatively  intricate  geometry  of  the  cross- 
section  of  the  beam,  complicate  the  expressions  for  the  arm  to 
such  an  extent  as  to  make  them  absolutely  impractical. 

In  dealing  with  beams  with  steel  in  compression  and 
T-beams,  authorities  have  thus  far  followed  the  same  analytical 
methods  used  in  deriving  expressions  for  beams  with  steel  in 
tension  only  and  their  efforts  have  been  rewarded  with  such 
formulae  as  the  following  one  which  gives  the  value  of  the  arm 
of  the  resisting  couple  in  a  T-beam : 


^^^    J2ndA,+(b,-b)l^  ^  fnA,+(bi-b)t\^    nA,+(b,-b)t 

from  which  it  would  appear  that  the  arm  of  a  T-beam  looks  as 
fearsome  and  is  as  long  as  the  famous  '*  arm  of  the  law.** 

Such  a  formula  seems  calculated  to  strike  terror  into  the 
heart  of  a  designer  and  is  a  contributory  cause  to  the  sneering 
attitude  assumed  by  the  so-called  practical  man  towards  his 
technical  brother.  And  in  this  case  the  practical  man,  we  must 
confess,  is  perfectly  justified  in  his  attitude,  for  the  formula  has 
none  but  an  academic  value.  As  a  matter  of  fact,  it  is  abso- 
lutely unnecessary  to  find  the  values  of  the  arms  of  the  resisting 
couples  of  beams  with  steel  in  compression  and  of  T-beams,  and 
their  design  can  best  be  accomplished  by  entirely  ignoring  such 
values.  This  I  propose  to  demonstrate  in  the  following  expla- 
nation of  methods  which  I  believe  are  entirely  new. 

Design  of  T-Beams. 

Let  us  have  a  T-beam  ABHGJIFE  (Fig.  i). 

The  moment  of  resistance  of  the  *'  T  **  will  clearly  be  equal 
to  that  of  a  rectangular  beam  ABDC  less  those  of  two  rectangular 
beams  EFIC  and  HDJG. 
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Likewise,  the  area  of  steel  required  for  the  "  T  **  will  be 
that  required  for  a  rectangular  beam  ABDC  less  that  required 
for  the  two  beams  EFIC  and  HDJG.  That  these  statements 
are  correct  can  be  proven  by  the  elementary  principles  of  beam 
sections  thus: 

R.  M.  =  -sa3f2+J?sa,(y0* 
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•D^- 


In  the  T-beam  sac  will  be  the  area  AEiHiB—EEiFiF—GGiHiH. 
and  sa,  will  be  the  area  of  steel  required  for  the  large  beam  less 
the  areas  required  for  the  smaller  beams.  We  thus  have 
duced  to  rectangular  beams  the  problem  of  a  T-beam. 

Expressing  the  above  statements  in  formulae,  we  have: 
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and 

where 

Jlf= bending  moment  in  inch-pounds; 

A  =  required  area  of  steel  in  square  inches; 

i?i  =  coefficient  of  resistance  for  the  large  beam  (ABDC) ; 

J?i  =  coefficient  of  resistance  for  the  small  beams  (£F/Cand 
HDJG) ; 

/>!  =  ratio  of  area  of  steel  to  effective  area  of  beam  ABDC; 

Pi  =  ratio  of  area  of  steel  to  effective  area  of  beams  EPIC  and 
HDJG. 
It  should  be  borne  in  mind  that  the  steel  stresses  will  be 
the  same  for  both  the  large  and  the  small  beams,  but  the  stresses 
in  the  concrete  will  be  different.  In  the  large  beam  the  stress 
will  be  the  maximum  allowable,  while  in  the  small  beams  the 
stresses  will  be  those  corresponding  to  the  fibers  in  the  under- 
side of  the  slab  forming  the  wings  of  the  **  T.*'  If  we  know  the 
position  of  the  neutral  axis  we  can  easily  find  them  by  simple 
proportion.  Now  it  is  this  stress  in  the  concrete  in  the  under 
side  of  the  slab  which  determines  the  values  of  R2  and  p2. 

Suppose,  now,  that  we  had  a  table  giving  the  values  of 
the  constants  Rj  p  and  k  (where  k  is  the  coefficient  which,  mul- 
tiplied by  the  effective  depth  of  the  beam,  gives  the  depth  of  the 
neutral  axis  below  the  top  of  the  beam)  for  a  given  stress  in  the 
steel  and  a  given  ratio  of  moduli.  Then,  after  determining  by 
simple  proportion  the  stress  in  the  under  side  of  the  slab  we 
could  pick  out  the  required  constants.  If  we  had  a  beam 
25  ins.  deep  and  with  a  slab  6  ins.  deep,  and  if  the  allowable 
stresses  were  18  000  lbs.  per  sq.  in.  for  the  steel  and  800  lbs.  per 
sq.  in.  for  the  concrete,  and  the  ratio  of  moduli  were  12,  we  would 
find  that  the  stress  in  the  under  side  of  the  slab  would  be — 

ife  — -7)^  =  250  lbs.  per  sq.  in., 

where  t  is  the  thickness  of  the  slab.     Then  from  the  accompany- 
ing Table  i  we  could  obtain  directly  the  constants — 

2^1  =  123,  />i  =  0.0077,  and  i?2  =  i7,  />2  =  0.001. 
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In  order  to  avoid  interpolating  for  values  not  given  in  the 
table,  and  to  simplify  at  the  same  time  the  operation  for  finding 
the  stress  in  the  underside  of  the  slab,  a  set  of  curves  could  be 
made  for  given  stresses  in  the  steel  and  given  ratios  of  moduli 
similar  to  those  shown  in  Figs.  2  to  7,  inclusive.  The  method 
of  using  the  curves  is  as  follows. 

Along  the  scale   of  -1  take  the  required  value.     From  this 

point  follow  a  p)erpendicular  line  till  it  meets  the  oblique  line 
marked  with  the  maximum  stress  allowable  in  the  concrete. 
From  this  point  of  intersection  follow  a  line  parallel  to  the  scale 

of  -7   till  it  meets  the  curves  marked  R  and  p,  and  read    the 
a 

corresponding  values  in  the  respective  scales.  These  values 
are  those  of  R2  and  p2.  The  values  of  Ri  and  pi  can  be  obtained 
by  following  a  parallel  line  from  the  point  where  the  oblique  line 
marked   with   the   maximum   allowable   stress  in   the  concrete 

meets  the  perp)endicular  from  the  zero  point  of  the  -j  scale. 

In  actual  practice,  the  formulae  given  above  have  to  be 
slightly  modified.     Thus,  if  we  want  to  design  a  beam  we  have — 

M = Ribdi" + Rib^x^  -  i?2M2^ ; 
A  =  pi{b-\-b2)di  —  Pzb^fh, 

For  purposes  of  reviewing  a  beam,  the  formulae  as  already 
given  are  sufficient. 

It  should  be  noticed  that  this  method,  besides  being  simpler 
than  those  in  common  use,  does  not  neglect  the  compression  in  the 
stem  of  the  beam. 

Design  of  Beams  with  Steel  in  Compression. 

Referring  to  Fig.  8,  showing  the  cross-section  of  a  beam 
reinforced  with  steel  in  the  compression  side,  the  moment  of 
resistance  of  the  concrete  in  compression  is 

ibkJd'U 

and  the   moment  of  resistance  of  the  steel  in  compression  is 

pWrf,n(kd-d+rd) 
'     kd 
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Fig.  5. 
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Fig.  6. 
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If  the  two  moments  be  equal,  that  is  to  say,  an  area  of 
steel  =/>'W  would  have  the  same  value  as  the  area  of  concrete 
bkd,— 


P' 


2nr{k-'i+ry 
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Fig.  8. 

From  which  we  see  that  p^  is  a  constant  for  given  stresses, 
etc.,  and  for  a  given  r. 

If  Af= bending  moment  in  the  beam, 

M^ixbcPkJU 

where  x  is  the  number  of  times  which  the  area  of  concrete  in 
compression  or  its  equivalent  area  of  steel  in  compression  must 
be  used  to  resist  the  bending  moment. 
Hence, 

p'bd{x-'i)=pcbd; 

where  po  is  the  required  ratio  of  steel  in  compression. 
Therefore, 

and  the  formula  becomes 


Hence, 


^^'(m)-^'  ^"^  '^  =  \6(^fe)- 
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The  moment  of   resistance  of    the  steel  in  tension  corre- 
sponding to  the  concrete  in  compression  =  pibj(Pf», 

The  moment  of   resistance  of    the  steel  in  tension  corre- 
sponding to  the  steel  in  compression  =  p^brd^f^. 

If  the  two  moments  be  equal,  then  p\j  —  pif. 

Now,  M^xpibjcPfa, 
where  x  is  the  number  of  times  which  pijb(P  or  its  equivalent 
ptfbiP  must  be  used  to  resist  the  bending  moment. 

Hence,  {x''i)p2br(P-pzbr(P, 

Therefore,  pz  =  (x—i)P2=(x-'i)pi-, 

T 

And  jc  = 


Therefore,  pi  =  />o/>iti^  =  C%p^. 


And,  finally,  total  area  of  steel  in  tension  =  (/>+Cs/>c)W, 
where  p  is  the  ratio  of  steel  in  tension  for  a  beam  which  has  no 
steel  in  compression,  and  pc  is  the  ratio  of  steel  in  compression 
as  found  in  one  of  the  equations  above.  It  should  further  be 
noticed  that  jd,  in  the  above  equations,  is  the  distance  of  the 
centroid  of  the  compressive  forces  in  the  concrete  alone  from  the 
center  of  gravity  of  the  steel  in  tension. 


TABLE 

I. 

Fc. 

k. 

1 

/>. 

R. 

lOOO 

.400 

.OHIO 

174.00 

950 

.388 

.01020 

160.00 

900 

•376 

. 

.00950 

149.00 

850 

.362 

t 

.00850 

134.00 

800 

•348 

.00770 

123.00 

750 

•334 

.00700 

112.00 

700 

.316 

.00620 

100.00 

650 

.302 

1 

.00550 

89.00 

600 

.286 

1 

.00480 

78.00 

550 

.268 

I 

.00410 

67.00 

500 

.250 

.00350 

59.00 

450 

.231 

1 

.00290 

48.00 

400 

.211 

.00230 

38.50 

350 

.190 

1 

.00190 

32.00 

300 

.167 

.00140 

24.00 

250 

.143 

.00100 

17.00 

200 

.118 

1 

.00065 

11.00 

150 

.091 

.00039 

6.80 

100 

.062 

.00017 

3.00 

50 

.032 

.00005 

0.89 

F,= 

18  000. 

n-  12. 

276 
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TABLE  2. 

F.-I8000 

n-15. 

n-i2. 

Ci. 

C,.    1  C3. 

C. 

1  c,. 

.0117 

1  c,. 

FC-600 

.000167 

.0131 

345 

.000133 

440 

186 

.0146 

316 

144 

.0128 

410 

208 

.0163 

289 

158 

.0141 

380 

237 

.0185 

260 

174 

.0156 

350 

271 

.0212 

233 

185 

.0175 

320 

315 

.0246 

205 

222 

.0198 

290 

375 

.0293 

176 

253 

.0226 

260 

455 

.0356 

148 

293 

.0262 

230 

580 

.0453 

119 

347 

.0310 

200 

Fo«650 

.000154 

.0136 

378 

.000120 

.0121 

482 

170 

.0150 

350 

131 

.0133 

448 

188 

.0167 

322 

144 

.0146 

417 

212 

.0188 

293 

159 

.0161 

387 

240 

.0213 

263 

176 

.0178 

357 

276 

.0245 

234 

198 

.0200 

323 

323 

.0286 

206 

223 

.0226 

295 

386 

.0342 

176 

257 

.0260 

263 

470 

.0417 

148 

296 

.0300 

233 

Fc=7oo 

.000148 

.0141 

410 

.000111 

.0125 

522 

163 

•0155 

380 

121 

.0137 

487 

181 

.0172 

350 

132 

.0149 

457 

202 

.0192 

320 

145 

.0164 

425 

227 

.0216 

296 

160 

.0181 

393 

258 

.0246 

263 

178 

.0202 

362 

299 

.0285 

232 

200 

.0226 

330 

350 

.0334 

202 

227 

.0256 

300 

422 

.0402 

173 

260 

.0294 

267 

Fc=750 

.000132 

.0146 

445 

.000101 

.0130 

560 

144 

.0160 

414 

III 

.0141 

530 

159 

.0177 

383 

122 

.0154 

494 

176 

.0196 

353 

133 

.0168 

463 

198 

.0220 

323 

146 

.0185 

432 

223 

.0248 

293 

162 

.0205 

397 

255 

.0283 

263 

180 

.0228 

365 

295 

.0328 

233 

203 

.0256 

333 

348 

.0386 

203 

231 

.0292 

300 

Fc=8oo 

.000123 

.0151 

47 

.000097 

.0134 

600 

134 

.0165 

H 

104 

.0145 

565 

147 

.0181 

408 

113 

.0157 

533 

162 

.0200 

377 

124 

.0172 

496 

181 

.0223 

347 

135 

.0188 

466 

203 

.0250 

317 

149 

.0207 

433 

230 

.0282 

287 

166 

.0230 

398 

264 

.0324 

257 

184 

.0256 

366 

307 

.0377 

225 

202 

.0290 

333 
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TABLE  2.  —  Continued. 


F.«i8ooo 

n  =  i5. 

n  =  i2. 

Ci. 

C2. 

c. 

Ci. 

1   C. 
.0137 

c. 

Fc  =  850 

.000115 

.0155 

505 

.000090 

640 

125 

.0169 

473 

97 

.0148 

605 

137 

.0185 

443 

105 

.0160 

572 

150 

.0203 

412 

114 

.0174 

540 

166 

.0225 

379 

125 

.0191 

502 

186 

.0252 

347 

137 

.0209 

470 

210 

.0283 

316 

152 

.0232 

433 

238 

.0322 

283 

168 

.0257 

403 

274 

.0370 

253 

188 

.0287 

367 

Fc*900 

.000108 

.0160 

542 

.000085 

.0141 

68 

116 

.0173 

512 

94 

.0152 

645— 

127 

.0189 

480 

99 

.0164 

610 — 

139 

.0207 

447 

108 

.0178 

575 

154 

.0229 

413 

117 

.0194 

540 

171 

•0254 

380 

128 

.0212 

505 

191 

.0284 

350— 

141 

.0234 

467 

216 

.0320 

317 

156 

.0258 

435 

247 

.0366 

284 

174 

.0288 

400 

Fc=950 

.000102 

.0164 

565 

.000081 

.0144 

715 

no 

.0177 

535 

87 

.0155 

680 

120 

.0193 

500 

94 

.0167 

645 

131 

.0211 

468 

lOI 

.0180 

612 

144 

.0232 

436 

III 

.0198 

570— 

159 

.0256 

405 

121 

.0215 

535 

177 

.0285 

372 

132 

.0235 

500 

198 

.0320 

338 

145 

.0260 

463 

225 

•0363 

306 

161 

.0288 

430 

Fe  - 1  000 

.00096 

.0168 

602 

.000077 

.0147 

757 

104 

.0182 

57 

82 

.0158 

722 

112 

.0197 

535 

88 

.0170 

685 

123 

.0215 

500 

95 

.0183 

650 

135 

.0236 

467 

103 

.0198 

615 

148 

.0260 

433 

112 

.0216 

575 

164 

.0288 

402 

123 

.0236 

541 

184 

.0322 

368 

135 

.0260 

502 

207 

.0362 

335 

249 

.0287 

466 
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TABLE  3. 

n^\2. 

—  

Fb  » i6  ooo 

-i5^ 

■ 

f. 

Q. 

c. 

c,. 

C|. 

c,. 

Q. 

r. 

Fc=6oo 

.96J 

.000167 

.0139 

.39 

.00013 

'  .0124 

.50 

.96 

.94 

184 

•0153 

•36 

142 

.0135 

.47 

•94 

.92 

204 

.0170 

.33 

156 

.0148 

•436 

.92 

.90 

228 

.0190 

•304 

171 

.0163 

.404 

.90 

.88 

258 

.0215 

•274 

189 

.0180 

.376 

.88 

.86 

295 

.0246 

.246 

211 

.0201 

.344 

.86 

•84 

342 

.0285 

.217 

238 

.0226 

.314 

.84 

.82 

453 

•0377 

.168 

270 

.0258 

.280 

.82 

.80 

491 

.0408 

.16 

312 

.0297 

.250 

.80 

Fc=650 

.96 

.000152 

.0144 

.433 

.000120 

.0129 

•545 

.96 

•94 

166 

.0158 

.403 

130 

.0140 

•513 

•94 

.92 

184 

•0175 

.372 

141 

.0152 

.482 

•92 

.90 

204 

.0194 

•343 

154 

.0166 

.450 

.90 

.88 

228 

.0217 

.315 

170 

.0183 

.417 

.88 

.86 

259 

.0246 

.283 

188 

.0203 

.385  1 

.86 

.84 

298 

.0283 

.252 

212 

.0227 

.354 

■84 

.82 

345 

.0329 

.222 

238 

.0256 

.321 

.82 

.80 

409 

.0389 

.192 

270 

.0291 

.290 

.80 

Fc=700 

.96 

.000141 

.0150 

.460 

.000110 

.0133 

.591 

.96 

.94 

153 

.0163 

•435 

120 

.0144 

•557 

•94 

.92 

169 

.0180 

.402 

130 

.0157 

.523 

.92 

.90 

186 

.0198 

.373 

142 

.0171 

.490 

.90 

.88 

208 

.0221 

.342 

155 

.0187 

.459 

.88 

.86 

233 

.0248 

.312 

172 

.0207 

.425 

.86 

.84 

265 

.0282 

.280 

191 

.0230 

.390 

.84 

.82 

306 

•0325 

.250 

214 

.0258 

.350 

.82 

.80 

.  357 

.0380 

.218 

241 

.0290 

.326 

.80 

Fc-750 

.96 

.000130 

.0155 

.505 

.000104 

.0138 

.630 

.96 

•94 

142 

.0169 

.473 

III 

.0148 

.600 

•94 

.92 

155 

.0185 

.440 

120 

.0160 

.570 

.92 

.90 

170 

.0203 

.412 

130 

.0174 

.533 

.90 

.88 

189 

.0225 

.380 

143 

.0191 

.497 

.88 

.86 

211 

.0251 

.348 

157 

.0210 

.462 

.86 

.84 

238 

.0283 

.316 

174 

.0232 

.428 

.84 

.82 

271 

.0323 

.283 

192 

.0256 

.398 

.82 

.80 

313 

.0372 

.253 

218 

.0290 

.360 

.80 

Fc=8oo 

.96 

.000122 

.0160 

.537 

.000096 

.0141 

.680 

.96 

.94 

131 

.0173 

•507 

103 

.0152 

.645 

•94 

.92 

143 

.0189 

.475 

112 

.0164 

.610 

.  .92 

.90 

157 

.0207 

.443 

121 

.0178 

.573 

.90 

.88 

173 

.0228 

.412 

132 

.0194 

.577 

.88 

.86 

192 

•0253 

.380 

144 

.0211 

.507 

.86 

.84 

215 

.0283 

.346 

159 

•0233 

.470 

.84 

.82 

243 

.0320 

.314 

175 

.0257 

.437 

.82 

.80 

279 

.0366 

.282 

196 

.0287 

.403 

.80 
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TABLE  3.  — Continued. 


Fb  =  i6ooo 

«  =  i5. 

«  =  I2. 

r.  1 

Q. 

C2. 

Ca. 

Q. 

C2. 

C3. 

f. 

Fc=850 

.96 

.000113 

.0164 

.570 

.000089 

.0144 

.725 

.96 

.94 

122 

.0177 

•540 

96 

.0155 

.685 

.94 

.92 

133 

.0193 

.507 

104 

.0167 

.652 

.92 

.90 

145 

.0210 

.476 

112 

.0181 

.615 

.90 

.88 

159 

.0231 

.443 

121 

.0196 

.580 

.88 

.86 

177 

.0256 

.408 

132 

.0213 

.547 

.86 

.84 

196 

.0284 

.378 

145 

.0235 

.507 

.84 

.82 

221 

.0320 

•343 

160 

.0258 

.473 

.82 

.80 

251 

.0364 

.309 

177 

.0286 

.437 

.80 

Fc=900 

.96 

.000107 

.0168 

.612 

.000084 

.0147 

.773 

.96 

•94 

116 

.0182 

.575 

90 

.0158 

.737 

.94 

.92 

126 

.0197 

.544 

97 

.0170 

.698 

.92 

.90 

137 

.0215 

.510 

105 

.0184 

.658 

.90 

.88 

150 

.0235 

.477 

114 

.0199 

.625 

.88 

.86 

166 

.0260 

.440 

123 

.0216 

.587 

.86 

.84 

184 

.0287 

.409 

135 

.0237 

.549 

.84 

.82 

204 

.0320 

.376 

148 

.0260 

.512 

.82 

.80 

232 

.0361 

•342 

164 

.0288 

.475 

.80 

Fc=950 

.96 

.000102 

.0172 

.649 

.000080 

.0151 

.816 

.96 

.94 

no 

.0186 

.613 

86 

.0161 

.780 

.94 

.92 

119 

.0202 

•575 

92 

•0173 

.743 

•92 

.90 

129 

.0219 

.542 

99 

.0187 

.701 

.90 

M 

140 

.0238 

.510 

107 

.0203 

.660 

.88 

.86 

154 

.0262 

.475 

116 

.0220 

.625 

.86 

.84 

171 

.0290 

.440 

126 

.0239 

.587 

.84 

.82 

190 

.0321 

.407 
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DISCUSSION. 

By  W.  W.  Clifford,  Member  Boston  Society  of  Civil  Engineers, 

AND  C.  H.  Mangold. 

The  writers  have  read  Mr.  Lorente*s  paper  with  a  grear 
deal  of  interest.  The  compactness  with  which  the  data  are 
given  for  the  computation  of  T-beams,  for  various  stresses, 
seems  to  them  to  be  of  special  note.  Mr.  Lorente's  method  for 
the  computation  of  beams  reinforced  for  compression  is  logical 
and  simple  of  application. 

In  the  matter  of  compression  steel  in  concrete  beams,  how- 
ever, it  often  happens  that  the  formulae  of  the  191 3  report 
of  the  **  Joint  Committee  on  Concrete  and  Reinforced  Concrete  " 
give  a  more  direct  solution.  This  occurs  in  the  investigation 
of  stresses  in  beams  already  designed,  where  the  percentages  of 
steel  are  fixed;  and  in  the  case  of  compression  steel  over  the 
supports  of  continuous  T-beams,  where  the  size  of  the  section  is 
determined  and  the  areas  of  steel  largely  influenced  by  other 
conditions  of  design.  In  these  cases  the  percentages  of  steel 
form  a  more  direct  assumption  than  the  stresses. 

The  common  formulae  for  j*  and  k*  in  doubly  reinforced 
beams,  as  given  by  the  '*  Joint  Committee,"  are  so  cumbersome, 
however,  as  to  be  prohibitive  in  any  but  infrequent  cases  of 
actual  design.  A  number  of  graphical  and  tabular  aids  for  the 
use  of  these  formulae  have  been  originated  and  published,  but 
in  most  cases  they  involve  the  use  of  one  or  more  new  constants. 
Arbitrary  *'L  "s  or  *'C  "sare  another  thing  with  which  to  burden 
the  mind,  and  few  people  ever  get  well  enough  acquainted  with 
such  constants  to  gain  anything  but  arbitrary  values  from 
curves  or  tables  relating  to  them. 

On  the  other  hand,  with  functions  like  the  depth  of  the 
neutral  axis,  the  moment  arm  or  the  percentages  of  steel,  most 
designers  are  thoroughly  familiar.  Curves  relating  to  these 
quantities,  therefore,  not  only  give  definite  values,  but  also 
suggest  the  possibilities  of  change  in  one  or  more  of  the  given 
functions. 

On  this  account  the  writers  have  found  the  accompanying. 


♦  •• 


Joint  Committee  "  notation  used. 
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graphical  solution  of  the  standard  formulae  to  be  simple  and 

useful  of  application.     (Fig.  9.)     These  are  curves  of  j  with  />* 

and   k  as  coordinates,  superimposed   on   similar   curves  of   p. 

These  with  the  addition  of  Table  i,  which  is  self-explanatory,. 

make  the  necessary  slide  rule  operations  very  simple. 

d} 
These  curves,  as  will  be  noted,  are  for  three  values  of  -rr 

0.05,  o.io  and  0.15,  which  will  cover  most  practical  cases.  Their 
application  is  as  follows:  Let  us  assume  the  investigation  of  a 
beam   which   has   an   external   bending   moment   ot    i  625  000 

in.-lb.,  ^=0.10,  d  =  2i   in.,  />=  0.025,  />*=o.02,  and    an  area 

of  tension  steel  of  6.30  sq.  in.;  n  is  assumed  to  be  15.     Entering 

fd}  \ 

the    middle   group  of   curves  (-7=0.10)  at  the  top  where  the 

value  of  t^  is  0.02,  and  dropping  vertically  down  to  the  />  =  0.025 
curve,  we  read  ^  =  0.45  and  j  =  . 876. 

^,        -       iW  I  625  000  ,, 

Then  /•  =  -rTi  =  2 ^y    o  ^v^ —  =  14000  lbs.  per  sq.  m. 

"'       Ajd    6.30X0.876X21       ^  K-     M 


and/e=/.(i-^ 


see  Table  i 
*  =  «-45(^j-l^)=0.545 


=    0545X14000 

=  763  lbs.  per  sq.  in. 

The  writers  recommend  using  the  curves  for  the  value  of 

-T  next  larger  than  the  actual  value.     This   will    be   a   small 

p>ercentage  on  the  safe  side,  but  will  be  well  within  the  precision 
of  the  actual  work.  But  for  special  cases  interpolation  be- 
tween the  curves  is  easily  made. 

The  writers  trust  that  these  curves  may  be  of  interest  and 
use  to  others  of  the  profession  who  have  occasion  to  design  or 
review  concrete  beams  with  compression  steel. 
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DISCUSSION  OF  GROUND  WATER  SUPPLIES. 

By   Robert  Spurr  Weston,  Allen    Hazen,    Henry  A.    Symonds    and 

William  S.  Johnson. 

Mr.  Weston.*  —  Mr.  Johnson's  paper  has  so  well  covered 
the  field  of  ground  water  supply,  the  construction  of  the  works, 
and  their  operation,  that  there  is  very  little  left  for  any  one  to 
say  in  discussion.    It  is  good  to  hear  a  paper  so  full  of  ideas. 

I  think  few  of  us  realize  how  recent  is  our  knowledge  re- 
garding ground  water  supplies.  While  it  is  true  that  Aristotle 
and  some  of  the  early  Greek  philosophers  had  the  idea  that  the 
source  of  the  ground  water  was  the  rain,  which,  as  they  expressed 
it,  was  absorbed  by  the  mountains,  and  then  given  back  to  the 
springs  and  wells,  the  people  in  the  Middle  Ages  thought  that 
the  source  of  ground  water  was  the  condensed  steam  which 
was  produced  by  the  seepage  of  the  ocean  water  into  the  hot 
bowels  of  the  earth.  It  was  not  until  the  last  decade  of  the 
nineteenth  century  that  people  really  began  to  study  the  sub- 
ject experimentally  in  order  to  determine  the  laws  of  the  flow  of 
ground  water.  As  Mr.  Johnson  states,  our  Massachusetts  con- 
ditions, our  New  England  conditions,  with  the  possible  excep- 
tion of  those  which  exist  in  the  more  recent  deposits  in  the 
southeastern  part  of  this  state,  —  which  are  similar  to  those  in 
New  Jersey,  —  are  not  uniform.  Except  in  those  regions,  all  of 
the  water-bearing  material  is  heterogeneous  and  is  not  subject 

*  Consulting  Sanitary  Engineer,  Boston. 

283 


284  BOSTON  SOCIETY  OF  CIVIL   ENGINEERS. 

to  those  hydrological  laws  which  have  been  so  well  w^orked  out  by 
Mr.  Schlicter,  of  the  Geological  Survey,  and  others.  Out  West 
they  are  able  to  predict  almost  certainly  what  some  of  the  sand- 
stones will  yield  when  wells  are  sunk  into  them.  There  is  a  story 
about  one  of  the  Chicago  &  Northwestern  Railroad  engineers  who 
sank  a  well  at  i  500  ft.  and  getting  discouraged  called  in  a 
geologist.  The  advice  given  was  so  precise  that  water  was  found 
at  about  i  600  ft.  as  predicted. 

One  of  the  chief  advantages  of  ground  water  is  its  better 
appearance  as  compared  with  surface  water.  As  Mr.  Johnson 
says,  it  is  cooler  in  summer  and  warmer  in  winter  than  the  surface 
water.  It  can  be  used  from  the  tap  without  ice.  which  is  an  ad- 
vantage, and  it  is  generally  free  from  odor,  color  and  objection- 
able taste,  except  when  it  contains  iron  or  some  of  the  dissolved 
gases  from  the  soil.  Many  of  the  largest  supplies  of  the  world 
have  been  changed  over  in  recent  years  from  surface  sources  to 
ground  water  sources;  among  them,  such  cities  as  Budapest, 
Hamburg,  Berlin,  Leipsic  and  Dresden,  all  of  them  cities  of  the 
first  class  and  cities  which  formerly  were  apparently  well  satisfied 
with  surface  water  supplies.  Military  reasons  have  led  many 
German  cities  to  adopt  the  ground  water  supply  in  whole  or  in 
part;  Antwerp  had  a  surface  supply  which  failed  with  the  fall 
of  Fort  Woevre-St.  Catherine. 

Mr.  Johnson  applied  the  term  '*  deep  wells  "  to  artesian  wells 
also.  The  speaker  has  always  been  taught  that  deep  wells  are 
wells  which  are  driven  to  a  considerable  depth,  and  artesian 
wells  are  deep  wells  in  which  water  rises  under  pressure  to  a 
greater  or  less  height  above  its  source  in  the  ground;  when  rising 
above  the  surface  they  are  flowing  (artesian)  wells. 

Mr.  Johnson  has  emphasized  a  most  important  point, 
namely,  the  value  of  pumping  tests.  We  have  not  always  felt  that 
the  results  obtained  enabled  us  to  predict  the  quality  as  well  as 
the  quantity  of  the  water.  I  would  cite  the  Middleboro  water 
works  as  an  example.  About  twenty  years  ago  they  made  a 
pumping  test  and  found  the  water  to  be  excellent  in  quality  and 
practically  free  from  iron,  and  so  it  continued  to  be  for  several 
years.  Then  came  a  break;  organic  matter  increased  in  the 
soil,  the  iron  content  rose  and  the  water  became  disagreeable, 
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and  without  increasing  the  consumption  the  iron  has  increased 
threefold  within  the  last  fourteen  months.  This  increase  in  iron, 
and  with  it  often  manganese,  has  been  the  experience  with  a  great 
many  supplies  in  eastern  Massachusetts.  It  does  not  seem  to  be 
the  case  with  supplies  in  the  western  part  of  the  state,  probably 
due,  I  think,  to  the  larger  deposits  of  bog  iron  ore  in  the  E^t 
as  compared  with  those  in  the  West. 

Nothing  is  more  important,  as  Mr.  Johnson  has  said,  than  to 
locate  the  wells  as  far  away  as  possible  from  peat  bogs.  Peat 
bogs  when  inundated  and  thus  kept  away  from  the  air,  ferment 
and  the  sulphur  compounds  in  the  organic  matter  change  over  to 
hydrogen  sulphide  gas.  This  gas  will  dissolve  in  the  water,  and 
when  brought  in  contact  with  air  oxidizes  to  sulphuric  acid, 
which  dissolves  the  iron  and  produces  with  organic  matter  a  very 
refractory  compound.  This  is  the  situation  at  Reading,  where 
the  iron  is  dissolved  by  the  sulphuric  acid.  A  similar  case  oc- 
curred at  Breslau  in  Germany,  where  the  sulphuric  acid  dissolved 
so  much  manganese  that  the  whole  works  had  to  be  shut  down 
for  a  time. 

We  have  just  finished  a  pumping  test  for  a  supply  in 
Worcester  County  testing  for  100  000  gal.  per  day  at  a  200  000 
gal.  rate  during  the  whole  test  week.  The  whole  cost  of  ten 
wells  including  the  test  was  $1  500. 

I  think  Mr.  Johnson  is  to  be  congratulated  upon  this  very 
clear  presentation  of  an  important  and  rather  neglected  subject  in 
water  supply  engineering. 

Mr;  Hazen.*  —  I  have  been  greatly  interested  in  Mr. 
Johnson's  paper.  Twenty  years  ago  I  had  the  pleasure  and 
privilege  of  presenting  to  this  Society  some  ideas  in  regard  to 
ground  water  supplies,  and  I  am  pleased  to  hear  from  Mr.  Johnson 
that  many  of  the  points  that  I  then  made  are  still  good.  On  the 
other  hand,  Mr.  Johnson's  paper  shows  that  the  methods  of 
finding  and  developing  such  supplies  have  been  greatly  improved 
in  recent  practice  in  Massachusetts. 

As  a  general  proposition  I  have  been  rather  skeptical  of 
pumping  tests  as  a  means  of  determining  permanent  yielding 
capacities  of  supplies.    Without  attempting  to  give  from  memory 

♦Hazen  &  Whipple,  Consulting  Engineers,  New  York. 
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the  exact   capacities,  the   histories    of    a    few  plants    may  be 
instructive  as  bearing  upon  the  reliability  of  pumping  tests. 

In  one  case  a  well  plant  was  built  as  an  auxiliary  plant  some 
fifteen  or  eighteen  years  ago.  It  was  built  under  a  contract  with 
a  guarantee  to  produce  three  million  gallons  per  day,  and  it  did 
produce  the  full  quantity  for  the  guaranteed  period,  which  was 
I  think,  one  year.  The  next  year  it  fell  somewhat  short  of  the 
guaranteed  capacity,  but,  of  course,  the  guarantee  had  expired; 
the  following  year  it  fell  still  further  short,  and  in  the  course  of  a 
few  years  the  output  had  dropped  to  about  one  quarter  of  the 
original  amount,  and  that  amount  was  steadily  maintained 
during  a  ten-year  period.  The  explanation  was  that  the  valley 
in  which  this  plant  was  located  contained  a  big  underground 
reservoir  of  pervious  material.  This  reservoir  held  enough  water 
to  maintain  the  output  during  the  first  year,  and  to  furnish  a 
considerable  but  reducing  quantity  thereafter  during  several 
years.  When  the  natural  reservoir  had  been  drained  as  far  as 
the  wells  were  capable  of  draining  it,  the  output  was  reduced  to 
the  amount  which  resulted  from  the  rainfall  on  the  tributary 
area,  which  proved  to  be  only  a  fraction  of  the  original  amount. 
A  year's  pumping  test  ordinarily  would  be  considered  to  be  an 
exhaustive  one,  but  in  this  case  it  did  not  prove  to  be.  The  per- 
manent yield  was  very  much  less  than  had  been  indicated  by  it. 

In  another  case  a  ground  water  supply  served  a  prosperous 
and  growing  community.  As  the  years  went  by,  other  and  deeper 
wells  were  driven  from  time  to  time  to  get  more  water.  The 
ground  water  level  gradually  became  lower,  the  pump  pits  were 
deepened,  and  afterward  air  lifts  were  put  in  to  take  the  water 
lower.  During  a  period  of  fifteen  or  twenty  years  the  ground 
water  level  was  gradually  lowered  until  now  it  is  probably  from 
fifty  to  one  hundred  feet  lower  than  it  naturally  was  over  an 
area  of  many  square  miles.  This  is  another  case  of  a  reservoir 
of  very  great  capacity  which  has  been  gradually  drained  cmd 
emptied  by  pumping  water  out  of  it.  The  water  that  has  been 
taken  has  been  valuable  and  has  permitted  the  company  that 
exploited  it  to  pay  for  their  works  and  pay  dividends.  The  de- 
velopment was  good  and  profitable,  although  not  a  permanent 
one.     The  water  that  has  been  taken  is  comparable  with  the  coal 
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that  IS  taken  from  a  mine:  there  is  about  so  much  of  it,  and  when 
it  is  gone  another  source  of  supply  must  be  found. 

In  still  another  case  a  ground  water  supply  near  salt  water 
yielded  through  a  considerable  term  of  years  an  abundant  supply 
of  water  of  excellent  quality.  Ultimately  the  water  became 
brackish  and  not  suitable  for  further  service.  In  this  case  there 
was  no  reduction  of  ground  water  level  during  the  period  of  suc- 
cessful pumping.  The  explanation  is  that  large  layers  of  pervious 
material  existed  below  the  sea  level,  but  these  were  filled  with 
fresh  water  of  good  quality  which  represented  the  accumulation 
of  many  years  of  surface  run-off  from  a  small  tributary  area. 
As  this  water  was  drawn  by  the  wells  the  water  level  was  not 
lowered  because  sea  water  came  in  to  take  its  place  in  the  voids  of 
the  pervious  material.  A  full  supply  was  easily  maintained 
without  lowering  the  ground  water  level  until  the  fresh  water  had 
been  so  drawn  out  that  salt  water  commenced  to  reach  the  wells. 
After  that  the  supply  was  practically  useless. 

I  cite  these  as  illustrations  of  cases  where  pumping  tests 
have  continued  for  much  longer  periods  than  are  usually  thought 
sufficient  to  demonstrate  all  the  conditions  that  there  are,  and 
which  have  nevertheless  failed  to  show  the  permanent  yielding 
capacities. 

In  California  there  has  been  a  recent  development  in  ground 
water  supplies  that  has  greatly  increased  their  practical  value; 
that  is,  the  use  of  electricity  for  operating  pumps  to  get  water  out 
of  the  wells.  The  electricity  comes  from  water  power  in  the 
Sierras.  The  electrical  apparatus  has  been  perfected  so  that 
it  not  only  takes  care  of  itself  with  only  occasional  inspection, 
but  is  able  to  stop  and  start  itself  according  to  the  demand  for 
water.  In  general  a  pump  is  used  for  each  well,  but  sometimes 
the  wells  are  more  numerous  than  the  pumps,  and  the  motor  and 
pump  are  taken  from  well  to  well  in  rotation  to  secure  the  fullest 
and  most  convenient  development  and  use  of  the  supply. 

Mr.  Symonds.*  —  There  is  one  matter  which  I  would  like 
to  mention,  which  Mr.  Johnson  referred  to,  and  that  is  the  ques- 
tion of  large  pipe  wells  in  place  of  strainer  point  wells.  The  need 
of   something  of  this  kind  arose  in  some  underground  water 

*  Consulting  Engineer,  The  Hanscom  Construction  Company,  Boston. 
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supplies  on  Cape  Cod.  As  you  probably  know,  the  Cape  is 
largely  a  sand  formation.  There  is  more  or  less  gravel,  but  that 
is  mixed  with  a  good  deal  of  fine  sand,  and  my  experience  has 
been  that  it  is  necessary  to  use  strainer  points  of  some  kind  in 
most  parts  of  the  region.  We  have  found  that  after  a  compara- 
tively few  years  strainer  points  of  all  descriptions  give  more  or 
less  trouble.  The  ordinary  strainer  point,  such  as  was  shown  on 
the  screen,  seems  to  form  a  sort  of  scale  over  the  outside  of  the 
small  wire  screens  which  practically  puts  them  out  of  commission, 
with  such  water  which  might  be  found  on  the  Cape,  in  about 
three  years.  We  have  tried  to  find  some  remedy  for  this  trouble, 
which  was  becoming  very  pronounced  with  the  wells  in  one  plant. 
We  studied  the  feasibility  of  the  large  well,  but  conditions  were 
not  such  as  to  warrant  putting  in  a  large  well  without  an  ex- 
pensive test,  which  we  hesitated  to  make.  In  trying  to  devise 
some  scheme  by  which  we  could  get  water  into  the  wells  without 
having  the  trouble  of  clogging  up  fine  screens  and  not  having  to 
go  to  the  expense  of  a  large  well,  we  undertook  to  sink  a  series  of 
small  wells,  each  about  two  feet  in  diameter. 

The  use  of  such  wells  is  not  new,  but  some  of  the  features  of 
the  wells  which  we  are  using  at  the  present  time  may  be  a  little 
different  from  those  used  before  for  this  purpose. 

We  find  it  possible  to  sink  these  wells  by  dredging  out  the 
interior  so  long  as  we  take  certain  precautions  in  regard  to  keeping 
the  pipes  together.  We  started  using  cement  pipes  with  bells. 
This  method  was  satisfactory  in  some  sections  but  did  not  work 
well  in  others,  as  the  lower  pipes  sometimes  dropped  away  from 
those  above.  But  we  finally  devised  a  series  of  clamps  which 
have  given  good  results.  It  becomes  evident  as  the  dredging 
takes  place  in  the  interior  of  these  wells  that  the  pipes  alone  do 
not  go  down,  causing  friction  on  the  sides,  but  that  a  certain 
volume  of  the  surrounding  earth,  varying  from  six  inches  to  a 
foot,  gradually  works  down  with  the  pipe. 

These  wells  on  the  Cape  have  proven  very  satisfactory  and 
we  are  now  using  them  in  some  other  places.  In  places  where  it 
has  been  impossible  to  get  water  with  any  form  of  small  pipe  well 
where  there  is  a  great  deal  of  quicksand,  these  wells  are  doing 
good  work.    There  are  certain  problems  in  regard  to  the  OF)era- 
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tion  and  keeping  the  quicksand  out  which  we  are  now  working 
on,  but  we  believe  that  the  field  for  this  kind  of  well  is  a  fairly 
broad  one  and,  developed  as  it  should  be,  will  help  out  the  under- 
ground water  supplies.  There  are  a  great  many  towns  in  Massa- 
chusetts where  a  great  deal  of  difficulty  is  being  experienced  with 
well  systems  that  might  be  helped  by  this  form  of  well. 

In  regard  to  the  pumping  tests  which,  as  Mr.  Hazen  has 
shown  by  some  very  good  examples,  are  in  many  cases  unsatis- 
factory, it  seems  to  me,  nevertheless,  that  for  small  plants  such 
as  are  being  largely  put  in  at  the  present  time  in  this  section  of  the 
country,  they  have  a  great  many  advantages  as  well  as  some 
disadvantages,  and  as  an  illustration  I  might  dte  the  case  of 
Merrimack,  N.  H.,  where  we  made  a  lot  of  tests  two  or  three 
years  ago  and  found  some  rather  unusual  conditions.  The  water 
was  cold,  about  42**  or  43®.  It  was  analyzed  and  reported  as  very 
high  grade  by  the  New  Hampshire  State  Board  of  Health.  The 
Merrimack  people  were  so  well  pleased  with  the  indications  that 
a  pumping  test  seemed  unnecessary.  We  half  believed  this  our- 
selves, but  did  not  think  best  to  take  the  chances,  so  we  started 
pumping  from  about  eight  wells  something  like  100  000  gallons 
in  twenty-four  hours.  The  quality  and  quantity  were  both  very 
uniform  for  about  three  days.  Suddenly  the  water  became 
warm,  the  temperature  going  up  to  about  60**,  I  believe.  The 
water  changed  entirely  in  its  nature  and  evidently  came  through 
from  a  river  in  the  vicinity.  The  pumping  test  may  not  prove 
that  the  supply  is  going  to  hold  out  for  all  time,  but  it  does  show 
some  of  the  dangers  which  the  underground  water  supplies  are 
subject  to. 

Mr.  Johnson*  (by  letter).  —  Mr.  Hazen  has  apparently 
failed  to  note  what  I  tried  to  emphasize  as  one  of  the  most  im- 
portant parts  of  the  pumping  test,  namely,  the  observation  of 
the  height  of  the  ground  water  in  the  vicinity  during  and  after 
the  test.  The  cases  cited  by  Mr.  Hazen  are  excellent  illustra- 
tions of  the  value  of  the  properly  conducted  pumping  test.  If 
such  a  test  had  been  made  in  these  instances  and  the  data  se- 
cured, which  is  necessary  for  the  proper  interpretation  of  the  test, 
what  actually  happened  could  have  been  foretold  with  accuracy. 

♦  Author's  closure. 
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If  water  is  stored  in  a  pocket  of  porous  material  beneath  the 
surface  of  the  ground  with  little  inflow  into  it,  there  should 
be  no  difficulty  in  determining  this  fact  by  lowering  the  level  of 
the  water  in  the  pocket  and  observing  the  recovery  of  the  water. 
Several  such  cases  were  referred  to  in  the  original  paper,  and  the 
diagrams  illustrating  them  were  shown  on  the  screen  but  were 
not  reproduced  in  the  Journal. 

In  the  case  of  water  being  drawn  from  a  salt-water  source, 
observations  of  the  ground  water  level  would  undoubtedly  have 
shown  that  water  was  being  drawn  from  the  direction  of  the 
salt  water,  and  it  might  reasonably  have  been  expected,  if  the 
ground  water  level  was  held  below  tlie  sea  level,  that  ultimately 
some  salt  would  be  drawn  into  the  wells. 

The  cases  cited,  instead  of  showing  the  weakness  of  the 
pumping  test,  show  most  conclusively  the  value  of  such  a  test^ 
for  in  all  of  the  cases  the  failure  of  the  supply  might  have  been 
predicted. 
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(To  be  presented  November  17,  ipiS-) 

The  Act  to  Regulate  Commerce  became  a  law  February  4, 
1887.  This  law  was  amended  March  i,  191 3,  by  an  Act  which 
added  a  new  section,  to  be  known  as  Section  19a,  which  is  the 
so-called  and  much  discussed  "  Federal  Valuation  Act." 

A  careful  study  of  this  Act  brings  out  the  following: 

First.  That  the  Interstate  Commerce  Commission  is  re- 
quired to  investigate,  ascertain  and  report  the  value  of  all  the 
property  owned  or  used  by  every  common  carrier  subject  to  the 
Act  to  Regulate  Commerce,  and  that  the  Commission  is  given 
full  authority  to  employ  such  experts,  assistants  and  examiners 
as  shall  be  necessary  in  the  carrying  out  of  the  valuation  work. 

Second,  That  the  Commission  is  to  make  an  inventory 
which  shall  list  the  property  of  every  common  carrier  in  detail 
and  show  the  value  thereof,  and  shall  classify  the  physical 
property  as  nearly  as  practicable  in  conformity  with  the  Classi- 
fication of  Expenditures  for  Road  and  Equipment  as  prescribed 
by  the  Commission. 


NoTB.  This  paper  is  issued  in  advance  ot  the  date  set  for  its  presentation.  Discussion 
is  invited,  to  be  received  by  Edward  C.  Sherman,  Editor.  6  Beacon  Street,  Boston,  before 
January  10,  1916,  for  publication  in  a  subsequent  number  of  the  Journal. 

*  Valuation  Engineer.  B.  &  M.  R.  R. 
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Third.  That  the  Commission  is  to  ascertain  and  report 
in  detail  as  to  each  piece  of  property  owned  or  used  by  every 
common  carrier  for  its  purposes  as  a  common  carrier,  the  original 
cost  to  date,  the  cost  of  reproduction  new  and  the  cost  of  repro- 
duction less  depreciation,  and  is  to  make  an  analysis  of  the 
methods  by  which  these  several  costs  are  obtained  and  the  reasons 
for  their  differences,  if  any. 

Fourth,  That  the  Commission  is  to  ascertain  and  report 
separately  other  values  and  elements  of  value,  if  any,  of  the 
property  of  every  common  carrier. 

Fifth.  That  the  Commission  is  to  investigate  and  report 
in  detail  and  separately  from  improvements  the  original  cost  of 
all  lands,  rights  of  way  and  terminals  owned  or  used  for  the 
purposes  of  a  common  carrier,  ascertained  as  of  the  time  of 
dedication  to  public  use,  the  present  value  of  the  same  and, 
separately,  the  original  and  present  cost  of  condemnation  and 
damages  or  of  purchase  in  excess  of  such  original  cost  or  present 
value. 

Sixth.  That  the  Commission  is  to  investigate  and  report 
separately  the  property  held  for  purposes  other  than  those,  of  a 
common  carrier  and  the  original  cost  and  present  value  of  the 
same. 

Seventh.  That  the  Commission  is  to  investigate  and  report 
upon  the  history  and  organization  of  the  present  and  of  any 
previous  corporation  operating  such  property;  upon  any  in- 
creases or  decreases  of  stocks,  bonds  or  other  securities  in  any 
reorganization;  upon  moneys  received  by  any  such  corporation 
by  reason  of  any  issues  of  stocks,  bonds  and  other  securities; 
upon  the  syndicating,  banking  and  other  financial  arrangements 
under  which  such  issues  were  made,  and  the  expense  thereof; 
and  upon  the  net  and  gross  earnings  of  any  such  corporations. 
It  is  also  to  ascertain  and  report  in  such  detail  as  may  be  de- 
termined by  the  Commission  upon  the  expenditures  of  all 
moneys  and  the  purposes  for  which  they  were  expended. 

Eighth.  That  the  Commission  is  to  ascertain  and  report 
the  amount  and  value  of  any  aid,  gift,  grant  of  right  of  way  or 
donation  made  to  every  common  carrier,  or  to  any  previous 
corporation  operating  such  property,  by  the  Government  of  the 
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United  States  or  by  any  state,  county  or  municipal  government, 
or  by  individuals,  associations  or  corporations;  that  it  is  also 
to  ascertain  and  report  the  grants  of  land  to  every  common 
carrier  or  any  previous  corporation  operating  such  property, 
by  the  Government  of  the  United  States,  or  by  any  state,  county 
or  municipal  government,  and  the  amount  of  money  derived 
from  the  sale  of  any  portion  of  such  grants  and  the  value  of  the 
unsold  portion  thereof  at  the  time  acquired  and  at  the  present 
time;  also  the  amount  and  value  of  any  concession  and  allow- 
ance made  by  every  common  carrier  to  the  Government  of  the 
United  States  or  to  any  state,  county  or  municipal  government 
in  consideration  of  such  aid,  gift,  grant  or  donation. 

Ninth.  That  the  investigation  shall  show  the  value  of  the 
property  of  every  common  carrier  as  a  whole  and  separately 
in  each  of  the  several  states  and  territories  and  the  District  of 
Columbia. 

Tenth.  That  the  Commission  is  to  report  results  to  Con- 
gress at  the  beginning  of  each  regular  session  until  all  the  work 
is  completed. 

Eleventh.  That  every  common  carrier  is  obligated  to 
furnish  to  the  Commission  any  maps,  profiles,  contracts,  docu- 
ments, records,  etc.,  which  may  be  asked  for,  shall  grant  to  the 
agents  of  the  Commission  free  access  to  all  its  property  and 
records,  and  shall  fully  cooperate  with  and  aid  the  Commission 
in  all  particulars. 

Twelfth.  That  upon  the  completion  of  the  valuation  the 
Commission  shall  thereafter  keep  itself  informed  of  all  exten- 
sions, improvements  or  other  changes  in  the  condition  and 
value  of  the  property  of  every  common  carrier,  shall  ascertain 
the  value  thereof  and  shall  from  time  to  time  revise  and  correct 
its  valuation. 

It  will  be  seen  from  the  above  that  this  is  not  a  mere  physical 
valuation,  but  that  it  is  a  valuation  in  detail  of  all  property 
oi^Tied  or  used  by  ever>'  common  carrier,  subject  to  the  Act  to 
regulate  commerce. 

Such  common  carriers  include  all  corporations  or  persons 
engaged  in  the  transportation  of  oil  or  other  commodities  except 
water  and  except  natural  or  artificial  gas,  by  means  of  pipe  lines 
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or  partly  by  pipe  lines  and  partly  by  railroad;  all  telegraph, 
telephone  and  cable  companies  performing  interstate  business; 
and,  of  course,  every  railroad  company  whose  business  extends 
from  one  state  into  another. 

There  have  been  many  discussions  as  to  the  reasons  for 
this  valuation  Act  and  what  the  probable  results  would  be. 
Just  what  was  in  the  mind  of  Congress  is,  of  course,  not  definite, 
but  It  appears  from  various  recommendations  which  have  been 
made  to  Congress  from  time  to  time  by  the  Interstate  Commerce 
Commission,  and  which  were  doubtless  the  controlling  force  in 
securing  the  enactment  of  this  Act,  that  the  valuation  was 
essential  — 

(a)  To  obtain  a  trustworthy  estimate  of  the  relation  exist- 
ing between  the  present  worth  of  railroad  property  and  its  cost 
to  its  proprietors; 

(b)  In  determining  whether  rates  as  fixed  by  the  Govern- 
ment are  confiscatory; 

(c)  In  connection  with  railway  taxation; 

(d)  In  the  ascertainment  of  a  proper  depreciation  reserve; 

(e)  In  testing  the  accuracy  of  the  balance  sheets  of  the 
carriers; 

(/)  To  the  organization  of  railway  statistics  in  general; 

(g)  In  determining  whether  the  railroads  are  under  or  over 
capitalized. 

The  valuation  is  a  national  valuation,  but  the  law  requires 
it  to  be  made  by  state  lines.  When  completed  there  will  be 
not  only  a  federal  valuation  of  all  interstate  railroads  and  other 
common  carriers,  but  a  state  valuation,  which  will  probably 
supersede  and  supplant  every  other  state  valuation  which  can  be 
made. 

There  is  no  more  important  practical  question  before  the 
people  of  this  country  to-day  than  the  treatment  which  should 
be  accorded  to  their  transportation  facilities  by  rail.  The 
valuation  now  being  made  is  one  of  the  most  important  factors 
in  the  decision  of  that  question. 

We  have,  first  of  all,  the  fundamental  primary  question 
as  to  whether  the  Government  will  take  ov^r  these  agencies 
of  transportation,  or  whether  it  will  suffer  them  to  be  conducted 
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for  private  profit.  At  the  basis  of  this  question  lies  the  further 
question,  of  what  is  the  value  of  these  properties,  and  it  is  not 
supposed  that  the  people  of  the  country  will  ever  come  seriously 
to  the  discussion  of  government  ownership  until  they  first  know 
what  is  the  value  of  the  railroads  and  what  is  the  relation  of 
that  value  to  their  capitalization. 

If  the  railroads  are  to  be  left  in  private  hands  we  have  the 
still  more  important  question  of  what  treatment  shall  be  accorded 
to  the  private  capital  which  has  been  invested  in  them;  for 
that  treatment  must  be  such  as  will  not  only  do  justice  to  the 
property  which  is  there,  but  such  that  will  attract  other  capital 
to  that  same  sort  of  investment.  The  federal  valuation  is 
bound  to  be  the  basis  of  the  determination  of  this  question,  and 
it  will  be  the  basis  of  the  rates  fixed  by  the  Interstate  Commerce 
Commission,  and  the  main  basis  of  the  rates  which  will  be  fixed 
by  the  various  states. 

The  magnitude  of  the  work  as  regards  railroads  can  best 
be  appreciated  with  the  knowledge  of  the  following: 

On  June  30,  1913,  the  railroads  of  the  United  States  com- 
prised approximately  250000  miles  of  line,  which,  with  double 
tracks,  yards  and  sidings,  approximated  376  000  miles  of  track. 
The  capital  securities  of  these  companies  which  were  outj^tand- 
ing  in  the  hands  of  the  public  at  that  time  amounted  to  approxi- 
mately $15  000  000  000,  of  which,  roughly  speaking,  60  per  cent. 
was  bonds  and  other  forms  of  indebtedness,  and  40  per  cent, 
stock,  the  latter  being  owned  by  over  620000  stockholders. 
The  number  of  employees  was  i  815  000,  their  compensation 
aggregating  $1  373  000  000.  During  this  same  year  the  rail- 
roads paid  in  taxes  over  3^120  000  000. 

For  the  undertaking  of  this  immense  work  the  Interstate 
Commerce  Commission  has  organized  a  Division  of  Valuation, 
under  the  charge  of  Mr.  Charles  A.  Prouty  as  director.  Mr. 
Prouty  had  been  a  member  of  the  Interstate  Commerce  Com- 
mission for  many  years  and  resigned  from  the  Commission  to 
take  over  this  work.  The  director  has,  to  assist  him  in  carrying 
on  the  valuation  work,  besides  counsel,  an  advisory  board,  an 
engineering  board,  a  supervisor  of  land  appraisals,  a  supervisor 
of  accounts  and  a  cost  bureau. 
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For  the  purposes  of  the  valuation  the  United  States  has  been 
divided  into  five  districts. 

The  Engineering  Board  is  composed  of  five  engineers. 
While  the  Board  as  a  whole  has  direction  of  all  the  engineering 
features  connected  with  the  valuation,  each  member  is  directly 
in  charge  of  one  of  the  five  districts.  This  Board  outlines  all 
the  methods  to  be  pursued  and  details  to  be  carried  out  looking 
towards  the  obtaining  of  the  detailed  lists  of  the  physical  prop- 
erty other  than  lands,  as  noted  in  the  second  paragraph  of  the 
study  of  the  Act.  The  Board  will  also  complete  for  the  physical 
items  the  cost  of  reproduction  new  and  the  cost  of  reproduction 
less  depreciation. 

The  Supervisor  of  Land  Appraisals  has  charge  of  the  ascer- 
taining of  the  present  value  of  all  railroad  lands.  He  is  assisted 
by  five  valuation  attorneys,  each  attorney  being  directly  in 
charge  of  a  district. 

The  Supervisor  of  Accounts  has  charge  of  the  investigation 
of  the  history  and  organization  of  every  railroad  and  also  of  all 
financial  investigations  called  for  in  the  Act,  and  in  addition  to 
this  the  working  out  of  the  original  cost  to  date.  He  is  assisted 
by  five  valuation  accountants,  each  accountant  being  in  charge 
of  a  district. 

The  Cost  Bureau  is  at  work  making  investigations  and 
collecting  data  for  use  in  preparing  the  unit  prices  which  will 
be  used  by  the  Engineering  Department,  after  they  have  made 
their  inventory,  for  the  working  up  of  the  cost  reproduction  new. 
In  addition  to  making  such  investigations  themselves,  the  bureau 
has  called  on  the  railroad  for  a  great  deal  of  information  which 
will  be  described  later  on  under  Order  No.  14. 

When  the  Act  became  a  law,  the  railroads  of  the  United 
States,  recognizing  the  magnitude  of  the  work  to  be  done, 
knowing  that  they  were  to  participate  and  realizing  that  it 
was  for  the  interest  of  all  concerned  to  have  the  work  done  as 
correctly  as  possible  and  all  proper  facts  ascertained,  organized 
a  Presidents'  Conference  Committee  as  a  central  body  to  rep- 
resent all  the  railroads.  Every  railroad  was  invited  to  join  this 
conference,  and  at  the  present  time  it  is  supported  by  215000 
miles,  or  approximately  86  per  cent,  of  all  the  railroads  in  the 
United  States. 
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Mr.  Samuel  Rea,  president  of  the  Pennsylvania  Railroad, 
is  general  chairman  of  this  committee,  and  Mr.  Thomas  W. 
Hulme  is  general  secretary  of  this  and  all  the  other  committees. 

For  the  actual  work,  the  railroads  have  separated  into  three 
groups.  Eastern,  Western  and  Southern,  each  group  having  its 
presidents*  committee. 

There  is  also  a  board  of  counsel  associated  with  the  Presi- 
dents' Conference  Committee. 

To  handle  the  various  details,  separate  group  committees 
were  appointed,  one  for  engineering,  one  in  connection  with 
lands,  and  one  in  connection  with  the  studies  of  financial  his- 
tories and  accounts.  These  various  committees  meet  both 
separately  and  together.  Each  engineering  committee  has  a 
group  office  in  charge  of  a  group  engineer.  All  these  committees 
have  been  continuously  at  work  since  their  inception  and  have 
accomplished  a  great  deal  in  the  interests  of  the  railroads.  Every 
feature  which  has  come  up  has  been  thoroughly  discussed  by 
them  and  then  in  turn  with  the  Division  of  Valuation  repre- 
sentatives. They  have  presented  a  great  deal  of  data  to  the 
Valuation  Division  and  have  taken  active  part  in  the  prepara- 
tion of  the  various  orders  made  by  the  Commission,  and  at 
the  same  time  have  kept  the  railroads  in  the  country  continu- 
ously advised  of  every  step  which  has  been  made  towards  the 
working  out  of  the  methods  of  the  valuation. 

In  addition  to  this,  the  State  Public  Service  and  Railroad 
Commissions  have  taken  an  active  interest  in  the  Federal  Valua- 
tion. Their  national  organization  has  followed  the  matter,  and 
with  special  committees  the  states  have  been  represented  at  all 
the  conferences  between  the  Valuation  Division  and  the  rail- 
roads, and  at  such  meetings  have  taken  active  part  in  presenting 
their  views  and  suggestions.  In  some  of  the  actual  inventory 
work  the  State  Commissions  are  represented  in  the  field.  Un- 
doubtedly they  will  ask  that  the  railroads  file  with  them  similar 
records  to  those  which  are  filed  with  the  Interstate  Commerce 
Commission,  and  they  will,  of  course,  take  more  active  part  as  the 
work  proceeds,  looking  towards  the  final  establishment  of  values. 

At  the  beginning  there  was  considerable  discussion  as  to 
just  how  much  detail  work  should  be  done  by  the  Conimission, 
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and  how  much  they  should  require  from  the  railroads.  The 
Act  calls  for  the  Commission  to  make  an  inventory  of  the  prop- 
erty of  each  common  carrier.  It  was  finally  decided  by  the 
Division  of  Valuation  that,  in  order  to  know  that  the  units  in 
their  inventory  were  correct,  they  should  obtain  these  units 
themselves.  This  is  being  done,  but  the  valuation  work  as  a 
whole  is  so  divided  under  present  arrangements  that  the  Com- 
mission and  the  railroads  are  doing  about  an  equal  amount. 
The  parts  to  be  done  by  the  railroad  are  specified  in  orders  made 
out  by  the  Division  of  Valuation  and  issued  by  the  Interstate 
Commerce  Commission.  The  first  order  was  issued  February  i, 
1914,  and  to  date  twenty  have  been  issued.    These  are  as  follows: 


Order  No.  i. 
Order  No.  2. 
Order  No.    3. 


Order  No.    4. 
Order  No.    5. 

Order  No.    6. 

Order  No.    7. 

Order  No.    8. 

Order  No.    9. 

Order  No.  10. 

Order  No.  11. 

Order  No.  12. 
Order  No.  13. 


Specifications  for  maps  and  profiles. 

Abandoned  property. 

Regulations  to  govern  the  recording  and 
reporting  of  all  extensions  and  improve- 
ments or  other  changes  in  physical  prop- 
erty of  every  common  carrier. 

Inventory  of  materials  and  supplies. 

Modifying  and  supplemental  order  to  Order 
No.  I. 

Regulations  modifying  and  supplementing 
valuation  Order  No.  i. 

Order  and  instructions  pertaining  to  sched- 
ules of  lands. 

Regulations  to  govern  the  recording  and 
reporting  of  register  of  equipment  and 
original  cost  to  date  of  same. 

Order  regarding  transportation  of  employees, 
supplies  and  cars  of  the  valuation  division. 

Modifying  and  supplemental  order  on 
abandoned  property. 

Order  and  instructions  pertaining  to  an 
inventory  of  records. 

Order  for  listing  industrial  tracks. 

Order  regarding  inventory  and  schedules 
to  be  made  by  carriers. 
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Order  No.  14.  Order  and  instructions  pertaining  to  pur- 
chases of  materials,  prices  paid  and  rates 
of  compensation  paid  for  labor. 

Order  No.  15.  Order  and  instructions  pertaining  to  privi- 
leges given  and  leases  made  by  steam 
railroads. 

Order  No.  16.     Order  and  instructions  pertaining  to  aids, 

gifts,  grants  and  donations. 

Orders  Nos.  17  and  18.     Order  and  instructions  pertaining 

to  purchases  of  materials,  prices  paid  and 
rates  of  compensation  paid  labor  per- 
taining to  telegraph  and  telephone  com- 
panies. 

Order  No.  19.  Order  and  instructions  pertaining  to  pur- 
chases of  material,  prices  paid  and  rates 
of  compensation  paid  for  labor  pertaining 
to  telegraph  and  telephone  property  of 
railroads. 

Order  No.  20.  Order  covering  corporate  history  of  rail- 
roads. 


All  these  orders  either  have  specified  dates  on  which  they 
shall  be  complied  with,  or  are  so  written  that  the  director  can 
specify  the  dates  at  his  discretion.  In  the  beginning  the  dates 
were  uniform  for  all  railroads,  but  modifications  have  been  made, 
and  where  the  carrier  is  not  able  to  meet  these  dates  extensions 
have  been  granted  by  the  Division  of  Valuation,  if  they  were 
convinced  that  the  carrier  was  making  a  proper  effort  toward 
complying  with  them. 

Order  No.  i  obligates  every  steam  railway  carrier  to  file 
with  the  Commission  maps  and  profiles  of  its  entire  system  as  it 
existed  June  30,  1914,  and  specifies  in  detail  just  what  is  to  be 
shown  on  each  map  and  profile.  The  maps  are  all  to  be  of  a 
definite  size,  23  in.  x  55  in.  inside  the  border,  with  a  scale  of 
100,  200  or  400  ft.  to  one  inch,  each  map  to  contain  not  more 
than  one,  two  or  four  miles  between  match  marks  for  the  adja- 
cent sheets.  These  maps  are  to  be  in  much  detail  and  are  to 
show  a  complete  survey  of  the  railroad  with  all  existing  struc- 
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tures ;  survey  stations  and  details  of  alignment  are  to  be  shown, 
and  also  each  individual  parcel  of  land  which  the  railroad  owns, 
with  a  table  giving  full  information  as  to  the  acquisition  of  each 
parcel.  All  profile  sheets  are  to  be  made  lo  in.  x  55  in.  inside 
the  border  and  on  standard  Plate  A,  with  a  scale  of  i  in.  equals 
20  ft.  vertical,  and  i  in.  equals  400  ft.  horizontal.  These  pro- 
files are  to  show  the  railway  grade  line  with  all  rates  of  grade 
and  changes,  the  original  surface  of  the  ground  at  the  center 
line  and  all  bridges,  culverts  and  other  information  which  may 
be  available.  It  is  estimated  that  to  comply  with  this  order 
the  Boston  and  Maine  Railroad  will  have  to  make  about  3  000 
maps  and  750  profiles.  Moreover,  we  are  obligated  to  file  all 
such  maps  and  profiles  with  the  Government  on  tracing  cloth, 
either  original  tracings  or  reproductions. 

Order  No.  2  prescribes  that  each  carrier  shall  file  with  the 
Commission  complete  and  detailed  schedules  of  all  fixed  physical 
property  abandoned  prior  to  June  30,  1914,  together  with  a 
complete  and  detailed  statement  of  claims  with  respect  thereto. 
These  schedules  are  to  show  the  property  acquisition  in  accord- 
ance with  the  investment  accounts,  are  to  give  physical  units 
of  the  property  with  the  original  cost  of  same  to  date  of  abandon- 
ment, date  of  abandonment  and  disposition  and  present  status 
of  abandoned  property.  Maps,  profiles  and  other  records  may 
be  requested  by  the  Commission. 

Order  No.  3  specifies  a  standard  form  by  which,  beginning 
with  the  date  of  valuation,  the  carriers  are  to  furnish  each  year 
to  the  Commission  a  complete  statement  of  all  extensions  and 
improvements  or  other  changes  in  the  physical  property.  This 
is  required  so  that  the  Commission  will  have  the  necessary 
information  to  revise  the  valuation  from  year  to  year. 

Order  No.  4  instructs  every  steam  railway  carrier  to  make 
as  of  June  30  each  year  an  inventory  of  materials  and  supplies 
carried  in  stock. 

Order  No.  5  modifies  the  date  of  filing  of  maps  called  for  in 
Order  No.  i . 

Order  No.  6  modifies  Order  No.  i,  in  that  it  decreases 
somewhat  the  amount  of  detail  to  be  shown  on  plans  of  any 
carrier  having  less  than  one  hundred  miles  of  main  line  and 
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roadway,  and  gross  earnings  of  operation  of  less  than  $3  000 
per  mile. 

Order  No.  7  calls  for  a  typewritten  schedule  giving  full 
information  regarding  each  parcel  of  land  owned  or  used  by  the 
carrier.  There  are  two  forms  accompanying  this  order,  one 
for  lands  used  for  purposes  of  a  common  carrier,  and  the  other 
for  lands  held  for  purposes  other  than  those  of  a  common  carrier. 
Each  parcel  is  to  be  as  recorded  on  the  maps  in  Order  No.  i, 
and  in  addition  to  the  acquisition  records  the  railroads  are 
obligated  to  show  the  area  and  original  cost  of  every  parcel  of 
land  which  they  now  own. 

Order  No.  8  calls  for  a  register  of  all  equipment  and  a  de- 
tailed statement  of  the  original  cost  to  date  of  each  piece  of 
equipment.    The  following  kinds  of  equipment  are  classified: 

1.  Roadway  machines.  7.  Freight  train  cars. 

2.  Shop  machinery.  8.  Passenger  train  cars. 

3.  Power  plant  machinery.  9.  Motor  equipment  of  cars. 

4.  Power  substation  app>aratus.  10.  Floating  equipment. 

5.  Steam  locomotives.  1 1 .  Work  equipment. 

6.  Other  locomotives.  12.  Miscellaneous  equipment. 

Accompanying  the  order  are  standard  forms  which  are  to  be 
filled  out,  these  forms  to  be  typewritten  in  duplicate  and  filed 
with  the  Commission. 

Order  No.  9  provides  for  transportation  of  Government 
employees,  and  covers  charges  to  be  made  for  transporting  sup- 
plies, equipment  and  outfit  cars  which  these  employees  are 
using  on  the  work. 

Order  No.  10  modifies  the  date  of  the  filing  of  schedule  of 
abandoned  property  called  for  in  Order  No.  2. 

Order  No.  11  prescribes  forms  on  which  a  typewritten 
inventory  shall  be  made  of  all  principal  records,  documents  and 
papers  in  the  possession  of  the  railroad,  this  covering  the  records 
of  the  directors  and  stockholders,  ledgers,  journals,  cash  books, 
security  records,  construction  records,  rail  records,  bridge  records, 
annual  reports  and  other  miscellaneous  records. 

Order  No.  12  prescribes  a  form  on  which  the  carrier  shall 
furnish  a  typewritten  schedule  of  every  industrial  track;    that 
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is,  each  track  which  the  carrier  has  not  an  unrestricted  right 
to  use  in  serving  the  public.  This  record  calls  for  the  location 
of  the  track,  the  length,  map  number,  and  any  agreements  which 
may  be  in  existence  in  the  carrier's  records  regarding  same. 

Order  No.  13  gives  the  director  authority  to  instruct  any 
carrier  to  prepare  and  file  a  complete  inventory  of  quantities, 
units  and  classes  or  kinds  of  property,  other  than  that  called 
for  in  Orders  7  and  8. 

Order  No.  14  calls  for  schedules  showing  purchases  made 
and  prices  paid  during  the  last  five  or  ten  years  for  practically 
all  the  various  kinds  of  materials  which  are  used  by  a  railroad. 
It  also  calls  for  a  schedule  of  rates  of  compensation  to  employees 
for  the  last  ten  years.  Accompanying  this  order  are  87  forms, 
each  for  a  different  kind  of  material,  which  are  to  be  filled  out 
by  the  carrier,  giving  complete  information  of  purchases,  freight, 
etc. 

Order  No.  15  instructs  the  carrier  to  file  a  summary  state- 
ment, for  the  fiscal  year  ending  June  30  next  preceding  the  date 
fixed  by  the  Commission  as  that  on  which  the  carrier's  property 
shall  be  valued,  of  money  received  from  other  carriers  for  use 
of  any  property,  except  equipment,  and  money  received  from 
other  than  carriers  for  use  of  carrier  property.  It  also  furnished 
a  form  on  which  is  to  be  shown  a  schedule  of  all  leases  of  land 
claimed  by  the  carrier  to  be  owned  for  its  purposes  as  a  common 
carrier,  with  some  minor  exceptions. 

Orders  Nos.  17  and  18  apply  to  telegraph  and  telephone 
companies. 

Order  No.  19  is  similar  to  Order  No.  14,  in  that  it  requires  a 
schedule  list  of  all  purchases  made  by  every  carrier  for  material 
which  is  used  in  connection  with  telegraph  and  telephone  work. 
There  are  thirty-four  forms  accompanying  this  order,  which  are 
to  be  filled  out  on  the  typewriter. 

Order  No.  20  calls  for  a  complete  statement  of  all  facts  of 
every  corporation,  company  or  firm  at  any  time  connected 
wuth  the  railroad.  This  information  has  to  show  the  name  of 
every  corporation,  date  of  incorporation,  date  of  organization, 
description,  amount  constructed,  length  of  time  actually  operated, 
and  date  of  beginning  and  date  of  conclusion  of  such  operation. 
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It  also  prescribes  a  form  for  a  chart  which  will  show  all  this 
information  in  great  detail. 

The  first  start  towards  valuation  work  on  the  Boston  and 
Maine  Railroad  was  made  in  November,  1913,  when  the  president 
appointed  a  valuation  committee.  This  committee  at  first 
consisted  of  three  members  but  was  later  increased  to  seven. 
At  the  first  meeting  of  this  committee,  which  was  held  on  Novem- 
ber 20,  1913,  Mr.  A.  B.  Corthell,  chief  engineer,  was  elected 
chairman,  the  writer  appointed  valuation  engineer,  and  Mr. 
M.  C.  Bradley  appointed  valuation  accountant. 

At  that  time  no  active  work  had  been  started  by  the  Com- 
mission and  only  the  Engineering  Board  had  been  organized 
for  the  actual  work.  The  Board  had  held  quite  a  number  of 
joint  meetings  with  the  Railroad  Engineering  Committee,  work- 
ing out  details  covering  the  plans  to  be  required  and  the  methods 
to  be  followed  in  obtaining  physical  inventory. 

We  first  started  a  careful  study  of  the  history  of  the  Boston 
and  Maine  Railroad.  The  present  system  is  composed  of  some 
one  hundred  and  seventy  original  corporations,  thfe  first  of  which 
was  chartered  in  1796.  Under  reorganizations,  purchases  and 
consolidations,  there  are  now  forty  existing  corporations,  all  of 
which  are  either  owned,  leased  or  controlled  by  the  Boston  and 
Maine. 

Having  the  corporate  ownerships  as  now  existing  we  next 
made  a  study  for  a  schedule  of  inventory  or  valuation  sections. 
We  were  confronted  with  the  fact  that  the  valuations  are  to  be 
made  by  state  lines,  and  that,  for  our  own  records  at  leasts  we 
should  make  the  valuation  sections  agree  with  existing  corpora- 
tions. We  have  therefore  made  the  valuation  sections  as  a 
whole  by  corporate  ownerships,  although  there  are  some  parts 
where  the  ownerships  were  so  extensive  or  diversified  that  we 
have  given  more  than  one  section  to  a  corporation.  At  the 
present  time  we  have  sixty  valuation  sections,  for  each  of  which 
separate  inventories  and  collections  will  be  made.  With  all 
these  corporations  there  are  six  common  carriers  under  the  Act, 
for  which  valuations  will  be  made  by  the  Commission.  These 
are  as  follows: 

Boston  and  Maine  Railroad. 
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York  Harbor  and  Beach  Railroad  Company. 

The  Sullivan  County  Railroad. 

Vermont  Valley  Railroad. 
'  Montpelier  and  Wells  River  Railroad. 

The  St.  Johnsbury  and  Lake  Champlain  Railroad  Company. 

The  second,  third  and  fourth  of  this  list  are  operated  by 
the  Boston  and  Maine  as  agents,  while  the  last  two,  although 
controlled  by  the  Boston  and  Maine,  are  operated  independently. 

On  January  i6,  1914,  we  were  advised  that  the  Boston  and 
Maine  Railroad  was  one  of  the  first  roads  on  which  valuation 
work  would  start,  and  that  actual  field  work  would  be  commenced 
about  May  i.  The  date  fixed  for  the  valuation  of  the  Boston 
and  Maine  Railroad  is  as  of  June  30,  1914. 

Originally,  the  Interstate  Commerce  Commission  Wcis  of 
the  opinion  that  all  carriers  in  the  United  States  should  be 
valued  as  of  the  same  date.  After  following  the  matter  care- 
fully, they  decided  that  this  could  not  be  very  well  done,  and 
consequently  the  various  roads  are  being  valued  as  of  different 
dates. 

On  February  i,  1914,  Order  No.  i  was  issued,  following 
which  our  Valuation  Department  was  organized.  We  first 
made  a  careful  study  of  what  plans  were  in  existence  on  our 
entire  system  so  as  to  determine  which  of  them  could  be  made 
acceptable  to  the  Commission  for  filing  under  Order  No.  i. 
A  careful  study  revealed  the  fact  that  on  our  system  of  some 
2  500  miles  there  were  in  existence  maps,  of  various  sizes,  and 
mostly  on  a  scale  of  i  in.  equals  100  ft.,  for  about  i  000  miles, 
which  it  appeared  could  be  brought  up  to  date  without  complete 
field  surveys.  For  the  other  i  500  miles  we  found  that  com- 
plete new  resurveys  would  have  to  be  made. 

We  started  in  the  office  making  tracings,  in  accordance  with 
the  Government  regulations,  from  the  existing  maps,  and  to 
complete  these  maps  started  small  parties  of  two  men  each  over 
our  lines,  obtaining  the  data  necessary  to  complete  the  plans; 
such  as  survey  station  points  for  turnouts,  structures,  etc., 
locations  and  dimensions  of  culverts,  fences  and  buildings  and 
other  miscellaneous  items,  all  of  which  would  have  to  be  placed 
on  the  maps  before  they  could  be  filed  with  the  Government. 
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For  this  work  four  parties  of  two  men  each,  under  the  charge 
of  an  assistant  engineer,  completed  the  i  000  miles  in  the  field 
between  February'  16  and  December  11.  As  fast  as  the  field 
work  was  done,  the  information  obtained  was  placed  on  the 
tracings  in  the  office. 

For  the  new  survey  work,  parties  were  started  in  the  field 
in  February,  1914.  A  gradual  increase  in  the  number  of  parties 
was  made  until  nine  parties  were  at  work,  and  have  been  con- 
tinuously to  date.  Up  to  September  i,  1915,  these  parties  had 
completed  resurveys  for  i  250  miles  of  line  and  an  entire  resur- 
vey  of  the  Boston  terminal,  and  it  is  anticipated  that  the  entire 
work  will  be  done  by  December  i,  1915.  These  parties  are 
composed  of  four  field  men  and  one  draftsman,  three  parties 
being  under  the  direct  charge  of  an  assistant  engineer.  The 
field,  draftsman  travels  continuously  with  the  survey  party,  and 
completes  and  forwards  to  the  main  oflice  a  plan  which  shows  all 
existing  features,  survey  stations,  offsets  and  other  information, 
or  a  complete  detailed  resurvey  of  our  line.  These  plans  are 
inked  in  on  mounted  paper  in  rolls  containing  approximately 
seven  miles  on  a  scale  of  100  ft.  to  the  inch. 

The  speed  of  these  parties  varies  with  the  character  of  the 
line  on  which  they  are  working,  there  being  some  locations  where 
on  account  of  congestion,  number  of  tracks,  etc.,  they  will  not 
cover  more  than  half  a  mile  a  week,  while  on  other  lines,  where 
the  conditions  are  much  different,  we  have  had  some  parties 
cover  seven  or  eight  miles  a  week.  The  average  throughout  is 
approximately  three  miles  a  week  for  each  party. 

All  these  parties  find  their  own  subsistence,  using  for  the 
most  part  passenger  or  freight  trains  to  go  back  and  forth  from 
where  they  are  living  to  the  place  at  which  they  are  working. 
We  have,  however,  in  some  instances,  used  motor  cars,  and  find 
that  where  such  a  car  has  been  used  we  have  increased  our  work 
at  least  two  miles  a  week,  this  condition,  of  course,  applying  to 
lines  where  the  railroad  stations  are  few  and  far  apart. 

On  this  work  we  are  using  duplicate  field  note  books,  by 
which  a  carbon  copy  is  obtained  of  all  the  work.  By  doing  this 
the  draftsman  always  has  a  copy  of  the  field  notes  the  day  after 
they  are  taken.     We  find  that  by  keeping  the  field  plans  in  close 
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touch  with  the  field  survey  work  we  reduce  corrections  and  the 
picking  up  of  omissions  to  a  minimum. 

As  fast  as  the  field  plans  are  received  in  the  main  office 
they  are  laid  out  for  the  Government  sheets  and  the  tracings 
made.  A  draftsman  in  the  office  can  complete  such  tracings 
at  the  rate  of  two  to  three  a  day.  For  all  the  tracings  we  pur- 
chase the  cloth  cut  to  size,  with  the  border  lines  printed  thereon. 
For  the  title  work  we  are  using  a  Golding  printing  press.  In 
the  press,  instead  of  type,  we  are  using  plates  which  are  repro- 
ductions of  the  lettering  of  one  of  our  draftsmen.  With  the 
press  and  the  plates  we  are  able  to  put  titles  on  our  maps  at  a 
cost  of  about  one  and  one-half  cents  each,  and  at  the  rate  of 
about  two  hundred  in  four  hours. 

Where  we  have  made  resurveys  we  are  painting  the  rail  at 
every  loo-ft.  station,  and  noting  the  station  at  500  or  i  000  ft. 
intervals,  this  being  done  to  aid  in  the  taking  of  profiles  where 
necessary,  and  also  for  the-  assistance  of  the  Government  en- 
gineers in  their  chaining.  Up  to  the  present  time  we  have  made 
no  start  on  profile  work.  It  is  hoped  that  instead  of  the  profiles, 
as  called  for  in  Order  No.  i,  we  can  substitute  our  regular  track 
charts,  which,  while  on  a  much  larger  scale,  give  a  more  com- 
prehensive idea  of  the  rise  and  fall  of  the  grades,  and  which  we 
think  would  be  much  more  suitable  for  use  in  working  out 
valuation  than  that  called  for  by  the  map  order. 

Our  next  step  is  the  working  up  of  the  land  lines  and  land 
records  called  for  in  Order  No.  i,  and  it  is  this  work  which  we 
find  is  the  most  difficult  and  takes  the  most  time.  At  the  start 
we  found  that  there  was  practically  no  part  of  our  system  on 
which  the  land  records  were  complete,  and  that  there  was  a 
large  proportion  of  our  system  on  which  no  land  maps  were  in 
existence.  We  have  therefore  found  it  necessary  to  reproduce 
on  our  plans  all  the  land  lines  for  the  entire  system.  It  can 
readily  be  seen  what  it  means  when  it  is  realized  that  the  pur- 
chase of  the  lands  covers  a  period  from  about  1830  to  date, 
and  that  there  are  about  25  000  land  parcels  to  be  located.  It 
can  also  be  realized  that,  as  many  of  the  original  corporations 
are  non-existent  and  have  passed  through  so  many  hands  during 
the  diflferent  reorganizations,  many  records  have  been  lost. 
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While  our  men  in  the  office  use  the  deeds  which  are  in  the 
possession  of  the  railroad,  many  deeds  are  missing,  and  our 
Land  Commissioner  has  for  over  a  year  had  his  assistants  going 
to  every  registry  point  in  New  England  and  part  of  New  York 
State  obtaining  a  record  of  every  deed  in  the  name  of  any  rail- 
road which  has  ever  been  a  part  of  our  system.  After  checking 
this  record  against  the  deeds  we  have,  abstracts  are  then  made 
of  the  missing  ones.  Beyond  this  the  Commissioner  is  obtaining 
copies  of  all  county  commissioners*  awards  and  all  locations 
as  filed  for  all  the  railroads.  We  find,  even  with  all  this  informa- 
tion, that  there  are  many  places  where  we  can  get  no  records  of 
ownership  of  parts  of  our  right  of  way.  At  these  points,  of 
course,  we  will  be  obliged  to  fall  back  on  the  fact  that  the  rail- 
road is  there  and  in  possession.  Such  records  will  undoubtedly 
be  accepted  by  the  Commission. 

After  making  up  the  plans  in  accordance  with  Order  No.  i 
we  are  starting  on  Order  No.  7.  For  this  order  we  are  obliged 
to  show  on  the  form  called  for,  besides  the  information  above 
shown  in  the  plan,  the  areas  and  the  considerations  shown  in  the 
deed  for  all  the  land  parcels.  These  forms  are  then  handed  to 
the  valuation  accountant,  who  will  work  up  the  information 
regarding  the  original  cost  of  every  parcel.  This  means  a 
tremendous  amount  of  work,  as  it  will  entail  going  over  all  the 
original  records  which  can  be  found  and  obtaining  from  these 
records  information  regarding  every  voucher  by  which  payment 
was  made  for  every  parcel  of  land.  Further  than  this,  we  are  to 
find,  and  of  course  it  is  to  our  advantage  also,  any  infoimation 
possible  regarding  expense  incurred  in  each  acquisition.  It  will, 
of  course,  be  absolutely  impossible  for  us  to  find  such  informa- 
tion in  many  instances.  Many  of  the  old  records  are  gone,  or 
lost  by  fire. 

The  physical  inventory  is  obtained  from  an  actual  survey 
of  conditions  as  of  to-day.  It  is  perfectly  obvious  that  many 
conditions  which  existed  at  the  time  the  railroads  were  built 
cannot  be  shown  or  found  to-day  and  that  in  such  an  inventory 
the  railroads  therefore  would  lose  many  items  which  should  be 
used  in  the  reproduction  cost.  This  question  has  faced  the 
railroads  since  they  first  started  on  this  work.     In  order  to 
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reduce  such  a  loss  as  much  as  possible  we  first  issued  the  fol- 
lowing circular  letter: 

BOSTON  AND   MAINE   RAILROAD. 

Boston,  Mass.,  February  25, 1914. 
To  AU  Concerned: 

In  connection  with  the  Valuation  of  the  Boston  and  Maine  Railroad, 
which  is  about  to  be  started  by  the  Government,  it  will  greatly  aid  the  Rail- 
road, and  perhaps  be  of  considerable  ultimate  gain,  if  any  person  having  any 
information  regarding  note  books,  plans,  or  any  other  records  which  arc  not 
on  file  in  the  various  head  offices,  or  if  any  of  the  older  employees  can  give 
any  specific  information  regarding  difficulties  met  with  during  the  construc- 
tion of  the  various  parts  of  the  road,  or  any  conditions  which  required  unusual 
expense,  such  information  will  be  gladly  received  and  greatly  appreciated,  if 
reported  to  Mr.  F.  C.  Shepherd,  valuation  engineer,  Boston,  Mass. 

All  books,  papers  or  documents  relating  to  the  financial  or  corporate 
history  of  the  various  roads  now  in  the  system,  should  be  reported  to  Mr.  M.  C. 
Bradley,  assistant  to  the  general  solicitor,  Boston,  Mass. 

It  should  be  understood  that  any  information  requested  by  parties  in 
the  Valuation  Department  should  be  freely  given. 

VALUATION  COMMITTEE. 

A.  B.  CoRTHELL,  Chairman. 

E.  J.  Rich. 

S.  H.  McIntosh. 

This  circular  was  sent  all  over  our  system  and  posted  in  all 
offices  and  yards  with  the  hope  that  it  would  reach  the  eye  of 
some  one  who  had  in  his  possession  old  records  or  information, 
or  who  could  tell  us  where  they  thought  such  information  could 
be  obtained.  The  responses  from  this  circular  were  quite 
gratifying.  From  it  we  have  located  many  old  records,  plans 
and  note  books  which  were  not  known  to  be  in  existence.  We 
have  also  received  a  great  deal  of  information  by  letter.  To 
handle  this  feature  of  the  work  we  organized  a  small  squad  for 
hidden  research.  It  was  the  duty  of  some  of  the  members  of 
this  squad  to  interview  those  from  whom  letters  had  been  re- 
ceived, and  finally  we  started  some  of  them  walking  the  line, 
interviewing  everybody  who  had  any  knowledge  of  any  part  of 
the  railroad.  All  the  information  which  was  obtained  was 
placed  on  index  cards.   Moreover,  all  the  note  books  and  plans 
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chat  we  could  find  were  collected.  In  addition  to  this  the  valua- 
tion accountant  has  had  a  squad  of  men  at  work  getting  for 
us  all  information  regarding  quantities  on  the  many  large  im- 
provements and  grade-crossing  separations  made  since  the  rail- 
road was  originally  constructed.  All  the  information  so  obtained 
is  furnished  to  the  pilots  for  their  use  as  they  go  over  the  various 
parts  of  our  system. 

To  assist  in  describing  the  inventory  features,  I  have  divided 
them  into  three  departments,  engineering,  lands  and  accounts. 

Engineering. 

As  noted  above,  the  engineering  features  for  the  Commission 
are  handled  by  the  Engineering  Board,  one  member  of  which  is 
in  charge  of  each  district.  This  member  has  under  him  a  district 
engineer,  who  in  turn  has  under  him  senior  field  engineers  who 
have  direct  charge  of  the  inventory  of  track  and  roadway,  a 
senior  structural  engineer  who  has  charge  of  the  inventory  of 
bridges  for  the  entire  district,  a  senior  architect  who  has  charge 
of  the  inventory  of  all  buildings  for  the  district,  a  senior  signal 
engineer  who  has  charge  of  the  inventory  of  all  signals  and  inter- 
locking in  the  district,  a  senior  telegraph  engineer  who  has 
charge  of  all  inventory  of  telegraph  and  telephone  lines  in  the 
district,  a  senior  mechanical  engineer  who  hcis  charge  of  the  in- 
ventory of  all  equipment  and  machinery  in  the  district,  and  a 
senior  electrical  engineer  who  has  charge  of  the  inventory  of  all 
electrical  equipment  in  the  district.  For  the  guidance  of  the 
men  actually  in  charge  of  the  work,  printed  instructions  have 
been  issued  by  the  Engineering  Board  covering  these  various 
branches,  copies  of  which  are  given  to  the  railroads  for  their 
information. 

The  first  Government  track  and  roadway  party  started 
on  the  Boston  and  Maine  Railroad  on  April  29,  1914.  Other 
parties  were  added,  so  that  during  the  year  1914  there  were  five 
such  parties  at  work.  The  work  here  was  suspended  during  the 
winter  months  and  these  parties  transferred  to  the  South. 
They  returned  here  again  in  April,  and  during  this  year  six 
parties  have  been  at  work.     Up  to  the  present  time,  i  900  miles 
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have  been  covered  by  these  parties,  and  it  is  anticipated  that  all 
the  track  and  roadway  inventory  work  will  be  completed  on  the 
Boston  and  Maine  by  December  15. 

All  these  parties  are  under  the  charge  of  a  senior  field 
engineer,  with  headquarters  in  Boston.  Each  party  is  under 
the  charge  of  an  assistant  engineer.  These  parties  usually 
comprise  nine  men,  —  the  assistant  engineer,  three  cross-section- 
men,  three  recorders  and  two  computers.  The  cross-section  party 
is  taking  cross  sections  of  our  roadbed  so  as  to  obtain  all  the 
grading  quantities  which  go  to  make  up  the  present  cuts  and 
fills.  The  number  of  sections  taken  depends,  of  course,  on  the 
conditions  as  actually  found.  Practically  all  of  the  cross- 
section  work  has  been  done  with  a  Lock  level  and  a  tape,  al- 
though there  are  times  when  a  "  Y  *'  level  has  been  used,  and 
some  experiments  have  been  made  with  special  cross-section 
instruments.  As  yet  these  instruments  have  not  been  generally 
adopted,  although  in  one  of  the  districts  the  so-called  **  Beeman 
arc  **  has  been  used.  The  cross  sections  when  taken  are  plotted 
directly  into  note  books  in  the  field,  and  usually  on  a  scale  of 
I  in.  equals  10  ft.  On  each  section  is  shown  the  distance  out 
and  the  distance  down,  with  the  center  of  the  track  and  the  base 
of  the  rail  being  assumed  as  zero;  for  all  changes  in  the  section 
the  original  ground  surface  at  the  base  of  fills  or  edge  of  cuts  is 
noted.  The  original  surface  where  removed  is  plotted  by  judg- 
ment. No  elevations  are  taken.  When  the  sections  are  being 
made,  the  classification  is  shown  on  them.  Each  day  the  cross- 
section  notes  are  turned  over  to  a  computer,  who  works  up  the 
area  of  each  section  by  use  of  a  planimeter,  and  transfers  the 
aresis  to  a  quantity  diagram.  This,  in  reality,  is  a  mass  profile, 
from  which  the  quantities  of  each  cut  and  fill  can  be  obtained 
directly  by  planimeter.  The  diagrams  when  finished  are  sent 
to  Washington,  where  they  will  be  used  in  connection  with  the 
necessary  computations  for  overhaul.  Ballast  depths  and 
sections  are  taken  for  each  cut  or  fill  and  deducted  or  added  to 
the  cross  sections,  depending  on  whether  the  cross  section  is  an 
embankment  or  a  cut.  Ballast  depths  are  found  by  digging, 
and  for  this  the  railroad  furnishes  the  labor. 

The  recording  party  chains  the  line  and  makes  a  complete 
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inventory  of  features  other  than  grading  and  ballast.  The 
weights  of  the  rails  are  noted ;  the  ties,  rail  braces,  tie  plates  and 
anti-creepers  are  counted  in  two  6oo-ft.  blocks  for  each  mile, 
from  which  an  average  is  obtained  for  the  entire  mile;  all  cul- 
verts are  measured  and  dimensions  noted;  all  information  at 
turnouts  is  obtained,  with  a  notation  for  each  part,  such  as  the 
switch,  frog,  guard  rail,  etc.;  a  record  is  made  of  all  signs  and 
fences;  bridges  up  to  16  ft.  span  are  inventoried;  the  result 
being  a  complete  inventory  of  all  the  parts  which  go  to  make  up 
the  track  and  roadway,  outside  of  ballast  and  grading.  All 
computations  and  collections  of  this  information  are  made  in 
the  office  by  a  computer,  and  for  each  mile  or  track  plan  as  nlade 
by  us.  The  computers  in  the  office  collect  all  this  by  accounts 
and  work  up  all  quantities. 

When  the  work  was  first  started  the  ordinary  type  of  note 
book  was  used,  with  a  complete  running  sketch  being  made  of 
the  entire  road,  and  from  this  the  computations  were  made.  As 
the  work  proceeded,  howevei,  developments  were  made  of  a 
type  system,  by  which  the  various  items  are  typed  by  letter  or 
number.  With  the  aid  of  these  and  special  field  forms,  much 
better  progress  is  made  and  a  much  better  inventory  obtained. 
At  the  present  time  these  field  parties  average  about  2§  miles  a 
week. 

With  each  party  we  have  placed  an  engineer,  who  is  called  a 
**  pilot,"  and  office  computers.  It  is  the  duty  of  the  pilot  to 
represent  the  railroad  and  to  cooperate  with  the  Government 
engineer,  and  to  point  out  all  unusual  conditions  or  hidden 
quantities  of  which  we  may  have  record,  these  records  usually 
being  on  the  cards  which  were  noted  above.  He  agrees  with  the 
field  engineer  on  the  grading  classification  and  the  depth  of 
ballast.  The  computers  are  at  work  with  the  Government 
computers  checking  their  computations. 

At  first  these  parties  found  their  own  living  along  the  line 
where  they  were  working.  The  computations  were  made  in 
whatever  rooms  we  could  furnish,  or  in  the  rooms  in  which  the 
men  were  boarding.  To  keep  the  work  better  centered  and  have 
a  place  where  all  the  men  could  work,  especially  in  rainy  weather, 
we  are  now  furnishing  field  office  cars.     For  this  work  we  have 
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taken  an  old  passenger  car  or  a  caboose  car  and  fitted  it  up  with 
long  tables  for  the  men  to  work  on.  At  the  present  time  the 
Government  field  men,  instead  of  living  on  the  country,  are 
using  their  own  cars.  These  are  Pullman  cars  which  have  been 
purchased  and  rebuilt  by  the  Valuation  Division,  with  accommo- 
dations for  some  fifteen  men,  a  cook  and  an  attendant  being 
furnished  for  each  car.  The  men  sleep  and  eat  in  these  cars, 
the  railroad  moving  the  cars  from  point  to  point  as  requested 
by  the  field  engineer. 

In  going  over  the  first  parts  of  our  line,  we  found  many  of 
the  fills  built  on  salt  marsh  or  fresh-water  swamps,  and  while 
there  was  no  evidence  of  settlement  or  any  signs  of  mud-waves 
created  by  the  fills,  we  felt  that  there  must  be  a  considerable 
subsidence,  if  it  could  be  located.  To  find  this  we  finally  adopted 
the  use  of  wash  boring  machines.  Our  fills  are,  in  the  most  part, 
made  of  sand  or  gravel,  and  with  these  wash  boring  machines 
we  found  that  we  could  readily  locate  the  line  between  the  bottom 
of  the  sand  and  gravel  and  the  top  of  the  original  peat  or  marsh. 
Two  machines  have  been  used  each  year  and  the  work  inspected 
by  the  Government  engineers.  During  the  two  years  with  these 
machines  we  have  located  over  2  ooo  ooo  yds.  of  fill  beyond  that 
found  by  the  original  cross  sections. 

In  the  conferences  held  between  the  Engineering  Board  and 
the  Engineering  Committee  of  the  railroads,  prior  to  the  starting 
of  actual  field  work,  there  were  discussions  as  to  how  the  rail- 
roads could  check  the  Government  work,  and  requests  from  the 
railroads  that  they  be  given  copies  of  the  Government  notes  for 
use  in  checking  the  quantities  and  in  completing  their  plans. 
The  final  outcome  of  this  was  a  ciicular  issued  by  the  director, 
to  which  he  attached  the  form  of  an  agreement  which  he  was 
willing  to  have  executed  between  the  Division  of  Valuation  and 
any  railroad.  By  this  agreement  the  Valuation  Division  agreed 
to  give  to  any  carrier  signing  it,  carbon  copies  of  all  field  notes 
taken  by  the  track  and  roadway  party,  with  the  understanding 
that  the  railroad  would  accept  these  notes  as  correct,  provided 
no  objection  was  made  within  thirty  days.  This  agreement 
was  executed  by  the  Boston  and  Maine  Railroad,  and  we  have 
at  all  times  received  carbon  copies  of  all  the  field  inventory  notes. 
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Although  this  agreement  was  limited  to  the  track  and  roadway 
notes,  we  have  since  made  arrangements  by  which  carbon  copies 
of  all  notes  and  computations  made  by  all  the  engineering  parties 
are  given  to  us.  We  are  carefully  checking  the  computations^ 
with  the  result  that  at  the  time  the  inventory  is  completed  we 
shall  be  in  agreement  on  the  physical  quantities  as  located  and 
enumerated. 

The  work  in  connection  with   inventory  of  bridges  and 
buildings  was  started  in  October,  1914.     For  these  parties  both 
the  Government  and  the  railroad  furnish  one  engineer  and  one 
computer.     Our  representative  is  furnished  with  copies  of  all 
the  bridge  or  building  plans  which  we  can  find  in  our  files  and 
also  information  regarding  the  construction,  weights  of  super- 
structures and  specifications  if  necessary.     The  bridge  party 
visit  in  turn  every  bridge  of  over  16  ft.  span  as  they  travel  along 
the  line,  and  take  sufficient  measurements  to  identify  the  plans 
or  records  which  they  may  have  or  to  compute  all  quantities  in 
case  no  plans  or  quantities  are  in  existence.     The  building  party 
performs  the  same  work  in  connection  with  buildings.     For  the 
buildings  sufficient  measurements  are  taken  so  that  the  cubical 
contents  of  each  building  can  be  figured,  and  sufficient  notations 
are  made  as  to  the  kind  of  construction  of  the  building  as  will 
be  necessary  in  making  an  appraisal  of  the  building.     In  the 
buildings,  records  are  taken  of  all  furniture  and  fittings  other  than 
stationery.     The  line  between  the  building  and  the  track  and 
roadway  party  is  usually  drawn  at  the  building  wall,  although 
the  building  party  do  take  the  platforms  and  awnings,  drains 
directly  connected  with   the  building,  and  in  some  instances 
have  taken  the  features  outside  the  building,  such  as  driveways, 
shrubbery,  etc.     For  our  own  records  we  are  also  taking  photo- 
graphs of  each  building.     Up  to  the  present  time  these  parties 
have  covered  some  800  miles,  and  hope  to  finish  our  line  some 
time  during  the  winter.     In  order  to  make  more  speed,  we  have 
furnished  a  motor  car  for  the  use  of  the  bridge  and  building 
party  as  it  travels  over  the  line.     We  have  recently,  also,  put* 
on  an  additional  building  party  which  is  taking  the  buildings  at 
the  large  junction  points  or  terminals. 

The  signal  and  interlocking  party  started  late  in  October, 
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1914.  In  the  party  there  are  two  representatives  from  the 
Valuation  Division  and  a  pilot  from  the  railroad.  This  party 
is  taking  all  measurements  necessary  for  the  working  up  of  the 
Various  quantities  for  all  automatic  signals,  crossing  and  warning 
signs  and  interlocking  towers.  This  party  has  completed  some 
700  miles  to  date,  and  will  undoubtedly  finish  during  the  winter. 

The  Valuation  Division  is  also  at  work  making  an  inventory 
of  the  Western  Union  Telegraph  Company,  and  at  the  same 
time  making  an  inventory  of  the  telegraph  and  telephone  prop- 
erty of  the  Boston  and  Maine  Railroad.  For  this  work  we  have 
no  representative  and  have  arranged  that  the  representative  of 
the  Western  Union  Telegraph  Company  look  after  the  railroad's 
interests.  On  this  work  we  are  receiving  carbon  notes  of  the 
parts  owned  by  us.     The  work  is  practically  completed. 

In  all  the  work  of  the  track  and  roadway,  bridge  and  build- 
ing, signal  and  interlocking  and  telegraph  and  telephone  parties, 
no  attempt  has  been  made  toward  fixing  the  depreciation,  al- 
though this  has  been  done  in  some  of  the  other  districts.  The 
Government  engineers  are,  however,  making  careful  notations 
regarding  the  condition  of  the  various  parts  as  they  find  them, 
^nd  on  the  bridges  and  buildings  have  made  some  attempt 
towards  fixing  the  service  life  which  can  be  expected  from  the 
various  parts  of  the  structures.  It  is  anticipated  that  the 
depreciation,  or  the  condition  percentage,  will  only  be  obtained 
after  a  careful  study  of  all  maintenance  records  and  operating 
conditions,  and  by  traveling  over  the  lines  with  a  special  train 
with  the  proper  representatives  of  the  railroad  and  the  Valuation 
Division. 

Order  No.  8  was  received  early  this  spring.  Since  that 
time  the  Valuation  Accountant  has  had  a  considerable  force 
employed  working  up  the  register  for  the  various  items  called 
for  in  this  Order.  This  registry  is  most  exhaustive.  For 
locomotives,  passenger  cars,  shop  machinery,  etc.,  the  register 
has  to  show  a  complete  history  of  every  individual  unit.  For 
freight  train  cars  these  can  be  grouped  by  series.  From  a  study 
of  one  of  the  register  blanks  it  can  be  readily  seen  what  an 
amount  of  work  this  entails. 

The  actual  field  inspection  of  equipment  by  the  mechanical 
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engineer  has  recently  been  started,  and  work  is  now  under  way 
on  the  inventory  of  locomotives,  cars  and  shop  machinery.  For 
each  of  these  classes  the  Valuation  Division  has  an  inspector, 
and  with  him  we  have  placed  a  pilot,  one  of  our  master  me- 
chanics for  locomotives,  our  general  car  inspector  for  cars,  and 
one  of  our  superintendents  of  shops  for  the  shop  machinery. 
It  is  the  intention  of  the  Valuation  Division  to  make  an  actual 
inspection  of  every  locomotive,  every  passenger  car,  10  per  cent, 
of  each  series  of  freight  cars  and  all  shop  machinery.  For  the 
engines  and  cars  a  printed  form  is  used,  part  of  which  will  be 
filled  out  from  the  register,  and  part  from  the  inspection  in  the 
field.  In  addition  to  this,  after  a  careful  inspection  of  each 
unit,  the  two  representatives  are  agreeing  on  the  maintenance 
of  the  unit;  as  to  whether  it  is  normal,  above  normal  or  below 
normal,  the  normal  referring  to  the  maintenance  as  regards  our 
standard  of  maintenance,  and  also  as  regards  the  age  of  the  unit. 

We  are  also  at  work  obtaining  from  our  records  information 
regarding  every  car  or  engine  retired  for  the  last  fifteen  years. 
From  this  it  is  expected  that  we  can  obtain  sufficient  data  as  to 
the  average  service  life  of  these  units.  We  are  also  endeavoring 
to  get  records  from  which  we  can  obtain  the  average  mileage 
which  should  be  expected  of  a  locomotive  between  shoppings. 
From  all  this  information  the  remaining  service  life  or  condition 
percentage  of  each  unit  will  be  obtained.  The  field  inspection 
for  mechanical  equipment  will  be  completed  this  year. 

No  work  has  as  yet  been  started  by  the  electrical  engineer, 
but  we. expect  that  it  will  be  begun  during  the  next  few  weeks. 
The  same  procedure  will  pertain  to  this  as  to  the  mechanical 
equipment. 

Lands. 

As  noted  above,  the  land  work  for  this  district  is  under 
the  direct  charge  of  the  valuation  attorney.  For  the  actual 
field  work  he  is  being  aided  by  assistant  attorneys  and  by  senior 
and  junior  appraisers. 

As  fast  as  we  finish  the  land  maps  for  a  valuation  section, 
prints  are  turned  over  to  the  valuation  attorney.  In  June,  1914, 
actual  field  work  was  started  on  the  land  valuation.     The  first 
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work  in  the  field  is  the  establishment  of  zones  of  land  of  similar 
character;  that  is,  our  right  of  way  is  divided  into  zones,  each 
zone  depending  on  the  character  of  the  adjacent  and  adjoining 
lands.  In  some  places  the  zones  are  continuous,  where  the 
character  of  the  land  is  similar  on  both  sides  of  the  right  of  way, 
but  where  there  is  a  distinct  difference  on  either  side,  the  zones 
are  sometimes  carried  along  the  center  of  our  right  of  way. 
These  zones  are  established  by  actual  inspection  of  the  line. 

The  appraiser  next  visits  the  assessors'  offices  in  the  district 
where  the  railroad  is  located,  and  obtains  from  their  records  the 
assessed  values  of  all  the  adjoining  or  adjacent  lands,  noting 
the  comparison  between  the  assessed  and  the  actual  values. 
He  then  obtains  records  of  all  bona  fide  sales  in  the  locality 
which  can  be  substantiated,  and  finally  visits  representative 
men,  usually  real  estate  men,  in  the  various  localities,  and  obtains 
from  them  their  opinions  of  the  actual  value  of  these  adjoining 
and  adjacent  lands.  From  all  this  data  the  appraiser  makes  his 
estimate  of  the  normal  market  value  of  the  adjacent  and  adjoin- 
ing lands,  which  is  the  so-called  basic  value  to  be  used  in  the 
valuation  of  our  right  of  way  lands.  What  the  next  procedure 
will  be  has  not  yet  been  determined  by  the  Valuation  Division. 

The  railroad  land  committees  have  had  this  question  under 
consideration  for  a  long  while.  They  have  asked  from  all  the 
roads  any  information  which  can  be  given  on  recent  acquisitions, 
divided  so  that  it  would  show  what  the  railroads  have  to  pay 
above  the  normal  market  value  for  consequential  or  sequence 
damages,  and  also  the  acquisition  costs.  This  information  will 
be  compiled  and  filed  with  the  Valuation  Division  so  as  to  give 
to  them  a  record  of  what  might  be  expected  in  the  acquisition  of 
new  railroad  lines,  and  information  which  the  railroads  think 
should  be  used  in  the  fixing  of  the  values  of  the  rights  of  way  as 
now  owned. 

It  is  ordinarily  estimated  that  the  land  values  of  a  railroad 
represent  about  30  per  cent,  of  its  value.  This  would  mean 
approximately  a  five-billion  dollar  ($5  000  000  000)  investment 
for  lands  by  the  railroads  of  the  United  States,  and  from  this 
one  can  readily  judge  the  importance  of  this  subject.  Just 
how  the  final  values  will  be  fixed  is,  of  course,  unknown,  but  it 
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is  one  of  the  parts  of  the  valuation  which  will  probably  lead 
to  the  greatest  discussions. 

The  Boston  and  Maine  Railroad,  through  its  land  commis- 
sioner, has  its  own  representatives  at  work  compiling  basic 
values  for  use  in  checking  the  Government  figures.  Up  to  the 
present  time  there  has  been  no  real  cooperation  between  the 
Division  of  Valuation  and  the  railroads  on  land  values.  Various 
schemes  have  been  proposed  by  the  railroads  for  such  cooperation, 
and  the  Director  himself  has  expressed  himself  very  strongly  in 
favor  of  some  method  of  cooperation,  but  has  stated  that  it  is 
his  opinion  that  the  opinions  obtained  from  local  parties  should 
be  found  separately.  It  is  still  hoped  that  some  cooperative 
method  will  be  found  so  that  a  large  part  of  the  future  discussions 
or  differences  may  be  eliminated. 

As  noted  in  the  discussion  of  the  Act,  there  ar6  two  kinds 
of  land:  land  owned  or  used  for  the  purposes  of  a  common 
carrier,  and  land  held  for  purposes  other  than  those  of  a  common 
carrier.  Such  distinctions  have  to  be  shown  on  the  land  plans 
called  for  in  Order  No.  i  and  on  the  form  filled  out  in  Order  No.  7. 

The  question  of  lands  held  for  purposes  other  than  those  of 
a  common  carrier  is  quite  a  delicate  one,  and  has  lead  to  many 
discussions.  Various  instructions  have  been  issued  by  the  Com- 
mission toward  the  fixing  of  a  definition  of  carrier  land,  and 
instructions  have  been  issued  by  the  railroad  land  committee  to 
all  the  railroads  giving  their  opinion  regarding  it.  There  are 
yet  some  classes  of  land  concerning  which  there  is  considerable 
discussion.  At  the  present  time  the  Government  appraisers 
are  working  under  instructions  which  state  that  the  real  criterion 
of  whether  the  land  is  held  for  carrier  purposes  is  whether  there  is 
any  immediate  prospect  of  such  land  being  put  to  actual  railroad 
use. 

Accounts. 

As  noted  above,  the  accounting  work  for  this  district  is 
under  the  direct  charge  of  a  district  accountant.  The  work 
here  is  being  handled  by  an  accountant,  who  hsts  under  him  quite 
a  number  of  assistants.  The  first  accounting  work  in  connection 
with  valuation  of  the  Boston  and  Maine  Railroad  was  started 
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by  the  Government  in  May,  1914.  An  attempt  was  first  made 
to  work  out  the  original  cost  to  date  of  the  original  Boston  and 
Maine  corporation.  This  corporation  was  chartered  and  con- 
struction work  started  in  1835.  The  accountants  were  given 
all  books  or  records  which  we  had  in  our  possession  and  started 
to  make  up  the  original  cost  to  date,  using  the  present  classifica- 
tion and  accounting  system.  After  considerable  time  had  been 
spent  on  this  work  the  accountants  came  to  the  conclusion  that 
from  the  records  available  they  would  not  be  able  to  in  any  way 
make  up  such  an  ori^nal  cost.     This  work  was  then  dropped. 

Since  that  time  they  have  been  at  work  on  the  financial 
history  of  the  Boston  and  Maine  Railroad.  They  have 
attempted  to  work  up  full  detail  of  all  stock  and  bond  issues, 
and  also  to  show  where  all  the  moneys  coming  from  such  issues 
have  been  used.  They  have  also  made  a  careful  investigation 
of  all  operating  accounts,  endeavoring  here  to  work  up  a  complete 
statement  of  all  the  operating  earnings  and  where  all  these 
earnings  have  been  used,  as,  for  instance,  operating  expenses, 
additions  and  betterments,  retirements,  dividends,  etc.  It  is 
estimated  that  up  to  the  present  time  they  have  completed 
perhaps  one  half  of  the  work  which  they  are  to  do. 

There  has  been  considerable  discussion  as  to  whether 
original  cost  to  date  could  be  ascertained  or  not.  Director 
Prouty  in  a  speech  made  before  the  National  Association  of 
Railway  Commissioners,  in  Washington,  on  November  17,  1914, 
stated  that  the  valuation  accountants  had  endeavored  to  work 
up  original  cost  to  date  on  several  railroads  so  as  to  ascertain 
just  what  might  be  expected.  He  stated  that  one  of  the  in- 
stances where  this  had  been  done  was  on  the  Texas  Midland 
Railroad,  which  is  a  road  120  miles  long,  where  the  books  began 
about  twenty-one  years  ago.  It  cost  the  Government  $133  a 
mile  to  do  the  accounting  work  on  the  Texas  Midland  necessary 
to  work  out  the  original  cost  to  date,  and  it  was  the  opinion  of 
the  director  that  all  the  work  involved  in  obtaining  the  original 
cost  to  date  of  this  railroad  is  absolutely  thrown  away.  There 
are  cases  where  original  cost  can  be  found  on  certain  items,  and 
at  a  joint  conference  held  last  May  the  director  put  the  question 
before  the  railroads  and  the  states,  as  to  whether  an  estimate 
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should  be  made  where  records  were  not  available.  To  this  the 
railroad  reply  was,  that  in  case  of  isolated  structures  such  esti- 
mating might  be  well  done,  but  that  as  a  whole  they  did  not 
think  that  it  should  be  so  made.  The  reply  of  the  State  Com- 
mission to  this  answer  was  that  the  original  cost  to  date  should 
be  obtained,  no  matter  how. 

This  briefly  represents  the  present  condition  of  the  valuation 
work  on  the  Boston  and  Maine  Railroad,  and  is  fairly  typical 
of  the  work  which  has  been  started  on  various  other  roads  in  the 
United  States.  On  some  of  these  roads  the  inventory  of  the 
physical  property  has  been  completed,  and  in  one  or  two  in- 
stances preliminary  reports  have  been  made  on  these  roads 
showing  the  cost  of  reproduction  new  and  the  cost  of  reproduc- 
tion less  depreciation.  In  these  reports,  however,  no  values 
were  placed  on  the  lands  or  on  any  of  the  contingent  items,  but 
just  the  mere  inventory  of  physical  property. 

The  Division  of  Valuation  is  now  at  practically  its  maximum 
development,  and  it  is  expected  that  all  the  field  work  and  in- 
vestigations will  be  completed  for  the  entire  country  in  five 
years.  Just  what  the  valuations  will  be,  or  how  they  will  be 
determined,  cannot,  of  course,  be  stated.  Congress  instructed 
the  Commission  to  investigate  many  things,  and  then  from  this 
to  state  the  value.  It  is  probable  that  the  many  different 
inv^estigations  were  called  for  because  of  the  fact  that  there  are 
so  many  theories  as  to  valuation,  and  it  is  evident  that  Congress 
desired  the  Commission  to  investigate  all  these  various  theories 
before  fixing  their  final  values. 

At  the  present  time,  important  conferences  are  being  held. 
A  conference  was  held  in  May  between  the  railroad  representa- 
tives and  the  Division  of  Valuation  at  which  many  of  the  most 
important  items  were  discussed  and  a  brief  filed  by  the  railroads 
which  was  answered  by  the  State  Commissions.  A  further 
conference  was  held  before  the  Interstate  Commerce  Commis- 
sion itself  on  September  30,  at  which  time  the  railroads  filed  a 
brief  giving  their  ideas  and  contentions  on  the  main  features 
of  valuation,  and  giving  much  data  supporting  these  ideas. 
The  principal  parts  of  the  brief  cover  the  questions  of  deprecia- 
tion, land  values,  other  elements  of  value,  contingencies,  unit 
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prices,  joint  facilities,  and  theories  on  which  reproduction  new 
should  be  based.  It  is  not  my  intention  to  enter  into  any  dis- 
cussion on  these  general  subjects. 

The  cost  of  this  work,  both  to  the  Government  and  to  the 
railroads  themselves,  has  been  widely  discussed.  The  work  on 
the  Boston  and  Maine  Railroad  will  consume  over  two  years, 
possibly  three,  during  which  time  a  maximum  organization  of 
130  will  have  been  actively  at  work.  We  estimate  that  the 
cost  to  the  railroad  will  be  at  least  $100  per  mile  and  probably 
more,  and  that  the  cost  to  the  Government  will  be  at  least  an 
equal  sum.  The  cost  on  other  roads  will  vary,  depending  upon 
the  conditions,  some  more  and  some  less,  but  it  is  anticipated 
that  at  least  $100  per  mile  will  be  expended  by  all  the  railroads 
in  the  country,  and  that  the  Government  will  probably  spend  a 
similar  amount.  This  will  make  the  total  cost  of  valuation 
approximately  $50  000  000. 

Many  questions  have  been  asked  as  to  the  accuracy  of  the 
inventory  of  the  physical  property.  We  have  always  found 
that  the  Government  engineers  are  anxious  to  arrive  at  as 
correct  results  as  can  be  obtained,  and  it  is  probable  that  the 
errors  in  the  parts  that  can  be  readily  seen  will  be  small.  In 
the  grading  and  masonry,  however,  there  are  many  chances  for 
loss.  No  one  knows  how  thick  or  how  deep  many  of  the  masonry 
walls  or  abutments  are,  or  what  may  be  under  them.  For  the 
grading,  the  original  surface  of  the  ground  is  always  a  matter  of 
guess.  A  comparative  test  was  made  last  year  by  the  Delaware 
and  Hudson  Company,  on  the  cross-sectioning  of  a  part  of  their 
line.  One  party  made  cross  sections,  using  first  the  Lock  level, 
second  the  **  Y  "  level,  and  third  using  a  transit  and  level.  It  was 
found  that  the  same  party  doing  the  cross-section  work  by  these 
various  methods  obtained  practically  uniform  results,  but  that 
when  a  second  party  did  the  work,  using  the  same  methods, 
their  results  were  uniformly  alike,  but  differed  from  the  results 
obtained  by  the  first  party.  In  other  words,  the  mere  personal 
element  shows  much  variation  in  results  obtained.  It  is  then 
evident  that  with  all  the  care  that  can  be  taken,  there  is  liable 
to  be  a  considerable  loss  to  the  railroads  on  some  items  such 
as  grading  and  masonry. 
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[Reproductions  of  a  few  of  the  many  forms  required  in  the  railroad 
valuation  work  are  shown  on  the  following  pages.  —  Editor.] 
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MEMOIRS  OF  DECEASED  MEMBERS. 

ALEXIS  H.  FRENCH.* 

Our  fellow-member  and  past-president,  Alexis  H.  French, 
died  at  his  Brookline  home  early  Monday  morning,  May  3, 
1915.  He  had  quietly  celebrated  his  sixty-fourth  birthday  a 
few  hours  before,  and  his  sudden  death  was  a  great  shock  to 
all  about  him. 

Mr.  French's  death,  while  sudden,  was  not  altogether  un- 
expected. He  was  a  victim  of  arteriosclerosis  which  brought 
him  premature  old  age  in  a  few  months  and  ended  in  a  painless 
sleep  which  had  no  waking. 

Last  autumn,  he  was  obliged  to  give  up  his  full  participa- 
tion in  public  affairs  and  attend  to  only  such  matters  as  were 
brought  to  him  from  time  to  time.  During  the  fall  and  winter 
he  hoped  and  planned  to  resume  his  usual  duties,  but  early 
this  year,  at  his  request,  he  was  given  leave  of  absence  from  the 
first  of  March  without  pay. 

Mr.  French  had  been  town  engineer  since  the  establishment 
of  the  Engineering  Department  by  the  town  in  1894.  Prior 
to  that  time  he  had  done  the  larger  part  of  the  public  engineering 
work  since  he  came  to  Brookline  in  1871,  thus  making  an  en- 
viable and  nearly  unbroken  record  of  service  of  forty-four  years. 

Mr.  French  was  born  May  2,  1851,  at  North  Weymouth, 
Mass.  His  parents  were  Henry  J.  and  Lucy  H.  (White) 
French,  and  he  leaves,  in  addition  to  his  wife,  a  brother,  D. 
Willis  French,  a  water-works  engineer  of  New  York,  and  widowed 
sister,  Mrs.  John  Libbey,  of  Weymouth. 

The  education  afforded  by  the  Weymouth  High  School 
was  supplemented  by  the  purchase  of  an  apprenticeship  in  the 
office  of  Shedd  &  Sawyer,  of  Boston,  at  that  time  one  of  the 

♦  Memoir  prepared  by  Edward  W.  Howe  and  Henry  F.  Bryant. 
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best-known  engineering  firms  of  the  country.  Not  fully  satis- 
fied with  the  amount  of  definite  instruction  received  in  this 
way,  he  took  a  position  in  1871  as  assistant  to  Mr.  George  Tyler, 
then  acting  for  the  Town  of  Brookline  as  engineer  and  superin- 
tendent of  streets.  He  later  entered  the  Massachusetts  Insti- 
tute of  Technology  as  a  special  student,  associated  with  the 
class  of  1873,  successfully  spending  there  two  detached  years, 
which  was  all  the  time  he  felt  he  could  afford. 

On  the  retirement  of  Mr.  Tyler  in  1875,  Mr.  French  was 
given  an  office  in  the  Brookline  Town  Hall,  which  he  shared  for 
some  time  with  the  superintendent  of  streets.  In  consideration 
of  the  use  of  this  office,  special  reduced  rates  were  fixed  for  serv- 
ices furnished  the  town,  and  both  public  and  private  business 
was  conducted  there.  This  arrangement  continued  until  1894, 
when  the  salaried  office  of  town  engineer  was  created  and  Mr. 
French  was  appointed. 

On  January  14,  1880,  he  married  Miss  Alice  Blanchard 
Loud,  of  Weymouth,  and  not  long  after  built  their  home  on  the 
corner  of  Cypress  Street  and  Cypress  Place.  There  are  no 
children. 

Mr.  French  was  identified  with  the  greater  part  of  the 
material  development  of  Brookline.  He  saw  the  town  grow 
from  a  population  of  8  000  to  one  of  30  000.  Except  for  the 
initial  work  on  the  main  outlet  sewers,  the  entire  sewerage  and 
drainage  system  of  the  town  was  constructed  under  his  direction. 
This  is  underground  and  largely  forgotten.  It  nevertheless 
represents  a  large  expenditure  and  involved  many  difficulties 
which  have  been  successfully  overcome. 

The  park  and  playground  system,  with  but  few  minor 
exceptions,  was  installed  and  maintained  under  the  direction 
of  Mr.  French.  This  is  a  visible  and  constantly  appreciated 
monument  to  the  skill  with  which  his  own  and  the  designs  of 
others  have  been  carried  out  at  reasonable  expense  and  in  per- 
manent form. 

The  stone  arches  across  Muddy  River  and  its  branches, 
from  Carlton  to  Chestnut  streets,  were  nearly  all  designed  in 
his  office  and  were  all  built  under  his  direction.  They  are  ex- 
amples of  the  best  of  taste.     The  Longwood  Avenue  arch,  when 
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built,  was  one  of  the  longest  spans  in  this  country  and  is  a  favorite 
subject  for  artists  and  photographers.  The  construction  of 
this  bridge  was  modestly  described  by  Mr.  French  in  a  paper 
presented  to  this  Society. 

The  laying  out  of  new  bridges,  new  streets,  and  the  widen- 
ing of  main  thoroughfares  has  also  been  a  large  part  of  the  work 
of  Mr.  French  in  both  his  private  and  public  capacity.  The 
grade-crossing  eliminations  at  Washington  and  Cypress  streets, 
the  several  widenings  of  Boylston  and  Hammond  streets,  were 
among  the  important  items. 

Alongside  of  the  matters  mentioned,  there  has  been  the 
great  mass  of  minor  public  matters  which  really  make  up  the 
major  part  of  the  professional  work  of  a  municipal  engineer. 
This  incidental  work  was  steadily  increasing  for  many  years, 
due  to  the  modern  tendency  to  make  of  the  municipal  engineer 
the  technical  executive  of  all  public  affairs.  Mr.  French's 
ripe  experience  and  wide  observation  made  his  judgment  val- 
uable and  in  constant  demand. 

The  title  of  town  engineer  indicates  but  slightly  the  im- 
portance and  extent  of  Mr.  French's  work.  Brookline  as  a 
town  is  unique  in  having  what  is  probably  the  largest  popula- 
tion of  any  municipality  retaining  the  old  New  England  form 
of  town  government,  and,  moreover,  in  having  the  valuation 
and  consequent  activities  of  a  city  several  times  its  size.  Such 
a  condition  required  engineering  service  of  high  order. 

Mr.  French  was  a  member  of  numerous  social,  technical 
and  quasi-public  bodies,  viz.,  the  American  Society  of  Civil 
Engineers,  the  Boston  Society  of  Civil  Enginerers,  the  Engineers' 
Club,  the  Appalachian  Mountain  Club,  the  Massachusetts 
Highway  Association,  the  National  Geographic  Society,  Har- 
vard Church  and  Brotherhood,  the  Boston  Congregational 
Club,  the  Brookline  Historical  Society  and  the  Technology 
Alumni  Association.  He  was  active  in  the  affairs  of  many  of 
these  bodies,  as  is  evidenced  by  his  holding  the  office  of  president 
in  our  own  Society  in  1900-1901,  having  served  as  vice-president 
for  the  two  preceding  years.  He  was  also  a  past-president 
of  the  Appalachian  Mountain  Club  and  was  one  of  its  trustees 
of  real  estate  at  the  time  of  his  death. 
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In  1874,  he  joined  the  Harvard  Congregational  Church, 
and  has  since  been  an  active  worker  in  its  interest,  being  presi- 
dent of  the  Brotherhood  at  one  time  and  for  a  long  time  member 
of  the  Prudential  Committee. 

Mr.  French  joined  this  Society  in  1874,  at  the  time  of  its 
rejuvenation,  and  was  one  of  about  a  dozen  who  now  represent 
our  oldest  membership.  His  interest  in  the  affairs  of  the  Society 
has  been  constant  and  took  a  final  concrete  form  in  the  provision 
of  his  will,  leaving  $1  000  to  the  Society,  the  income  to  be  devoted 
to  the  library. 

In  1894,  when  appointed  town  engineer,  he  formed  a  partner- 
ship with  one  of  his  assistants,  under  the  name  of  French  & 
Bryant,  by  which  firm  all  private  professional  business  was 
conducted  until  he  withdrew  his  name  in  1908.  From  the 
time  of  his  appointment  as  town  engineer,  Mr.  French  devoted 
all  his  time  to  public  affairs  and  none  whatever  to  private  busi- 
ness. Nevertheless,  to  remove  all  possible  misunderstanding, 
he  thought  it  wise  to  sever  his  connection  with  the  latter. 

About  the  year  1890,  Mr.  French  took  up  photography  as 
a  recreation,  and  practiced  the  art  with  his  usual  care  and  success 
until  recently.  The  number  of  his  pictures  was  smaller  than 
for  most  amateurs,  but  his  successes  were  more  numerous  and 
his  failures  few.  His  collection  of  mountain  views  made  for 
the  Appalachian  Mountain  Club,  and  other  views  presented 
to  his  friends,  is  worthy  of  great  praise  for  its  execution  and  its 
taste. 

By  thrift  and  good  management  of  his  affairs,  rather  than 
by  unusual  income,  Mr.  French  accumulated  a  considerable 
property,  particularly  in  real  estate.  Such  a  result  should  be 
gratifying  and  inspiring  to  all  engineers,  especially  if  it  be  ac- 
companied, as  in  this  case,  with  the  honor  and  love  of  his  fellow- 
men. 

No  citizen  of  Brookline  ranked  higher  than  Mr.  French  for 
kindliness  and  for  integrity  and  devotion  to  public  and  private 
duty.  His  methods  were  quiet  and  unostentatious,  were  abso- 
lutely above  political  or  personal  influence,  and  they  contributed 
much  toward  the  enviable  reputation  of  the  town  for  simple, 
unbiased  and  efficient  administration  of  public  affairs. 


MEMOIRS  OF  DECEASED  MEMBERS.  331 

BENJAMIN  GREELEY  FOGG.* 

Benjamin  Greeley  Fogg  was  born  in  Gorham,  Me.,  March 
II,  1 88 1.  He  received  his  preparatory  education  in  the  public 
schools,  graduating  from  the  Newburyport  High  School  in  1902. 
In  1902  he  first  entered  the  Massachusetts  Institute  of  Tech- 
nology. In  1904  he  entered  the  United  States  service  as  civil 
engineer  with  the  Philippine  Civil  Government.  He  served 
abroad  from  March,  1904,  to  July,  1906,  being  chiefly  engaged 
on  topographical  survey  work  and  highway  construction. 

In  1906  he  returned  to  the  United  States  and  re-entered 
Technology,  but  was  obliged  to  relinquish  his  studies  there  on 
account  of  poor  health.  The  next  year  he  accepted  a  position 
as  instructor  of  civil  engineering  in  the  Pennsylvania  State 
College  for  a  while,  but  returned  to  the  Institute  and  completed 
his  course,  receiving  the  degree  of  S.B.  in  1908  and  resuming 
teaching  in  the  Pennsylvania  college  the  same  year. 

In  1909  he  became  connected  with  the  Aberthaw  Construc- 
tion Co.  of  Boston,  being  at  first  employed  on  construction 
work  in  Maine  and  shortly  afterwards  entering  the  Boston  office 
of  the  company,  where  he  assisted  in  developing  their  system 
of  cost  accounting. 

In  1913,  on  physician's  advice,  he  sought  outdoor  employ- 
ment and  was  transferred  to  the  field  work  of  the  company, 
in  which  he  continued  in  New  Hampshire  and  Maine  until 
shortly  before  his  death,  which  occurred  on  March  14,  1915^ 
at  Newburyport,  Mass. 

He  was  married  in  1908  to  Miss  Katherine  E.  Knight,  who^ 
with  a  daughter,  survives  him. 

Mr.  Fogg  was  esteemed  and  liked  by  all  who  came  to  know 
him.  He  was  of  a  kindly  disposition,  not  easily  ruffled,  and 
ready  with  help  to  all  his  associates.  To  his  associates,  both 
in  his  painstaking  work  in  the  developing  of  the  somewhat 
intricate  system  of  cost  accounting  in  the  Boston  office,  and  in 
its  practical  application  in  the  field,  his  loss  is  greatly  felt.  They 
all  know  that  by  his  untimely  decease  they  have  lost  a  valued 
fellow-worker  and  a  real  friend. 

*  Memoir  prepared  by  Leslie  H.  Allen  and  J.  A.  Ganod. 
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ISAAC  RICH.* 

Isaac  Rich  was  bom  in  Brcx>kline,  Mass.,  on  October  6, 
1856,  and  died  March  11,  1915.  He  suffered  from  angina  pec- 
toris for  a  long  time,  but  the  final  end  came  to  him  suddenly 
at  his  home,  36  Walnut  Street,  Somerville,  Mass. 

He  was  the  son  of  the  late  Thomas  and  Maria  L.  Rich,  of 
Brookline;  and  a  descendant  of  Richard  Rich,  of  England,  who 
came  to  the  Colonies,  and  first  settled  for  a  while  at  Dover, 
N.  H.,  and  in  1680  moved  to  Eastham,  Mass.,  on  Cape  Cod. 
His  parents  moved  to  Boston  when  he  was  three  years  of  age, 
and  all  the  associations  of  his  boyhood  and  early  manhood 
were  with  the  South  End.  He  was  graduated  from  the  Boston 
English  High  School  in  1875,  and  was  in  the  class  of  1878  at 
the  Massachusetts  Institute  of  Technology. 

During  the  working  years  of  his  life  he  has  been  employed 
as  a  civil  engineer,  and  for  the  greater  part  of  the  time  on  rail- 
road construction.  During  the  Institute  vacation  term  of  1877, 
he  was  employed  from  June  to  October  as  a  rodman  on  the  sur- 
veys of  the  Boston,  Hoosac  Tunnel  &  Western  Railroad  between 
Hoosick  Falls  and  Mechanicville,  N.  Y.  From  August,  1878, 
to  June,  1879,  he  was  employed  as  rodman  and  leveler  on  the 
line  of  the  Atchison,  Topeka  &  Santa  F6  Railroad  through  the 
Royal  Gorge  and  Grand  Canyon  of  the  Arkansas  in  Colorado, 
working  under  Mr.  Joseph  O.  Osgood,  C.E.,  a  former  resident 
of  Boston. 

Returning  to  Boston,  on  June  11,  1879,  he  secured  a  posi- 
tion as  leveler  with  the  New  York  &  New  England  Railroad, 
under  Mr.  L.  B.  Bidwell,  chief  engineer,  and  was  stationed  at 
Danbury,  Conn.  There  he  was  associated  with  Mr.  D.  G. 
Penfield,  division  engineer,  on  the  construction  of  the  part  of 
the  main  line  from  Danbury,  Conn.,  to  Towners,  N.  Y.,  and 
remained  on  that  work  until  December,  1880,  when  the  con- 
struction was  practically  finished.  In  a  few  days  he  started 
West  again,  having  accepted  a  position  as  division  engineer  on 
construction  of  the  California  Southern  Railroad,  under  his 
former  employer,  Mr.  Osgood,  who  has  then  chief  engineer. 


*  Memoir  prei>ared  by  George  T.  Sampson.  F.  B.  Rowell.  and  T.  P.  Perldns. 
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He  was  soon  after  promoted  to  the  position  of  resident  engineer 
and  had  supervision  over  four  divisions  covering  about  58  miles 
of  the  126  miles  between  San  Diego  and  Col  ton,  Cal.  He  con-^ 
tinued  in  this  position  until  June,  1882,  when  he  again  returned 
to  his  home  and  friends  in  Boston. 

He  was  then  again  employed  on  the  New  York  &  New  Eng- 
land Railroad  as  an  assistant  engineer  until  August,  1885,  being 
meanwhile  engaged  on  a  great  variety  of  work:  preliminary 
lines,  estimates  and  the  construction  of  coaling  stations  and 
similar  works,  necessary  for  the  mjiintenance  and  development 
of  a  growing  railroad  property.  In  the  summer  of  1883  he 
worked  on  the  preliminary  surveys  from  Allyn's  Point  to  Groton^ 
Conn.,  for  an  extension  of  the  Norwich  &  Worcester  Railroad, 
which  was  afterwards  built  in  1898.  He  personally  made  the 
plans,  profiles  and  estimate  of  cost. 

His  next  employment  was  with  the  Napa  Consolidated 
Quicksilver  Mining  Co.  at  Oak  Hill,  near  Calistoga,  Napa 
County,  Cal.,  where  his  position  was  that  of  assistant  superin- 
tendent and  accountant,  which  he  filled  from  August,  1885, 
to  September,  1888.  He  was  also  engineer  on  the  property 
and  had  much  to  do  in  the  construction  of  roads,  railroads,  new 
water  supply  and  rebuilding  of  furnaces,  as  well  as  in  making 
underground  surveys  and  surveys  of  the  land  and  mining  claims. 
As  additional  duty,  he  kept  the  accounts  and  purchased  supplies. 

He  was  then  employed  for  a  third  time  with  the  New  York 
&  New  England  Railroad  for  the  four  years  following  October, 
1888.  His  most  important  work  at  this  time  was  as  assistant 
engineer  of  the  Suburban  Railroad,  a  subsidiary  corporation 
which  was  chartered  for  the  purpose  of  building  a  line  from 
Cook  Street  near  Newton  Highlands  on  the  Woonsocket  Branch 
to  a  connection  with  the  main  line  of  the  New  York  &  New 
England  Railroad  at  Dorchester.  It  was  a  project  which  in 
one  form  or  another  had  been  under  consideration  for  many 
years,  and  there  was  much  to  be  said  in  favor  of  it  at  that  time. 
He  made  the  field  surveys,  and  advanced  the  work  to  the  making 
of  the  final  location  and  plans,  sufficient  to  have  started  construc- 
tion had  the  conditions  proved  favorable. 

His  next  employment  was  with  the  Boston  &  Maine  Rail- 
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PAPERS  AND  DISCUSSIONS 

This  Society  is  not  responsible  for  any  statement  made  or  opinion  expressed  in  its  publications 


THE  ARROWROCK  DAM. 

By  Chas.  H.  Paul,*  M.  Am.  Soc.  C.  E. 

At  the  time  that  the  construction  of  the  Boise  (Idaho) 
Project  of  the  United  States  Reclamation  Service  was  under- 
taken, irrigation  development  in  the  Boise  River  Valley  had 
proceeded  to  the  extent  that  all  the  low  water  flow  of  the  river 
had  been  appropriated.  As  the  low  water  period  occurred  dur- 
ing the  irrigation  season,  this  meant  that  storage  works  became 
an  essential  feature  of  the  Boise  Project  from  its  inception. 

Extensive  investigations  were  made  to  select  the  most 
favorable  site  for  a  storage  reservoir.  The  combination  of 
suitable  dam  and  reservoir  site  was  difficult  to  find,  and  it 
finally  developed  that  for  the  best  solution  of  the  problem,  and 
full  development,  a  dam  at  Arrowrock,  higher  than  any  that 
had  ever  been  built,  would  be  required. 

The  construction  of  this  dam,  which  was  started  in  1911, 
has  been  finished,  and  it  was  in  service  during  the  irrigation 
season  of  1915,  while  the  last  stages  of  the  work  were  being 
completed. 


XoTS.  —  This  paper  is  an  elaboration  of  a  talk  on  the  same  subject  given  by  Mr.  Paul 
before  the  Society  on  January  7, 19 14,  before  the  dam  was  completed. 

Discussion  is  invited,  to  be  received  by  Edward  C.  Sherman.  Editor,  6  Beacon  Street. 
Boston,  before  January  10.  1916.  for  publication  In  a  subsequent  number  of  the  Journal. 

♦  Construction  Engineer.  ArrouTock  Dam,  U.  S.  Reclamation  Service. 
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Description. 

The  Arrowrock  Dam  is  located  on  the  Boise  River,  t^ent)- 
two  miles  above  the  city  of  Boise,  Ida.  The  maximum  height 
of  the  dam  is  348.6  ft.,  its  length  is  i  100  ft.,  it  contains  585200 
cu.  yds.  of  concrete  and  it  has  a  gravity  section  but  is  built  on  a 
curve  of  660  ft.  radius.  The  lowest  point  of  its  foundation  is 
90  ft.  below  the  river  bed.  There  are  20  outlets  through  the 
dam,  each  4  ft.  4  in.  in  diameter,  and  each  controlled  by  a  58-in. 
balanced  needle  valve  set  on  the  upstream  face.  These  outlets 
are  arranged  i  1  two  sets  of  ten  each,  the  upper  set  being  about 
no  ft.  below  the  top  of  the  dam  and  the  other  set  about  90  ft. 
lower.  There  are  also,  just  at  the  old  river  level,  five  sluicing 
outlets  5  ft.  in  diameter,  each  controlled  by  a  sliding  gate.  All 
gates  are  operated  from  chambers  within  the  dam.  Inspection 
galleries,  of  which  the  control  chambers  form  a  part,  give  access 
to  the  interior  of  the  dam  at  several  different  elevations. 

The  spillway  has  a  capacity  of  40  000  sec.-ft.  The  weir  is 
400  ft.  long  and  extends  back  upstream  from  one  end  of  the  dam 
at  about  a  right  angle  to  a  tangent  to  the  curve  at  that  point. 
A  discharge  trench  picks  up  the  water  along  the  toe  of  the  weir 
and  carries  it  past  the  end  of  the  dam  to  the  canyon  of  a  creek 
that  enters  the  river  a  few  hundred  feet  l>elow  the  dam.  This 
spillway  trench  was  excavated  through  solid  rock,  and  is  lined 
with  concrete  having  a  minimum  thickness  of  24  ins.  and  rein- 
forced uith  3|-in.  bars,  on  12-in.  centers  both  ways.  In  the 
trench  lining  and  the  weir  are  25  400  cu.  yds.  of  concrete,  making 
the  total  concrete  in  the  dam  and  spillway  610  600  cu.  yds. 

The  total  excavation  for  dam  and  spillway  amounted  to 
682  000  cu.  yds. 

Preliminary  Work. 

Preliminary  to  the  construction  of  the  dam,  a  standard  gage 
railroad  17  miles  long  was  built  from  Barberton,  the  end  of  a 
railroad  spur  out  of  Boise,  to  the  dam  site.  Regular  train  ser\'- 
ice  over  this  line  has  been  maintained  since  its  completion  in 
November,  191 1,  and  during  the  four  years  it  has  hauled  about 
80  000  passengers  and  nearly  1 5  000  000  ton  miles  of  freight. 
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There  was  a  fairly  good  power  site  at  the  di\'ersion  dam  at 
the  head  of  the  main  canal,  about  14  miles  below  Arrowrock,  and 
as  coal  is  expensive,  and  of  poor  quality  for  storing,  it  was  de- 
cided to  build  a  hydro-electric  power  plant,  and  to  use  electri- 
cally driven  equipment  for  the  construction  plant  so  far  as 
practicable.  This  power  plant  has  a  maximum  capacity  of 
5000  h.p.  Duplicate  transmission  lines  were  built  from  the 
plant    to   Arrowrock,    and    no    interruptions   of   ser\ice   worth 


Pig.  I.    Arrowrock  Da.m 

(Looking  <lo»*iii 

Showing  diversion  tunnel,  upper  cofTeniam  (partly  completed),  main 
cableways,  drag  line  excavator  and  steam  shovel  outfit. 

mentioning  have  occurred   since   the  power  plant  was  put  in 
operation  in  May,  1912. 

The  Arrowrock  Dam  is  located  at  a  sharp  bend  in  the  river 
channel,  and  a  tunnel  500  ft,  long  carried  the  river  pasL  the 
work  during  the  construction  period.  (Fig.  I.)  The  capadty 
of  this  tunnel  was  at  least  30000  sec. -ft.     Earth  filled,  timber- 
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•  crib  cofferdams  turned  the  river  into  the  tunnel  and  protected 
the  work  below  river  level  from  back  water.  This  tunnel  was 
filled  with  concrete  for  a  length  of  about  200  ft.,  which  came 
within  the  dam  section,  after  it  had  served  its  purpose. 

A  modern  construction  camp,  with  water  supply,  sewerage 
system,  general  store,  hospital,  bathhouse,  laundry,  clubhouse 
and  other  features  to  make  it  complete,  sanitary  and  attractive, 
was  erected  at  a  convenient  location  just  below  the  dam  site. 
As  there  was  no  town  nearer  than  Boise,  this  camp  had  to  pro- 
vide for  the  comfort  and  amusement  of  the  men  and  also  the 
families  of  many  of  them  who  had  put  up  shacks  of  their  own 
in  the  immediate  vicinity  of  camp. 

Sanitary  Precautions. 

At  once,  the  problem  of  sanitary  protection  became  of 
vital  importance.  It  was  comparatively  simple  to  care  for  the 
main  camp,  which  was  under  the  absolute  control  of  the  Recla- 
mation Service,  but  when  little  settlements  began  to  spring  up 
here  and  there,  as  more  and  more  of  the  men  brought  their 
families  to  the  job,  the  problem  became  more  complex.  For- 
tunately, public  sentiment  was  all  in  favor  of  enforcing  the  neces- 
sary regulations.  These  covered  the  location,  proper  construc- 
tion and  disinfection  of  toilets,  disposal  of  garbage,  protection 
of  water  supply  and  the  fighting  of  flies.  The  camp  physician 
was  given  the  duties  of  chief  sanitary  officer,  and  under  his 
direction  the  camp  foreman  and  his  crew  of  janitors  and  camp 
men  looked  after  the  main  camp.  To  aid  in  the  proper  enforce- 
ment of  the  necessary  regulations  outside  of  the  main  camp,  it 
was  arranged  to  look  after  the  necessary  work  like  disinfection, 
garbage  collection,  the  furnishing  of  gcU*bage  cans,  fly  traps,  etc., 
at  a  certain  fixed  charge  for  the  service  performed,  and  nearly 
all  of  the  persons  living  outside  of  the  main  camp  were  glad  to 
take  advantage  of  this  arrangement. 

All  applicants  for  employment  were  given  a  brief  physical 
examination  by  the  resident  physician,  which  was  made  more 
thorough  if  deemed  ad\isable.  In  this  way  the  unfit  or  un- 
desirable were  eliminated.  Vaccination  for  smallpox  or  anti- 
typhoid inoculation  was  given  at  the  hospital  without  charge. 
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Air-tight  metal  garbage  cans  were  provided,  and  were  kept 
in  serviceable  condition.  Garbage  and  refuse  were  collected 
every  day  or  two,  hauled  away  and  burned.  No  breeding 
places  for  flies  were  allowed  to  exist.  Fly  traps  were  used 
constantly.  All  toilets  and  buildings  where  flies  would  be 
attracted  were  screened  and  provided  with  special  screened 
entrances.  Sleeping  quarters  were  scrubbed,  aired  and  dis- 
infected frequently.  Iron  springs  and  mattresses  were  provided, 
and  these  were  taken  out  and  cleaned  periodically.  The  cost 
of  this  work  was  not  high,  but  the  results  were  most  satisfactory, 
as  the  general  health  of  the  community  has  always  been  away 
above  average :  there  have  been  no  epidemics  of  any  kind  and 
only  one  case  of  typhoid,  which  probably  originated  outside  of 
camp. 

Construction. 

The  construction  of  the  dam  was  authorized  in  January, 
191 1.  Immediately  the  preliminary  work  was  started  and  work 
on  final  designs  was  begun.  In  the  spring  of  1912  the  railroad, 
power  plant,  camp  and  diversion  works  had  been  practically 
finished.  Excavation  in  the  river  bed  was  started  in  February, 
1912. 

Excavation  for  Dam  Foundation. 

The  depth  to  bedrock  for  the  foundation  of  the  dam  was 
from  70  to  90  ft.  below  the  river  bed.  The  width  of  the  canyon 
at  the  river  bed  is  about  200  ft.,  and  the  thickness  of  the  dam 
at  the  bottom  is  240  ft.  The  estimated  amount  of  excavation 
in  the  river  bed  was  230  000  cu.  yds.  On  account  of  the  amount 
and  depth  of  this  excavation,  the  uncertainty  as  to  the  amount 
of  pumping  that  would  be  required  and  the  possibility  of  a  flood 
that  might  cause  trouble  during  the  high  water  period  in  the 
river,  it  was  decided  not  to  open  up  all  of  the  excavation  at  once, 
but  to  excavate  for,  and  build  first,  a  section  of  the  dam  along 
the  upstream  face,  extending  entirely  across  the  canyon,  with 
a  maximum  height  of  about  100  ft.,  which  would  bring  its  top  well 
above  high  water,  and  with  a  cross-section  heavy  enough  to 
stand  by  gravity.     After  this  first  section  was  built,   the  re- 
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mainder  of  the  river  bed  excavation  was  taken  out  and  the  whole 
dam  completed  to  the  elevation  of  the  top  of  the  first  section. 

The  material  in  the  rivor  bed  was  largely  gravel  and  sand 
with  5  per  cent,  to  lo  percent,  of  bowlders,  all  of  which  was  good 
material  for  concrete;  but  along  one  side  the  material  was  prin- 
cipally large  granite  bowlders  mixed  in  with  dirty  material  not 
tit  for  use.  This  was  moved  by  a  steam  shovel,  loaded  into 
dump  cars  and  wasted  along  the  river  bank,  above  and  below 
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the  dam  site  (Figs,  i  and  2).  The  rest  of  the  material  was  taken 
out  by  cableways,  screened  and  stored  for  use  in  concrete. 
Two  cableways  were  erected  so  as  to  cover  this  work  to  good 
advantage.  A  drag  line  excavator,  working  in  the  pit  between 
the  lines  of  these  two  cableways,  loaded  the  material  into  skips 
which  were  then  lifted  and  con\-eyed  by  the  cablewa>s  to  a  lai^e 
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hopper  at  one  side  of  the  river,  under  which  was  located  the 
screening  and  crushing  plant.  Two  stiff-leg  derricks,  located  at 
one  side  of  the  river  on  the  edge  of  a  steep  cliff,  commanded  a 
portion  of  the  excavation  that  could  not  be  reached  conv^eniently 
by  the  drag  line.  Orange-peel  buckets,  operated  from  these 
derricks,  were  used  in  excavating  the  pump  sumps  and  cleaning 
up  the  comers.  Cableways  and  derricks  were  operated  by 
electric  motors.  Pumps  and  motors  were  mounted  on  a  truck, 
and  were  let  down  the  slope  of  the  excavation  by  hand  crabs. 

After  the  first  section  of  dam  was  built,  the  upstream  cable- 
way  was  moved  to  another  position  further  doA\Tistream,  and 
the  remainder  of  the  river  bed  excavation  was  handled  in  the 
same  way  as  that  for  the  fir^t  section. 

On  the  south  side  of  the  river  at  the  dam  site,  there  is  a 
lava  bench,  overlying  the  granite,  the  line  of  contact  at  the  face 
of  the  cliff  being  about  20  to  25  ft.  above  river  level.  This  lava 
rock  varies  in  thickness  from  about  50  ft.  at  the  edge  of  the  cliff 
to  about  20  ft.  against  the  hillside.  The  width  of  the  bench  is 
about  200  ft.  This  lava  rock  was  not  suitable  for  foundation, 
and  aljout  50000  cu.  yds.  of  it  had  to  be  removed.  It  was 
handled  by  skip,  drag  line  and  cableway,  the  drag  line  being 
used  on  a  revolving  derrick  for  spotting  and  skips.  As  much  of 
the  rock  as  was  suitable  was  used  as  plums  in  the  concrete.  The 
remainder  was  taken  away  by  cableway  and  dumped  into  the 
river  below  the  dam,  serving  as  backfilling  against  the  down- 
stream face  below  river  level. 

The  work  of  cleaning  up  abutments,  cutting  key  ways,  etc., 
was  done  with  a  small  crew,  just  ahead  of  the  concreting,  without 
the  use  of  explosives  except  in  very  light  shots. 

Concrete, 

Material  for  concrete  was  obtained  from  the  river  bed 
excavation,  until  that  was  used  up,  and  later  from  a  pit  about 
13  miles  below  Arrowrock,  just  off  the  line  of  the  railroad. 
The  material  was  screened  to  three  sizes,  sand,  gravel  (to  2 J  in.), 
and  cobbles  (2 J  to  5^  in.).  The  oversize  passed  to  crushers  and 
then  back  to  the  screens.     A  set  of  bins  over  each  mixer  held 
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about  four  hours'  supply  of  material.  Sand  cement  composed 
of  55  per  cent.  Portland  cement  and  45  per  cent,  pulverized 
granite,  reground  to  pass  90  per  cent,  through  the  200-mesh 
aeve,  was  manufactured  on  the  ground.  Ample  bin  storage 
was  provided  at  the  sand  cement  plant,  and  all  sand  cement, 
before  being  used,  was  tested  for  soundness  and  tensile  strength, 
using  the  approved  standards  for  Portland  cement.  Of  the 
586  500  barrels  manufactured   in   connection   with   this  work, 


Fig.  3.    Arrowbock  Dam  —  Concrete  Plant. 
Showing  storage  bins,   mixers  and  rocker  dump,  electric  trolley  cars, 

tiansporling  concrete  to  clislribiiting  tower. 


there  has  not  been  a  failure  of  any  of  the  sand  cement  to  pass 
these  standard  tests.  The  sand  cement  was  transported  from 
its  storage  bins  to  bins  over  the  mixers  through  3-in,  pipe  lines 
by  means  of  compressed  air. 

.  The  concrete  was  mixed,  i  part  sand  cement,  2§  parts  sand, 
5  parts  gravel  and  2I  parts  cobbles,  with  such  temporary  modi- 
fications as  conditions  demanded.     In  the  toe  of  the  dam  and 
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for  a  thickness  of  about  10  ft.  against  each  face,  a  richer  mix, 
about  I  :  2^  :  4^  :  2^,  was  used.  This  *'  face  mix  "  was  obtained 
usually  by  adding  a  sack  of  Portland  cement  to  the  regular  mix. 

The  sand,  gravel  and  cobbles  from  their  respective  bins 
were  fed  by  gravity  to  the  mixers,  through  adjustable  measuring 
boxes  controlled  by  gates  operated  by  compressed  air.  These 
materials  were  measured  by  volume;  but  the  sand  cement  was 
weighed  out,  on  account  of  the  inaccuracy  of  volume  measure- 
ment for  material  of  such  extreme  fineness.  The  cement  bin 
gate  was  operated  by  hand,  and  through  it  the  sand  cement  was 
fed  into  a  tight  metal  box  with  hinged  bottom,  hung  on  steel- 
yards. On  signal  from  the  mixer  man,  all  materials  were  dumped 
into  the  mixer  almost  simultaneously.  Water  was  added  at  the 
mixer.  There  were  three  i-cu.  yd.  mixers  in  the  plant,  driven 
by  electric  motors,  each  mixer  with  its  measuring  boxes  and  bins 
forming  an  independent  unit  (Fig.  3). 

Below  each  mixer  was  a  hopper  with  a  capacity  of  one  batch. 
The  carriers  for  the  mixed  concrete,  which  will  be  described 
later,  each  had  a  capacity  of  two  batches  (2  cu.  yds.). 

The  concrete  was  distributed  by  cableways  —  not  the  main 
cableways  that  were  used  for  the  excavation  and  general  work, 
but  smaller  ones  assembled  from  equipment  already  on  the  job 
or  made  up  at  the  shops.  Their  span  was  from  about  500  to 
700  ft.  For  the  work  below  river  level,  they  were  stretched 
between  the  steep  cliffs  on  either  side,  and  picked  up  the  con- 
crete direct  from  the  hoppers  below  the  mixer.  Later,  a  high 
tower  was  erected  near  the  center  of  the  dam  which  served  as  a 
common  tail  tower  and  loading  point  for  the  three  cableways, 
two  running  north  and  one  south  from  this  tower  (Fig.  4),  and 
the  concrete  was  carried  from  the  hoppers  below  the  mixers  to 
the  foot  of  this  tower  by  2  cu.  yd.,  rocker  dump,  electric  trolley 
cars  (Fig.  3). 

The  cableway  bucket,  after  being  loaded,  was  hoisted  and 
taken  out  to  a  hopper,,  hung  from  another  carriage  on  the  same 
cableway,  into  which  hopper  the  bucket  discharged  its  load 
under  the  control  of  the  cableway  operator.  From  the  bottom 
of  the  hopper  was  hung  a  chute,  40  ft.  long,  the  free  end  of  which 
was  suspended  from  auxiliary  cables  and  could  be  swung  at  will 
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to  any  point  within  a  circle  of  40  ft.  radius.  The  position  of  the 
hopper,  along  the  cableway,  was  controlled  from  the  head  tower, 
and  it  could  be  moved  from  point  to  point  with  no  loss  of  time 
between  batches. 

This  method  was  used  until  the  work  was  carried  to  within 
about  50  ft.  of  the  top  of  the  dam,  after  which  the  main  cable- 
ways  took  the  concrete  to  distributing  hoppers  at  either  end  of 
the  dam,  and  the  electric  dump  cars,  running  on  a  trestle  just 


.\RROWK<x-k  Dam  ^Concrete  Woi 

(Looking  downstream.) 


Showing  tower  for  concrete  distributing  cnhleways.  method  of 
handling;  work  and  forming  contraction  joints,  trash  rack  structures  (on 
upstream  fncel  for  outlet  gates.  Portion  of  camp  in  distance.  Top  of  dam 
will  l>e  50  ft.  higher  than  top  of  tower. 

above  the  work,  distributed  the  concrete  from  these  hoppers. 
In  placing  the  concrete,  the  most  scrupulous  care  was  taken 
to  see  that  the  Ixdrock,  or  the  old  concrete  surface,  was  thor- 
oughly' clean  and  free  from  loose  particles.  The  process  of 
cleaning  left  the  surfaces  thoroughly  wet.     Then  a  neat  cement 
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grout,  mixed  fairly  thin  was  slushed  over  the  surface  just  ahead 
of  the  concrete,  and  scrubbed  in  with  steel  brooms.  On  bed 
rock,  and  whenever  necessary'  on  old  concrete,  a  batch  or  two 
of  mortar  preceded  the  regular  run  of  concrete. 

Concrete  was  mixed  of  plastic  consistency.  The  proper 
slope  of  the  chutes  was  between  20  and  25  degrees  from  the 
horizontal.  Concrete  of  plastic  consistency  would  move  on 
this  slope  freely,  but  without  separation  of  material,  and  an 
excess  of  water  was  neither  necessary  nor  desirable. 

Grouting  Foundation. 

The  foundation  of  the  dam  was  granite,  of  excellent  quality. 
The  rock  was  free  from  evidence  of  faulting,  crushing  or  shear- 
ing, but  was  characterized  by  rather  frequent  parallel  joints, 
giving  the  rock  a  sheeted  structure  which  has  a  north  and  south 
(across  canyon)  trend,  and  a  high  dip  upstream.  On  account 
of  the  unusual  height  of  the  dam  it  was  decided  to  grout  the 
foundation  and  abutments  at  the  heel,  although  it  was  thought 
!that  the  seams  would  take  very  little  grout. 

The  grout  holes  were  drilled  from  the  bottom  of  the  keyway 
along  the  heel  of  the  dam.  Most  of  them  were  25  to  30  ft.  deep. 
Two  rows  of  holes  were  drilled,  5  ft.  and  13  ft.  deep,  respectively, 
inside  the  line  of  the  upstream  face  of  the  dam.  The  longi- 
tudinal distance  between  the  holes  in  each  row  was  ten  feet,  with 
the  holes  in  the  two  rows  staggered.  At  the  beginning  of  the 
work,  these  holes  were  drilled  with  Burleigh  drills  before  the 
rock  was  covered  with  concrete,  and  were  brought  up  through 
the  concrete  by  means  of  3-in.  pipe  to  the  elevation  from  which 
they  were  grouted.  Later,  after  the  fdundation  had  been  covered 
and  the  grouting  operations  were  carried  on  up  the  abutments, 
pipes  were  set  in  place  at  the  proper  locations,  and  the  holes  were 
drilled,  through  these  pipes,  with  a  diamond  drill  after  a  suffi- 
cient depth  of  concrete  had  been  placed  around  them.  The 
pipes  were  set  in  such  a  way  that  the  grout  could  flow  freely  into 
any  seam  that  might  exist  between  the  concrete  and  the  rock. 
A  line  of  holes  which  were  left  open  for  drainage  was  drilled 
just  downstream  from  the  grout  holes,  and  were  brought  up 
through  the  concrete  to  the  floor  of  the  inspection  gallery. 
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Straight  sand  cement  was  used  for  the  grouting.  It  was 
mixed  in  the  proportions  of  about  i  part  sand  cement  to  3  parts 
water,  except  in  a  few  cases  when  it  was  thickened  up  to  about 
I  to  3.  Pressure  for  the  leakage  test  and  for  final  application  on 
the  grout  was  obtained  from  a  tank  set  at  an  elevation  of  about 
20  ft.  above  full  reservoir. 

Before  making  the  leakage  test,  immediately  prior  to  grout- 
ing, each  hole  was  carefully  washed  out  and  sounded.     As  was 


Fig.  5.    Arrowrock  Dam. 
(Looking  upstream.) 
Showing  K-ater  coming  through  two  of  the  lower  outlets.     The  upper 
outlets  are  in  plain  sight  and  two  of  the  sluicinfr  outlets  may  be  seen  indis- 
tinctly, just  above  water  surface 

The  spillway  is  at  the  left  beyond  the  limit  of  the  picture. 

expected,  most  of  the  holes  showed  practically  no  leakage  before 
grouting,  but  In  a  few  cases  an  appreciable  amount  of  leakage  was 
detected,  and  some  grout  was  forced  into  the  rock,  although  no 
one  hole  took  any  large  amount,     denerally  speaking,  however, 
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the  rock  took  enough  grout  so  that  it  seemed  as  if  the  grouting 
operations  were  worth  while. 

The  discharge  through  the  drainage  system  gave  the  best 
evidence  of  the  efficacy  of  the  grouting  operations.  With  water 
in  the  reservoir  standing  within  28  ft.  of  the  top  of  the  dam,  or 
200  ft.  above  the  lower  inspection  gallery,  the  flow  through  the 
drainage  system  was  so  small  as  to  be  negligible. 


J 


MEMOIR  OF  DECEASED  MEMBER. 

DEXTER  BRACKETT.' 

Dexter  Brackett,  past  president  of  the  Boston  Society  of 
Civil  Engineers,  died  on  August  26,  1915. 


Mr.  Brackett  was  born  on  Novemljer  50,  1851,  in  Newton, 
Mass.     He  was  the  only  son  of  Cephas  Henry  and  I^uisa  Thwing 
(Pierce)  Brackett,     His  parents  removed  to  Brighton  while  he 
•  Memoir  prepared  liy  Frederii-  P.  Stearns  and  Charics  \V.  Sherman. 
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was  yet  a  child,  and  Mr.  Brackett's  education  was  obtained  in 
the  schools  of  that  town.  He  was  graduated  from  the  Brighton 
High  School  in  1868,  and  thereafter  took  a  course  at  a  business 
college  in  Boston. 

Up  to  this  time  he  had  formed  no  definite  plan  as  to  his 
future  work,  but  in  March,  1869,  was  oflFered  employment  in 
the  office  of  the  city  engineer  of  Boston.  The  annexation  of 
several  adjoining  towns  and  cities  to  the  city  of  Boston,  beti^^een 
1868  and  1874,  resulted  in  a  large  amount  of  work  for  the  engi- 
neering department,  particularly  in  the  extension  of  the  water 
works  to  the  annexed  districts.  Mr.  Brackett  was  soon  assigned 
to  the  work  connected  with  these  extensions  and  to  the  re- 
arrangement and  reinforcement  of  the  main  pipe  systems  of  the 
city  following  the  great  fire  of  1872. 

Soon  after  the  election  of  Mr.  Joseph  P.  Davis  (honorar}' 
member  of  this  Society)  as  city  engineer,  in  1873,  Mr.  Brackett 
was  placed  in  charge  of  the  engineering  work  connected  with 
the  distribution  system  of  the  water  works.  The  question  of 
water  Wciste  was  soon  recognized  cis  of  great  importance,  and 
as  early  as  1878  Mr.  Brackett,  under  the  direction  of  Mr.  Davis, 
began  a  careful  study  of  that  problem.  Domestic  water  meters 
were  then  expensive  and  comparatively  unsatisfactory,  so  that 
the  first  steps  toward  the  restriction  of  waste  were  made  by 
means  of  inspection,  aided  by  the  use  of  Deacon  meters.  By 
these  means  a  very  considerable  reduction  was  made  in  the 
consumption  of  water  in  certain  districts  of  the  city.  As  a 
result  of  these  studies  and  investigations,  and  of  others  which 
succeeded  them,  Mr.  Brackett  became  especially  interested  in 
matters  relating  to  the  consumption  and  waste  of  water,  and 
an  authority  on  these  subjects.  He  presented  a  paper  on  these 
subjects  to  the  New  England  Water  Works  Association  in  1886, 
and  to  the  American  Society  of  Civil  Engineers  in  1895. 

In  1895,  the  State  Board  of  Health  of  Massachusetts,  which 
was  then  engaged  in  the  preparation  of  a  plan  for  the  water 
supply  to  the  Metropolitan  District,  asked  Mr.  Brackett  to 
report  to  it  upon  the  consumption  of  water  in  the  district  at 
that  time  and  the  probable  future  consumption. 

Mr.  Brackett 's  connection  with  the  Boston  Water  Works  was 
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continuous  until  1895.  During  a  portion  of  this  time  he  was 
superintendent  of  the  eastern  division  of  the  Boston  Water 
Works,  reporting  to  the  Boston  Water  Board,  and  during  the 
remainder  of  his  service,  assistant  engineer  in  the  city  engineer's 
department,  having  particularly  to  do  with  the  work  relating 
to  the  water  works. 

Upon  the  formation  of  the  Metropolitan  Water  Works,  in 
1895,  Mr.  Brackett  was  selected  as  engineer  of  the  distribution 
department,  having  charge  of  the  piping  system,  pumping 
stations  and  distribution  reservoirs  for  the  Metropolitan  Water 
District. 

In  1907,  upon  the  resignation  of  Mr.  Frederic  P.  Stearns, 
Mr.  Brackett  was  chosen  as  chief  engineer  of  the  Metropolitan 
Water  Works,  which  position  he  held  to  the  time  of  his  death. 
The  greater  part  of  the  water  works  had  been  constructed  prior 
to  1907,  so  that  in  this  position  Mr.  Brackett  had  to  do  mainly 
with  maintenance  and  operation.  During  his  term  of  service, 
the  general  introduction  of  water  meters  within  the  Metropolitan 
District  has  been  undertaken,  largely  as  a  result  of  his  persistent 
advocacy  of  their  use,  and  they  have  accomplished  the  result 
which  Mr.  Brackett  predicted  for  them.  In  addition  to  the 
work  of  maintenance,  however,  important  additions  to  the  works 
were  made  or  designed  during  his  service  as  chief  engineer,  among 
which  may  be  particularly  mentioned  the  hydro-electric  plant 
at  the  Wachusett  Dam  in  Clinton;  the  40-million  gallon  high- 
service  pumping  engine  at  Chestnut  Hill;  the  60-in.  cast-iron 
pipe  line  from  Weston  to  Chestnut  Hill  Reservoir,  including 
the  pressure  tunnel  through  a  hill  in  Newton;  the  improvement 
of  the  water  supply  for  the  elevated  districts  in  Boston,  Hyde 
Park  and  Milton,  including  the  pumping  station  at  Hyde  Park 
and  the  steel  tank  on  Bellevue  Hill,  100  feet  in  diameter  and 
45  feet  high,  surrounded  by  a  masonry  tower;  and  the  hydro- 
electric plant  at  the  Sudbury  Dam  in  Southboro,  now  in  process 
of  construction. 

In  addition  to  his  work  for  the  city  of  Boston,  Mr.  Brackett 
was  employed  in  a  consulting  capacity  in  connection  with  water 
supplies  at  Fall  River,  Stoughton,  Taunton,  New  Bedford, 
Ashbumham  and  Springfield,  Mass.;    Auburn,  Me.;    Syracuse, 
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N.  Y.;  Atlantic  City,  N.  J.;  Louisville,  Ky.;  Springfield,  Mo.; 
Harbor  Springs,  Mich.,  and  various  other  places,  in  several 
cases  in  connection  with  the  testing  of  pumping  engines  or  the 
valuation  of  the  works.  After  1895,  however,  he  declined  any 
further  engagements  outside  of  his  regular  work,  as  the  latter 
made  such  demands  upon  his  time  and  strength  that  it  seemed 
impracticable  for  him  to  carry  anything  additional. 

Mr.  Brackett's  term  of  service  with  the  Boston  and  Metro- 
politan Water  Works  covered  forty-six  years,  during  most  of 
which  time  he  occupied  positions  of  great  responsibility.  Since 
the  work  of  the  Metropolitan  Water  Board  was  in  large  measure 
a  continuation  of  that  of  the  old  Boston  Water  Works,  it  is  fair 
to  consider  Mr.  Brackett's  professional  life  as  having  been  spent 
in  one  employ,  —  a  decidedly  unusual  record,  —  and  the  value 
of  the  public  service  which  he  rendered  in  this  period  was  cer- 
tainly very  great. 

Mr.  Brackett  took  an  active  interest  in  the  technical  societies 
to  which  he  belonged.  He  joined  the  Boston  Society  of  Civil 
Engineers  on  June  8,  1874,  and  was  its  vice-president  in  1895- 
1897,  and  its  president  in  1897- 1898.  He  took  a  prominent 
part  in  the  New  England  Water  Works  Association,  and  was  its 
president  in  1 889-1 890.  He  was  a  director  of  the  American 
Society  of  Civil  Engineers  in  1908-1910,  and  a  member  of  the 
American  Water  Works  Association  and  of  the  Boston  City  Club. 

Mr.  Brackett  had  a  large  circle  of  firm  friends,  both  inside 
and  outside  of  the  profession. 

He  was  married,  in  1875,  to  Miss  Josephine  Dame  who,  with 
one  son,  survives  him. 
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THE  SOUTH  END    SEWER   SYSTEM    OF   BOSTON. 

By  Edgar   S.    Dorr,*    Member    Boston   Society  of  Civil  Engineers. 

(Read  before  the  Sanitary  Section,  November  3,  1915.) 

The  problem  of  the  relief  of  the  South  End  Sewer  System 
was  a  peculiar  one.  The  territory  which  suflFered  from  bad 
sewerage  conditions,  containing  about  190  acres,  is  bounded 
roughly  by.Dedham,  Tremont  and  Northampton  streets,  the 
N.  Y.,  N.  H.  &  H.  Railroad,  Tremont  and  Dover  streets,  and 
the  South  Bay.  It  is  flat  and  is  laid  out  on  the  alleyway  plan ; 
the  streets  are  graded  at  about  elevation  17,  the  alleys  are 
generally  lower  than  the  streets  —  in  some  places  6  or  7  ft. 
lower  —  back  yards  are  at  the  level  of  the  alleys  or  lower,  and 
basement  kitchens  and  dining  rooms  are  at  the  yard  level. 
Some  of  these  basements  are  as  low  as  grade  6,  many  at  7,  and 
large  numbers  between  7  and  9. 

The  sewer  system  is  on  the  combined  principle,  delivering 
its  dry- weather  flow  into  the  East  Side  Intercepting  Sewer  in 
Albany  St.,  and  its  storm  water  flow  into  the  South  Bay. 
When  it  is  considered  that  the  intercepter  can  carry  away  only 
a  small  fraction  of  the  storm  run-off  of  this  acreage,  and  that 
mean  high  tide  is  elevation  10,  mean  spring  tide  elevation  12, 


Note.  Discussion  of  this  paper  is  invited,  to  be  received  by  Edward  C.  Sherman, 
Editor,  6  Beacon  Street,  Boston,  before  February  10,  1916,  for  publication  in  a  subsequent 
number  of  the  Journal. 

*  Office  Engineer,  Sewer  Div.,  Dept.  of  Public  Works,  Boston. 
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and  still  higher  tides  not  infrequent,  it  will  be  realized  that  this 
district,  with  its  peculiar  arrangement  and  grading  of  streets, 
alleys,  yards  and  basements,  could  hardly  have  been  planned 
more  eflfectively  to  produce  trouble  if  it  had  been  done  inten- 
tionally. 

Of  course,  it  was  not  so  done.  How,  then,  did  it  come 
about? 

To  answer  this  question  it  is  necessary  to  go  into  history. 
It  is  interesting,  however,  to  trace  this  peculiar  development  as 
it  is  an  example  of  what  serious  evils  result  from  the  growth  of 
cities  without  any  general  plan. 

In  the  beginning,  the  South  Bay  and  the  Back  Bay,  both 
areas  of  flats  covered  at  high  water,  nearly  met,  being  separated 
only  by  the  narrow  strip  of  land  called  Roxbury  Neck,  with  its 
one  road,  Washington  St.  The  filling  of  the  flats  naturally 
proceeded  both  ways  from  Washington  St.  Very  early 
came  the  water-power  project,  with  the  milldam  damming  off 
the  Back  Bay  from  Charles  River  and  furnishing  power  for 
tide-mills.  Tide-mills  cannot  run  at  high  tide,  and  to  obviate 
the  trouble  a  cross-dam  was  built,  dividing  the  mill  pond  into 
two  parts,  one  of  which  was  kept  empty,  or  as  nearly  so  as 
possible,  and  used  to  discharge  the  water  from  the  other  into 
during  the  period  of  high  tide  in  the  river,  in  this  way  permitting 
the  tide-mills  to  run  full  time. 

Beacon  St.  occupies  the  site  of  the  mill-dam  and  Hemen- 
way  St.  that  of  the  cross-dam.  The  part  of  the  mill  pond 
west  of  Hemenway  St.  was  called  the  '*  Full  Basin'*;  that 
between  Hemenway,  Pleasant  and  Charles  streets  was  called 
the  "  Receiving  '*  or  "  Empty  Basin.*' 

All  the  sewerage  troubles  of  the  South  End  have  arisen 
from  the  creation  of  this  Empty  Basin  and  its  effect  upon  the 
development  of  the  adjacent  land.  The  elevation  of  the  water 
surface  was  kept  at  or  below  elevation  3  at  all  times.  This 
made  of  the  basin  a  huge  storage  reservoir,  protected  from  high 
tides  and  affording  a  low  outlet  for  the  sewers  which  were  built 
to  drain  the  land  made  by  filling  the  flats.  This  condition 
fostered  a  cheap  development.  Filling  was  saved  by  grading 
alleys,  yards  and  basements  at  a  low  elevation,  and  no  flooding 
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resulted  to  check  this  tendency,  as  would  have  been  the  case 
if  the  sewers  had  been  subject  to  tidal  influence.  Inasmuch  as 
the  Empty  Basin  was  regarded  as  permanent,  this  course  of 
events  was  perfectly  natural. 

The  Basin,  satisfactory  as  a  safeguard  against  floods,  was 
not  so  satisfactory  from  a  sanitary  point  of  view.  We  learn 
from  the  report  of  the  Committee  on  Sewers  of  1868,  consisting 
of  Joseph  F.  Paul,  Newton  Talbot  and  Moses  Fairbanks,  that  it 
became  "  evident  that  this  sts^^nant  basin  was  becoming  a 
gigantic  cesspool,  and  that  some  plan  must  be  devised  for  divert- 
ing the  drainage  from  it.  Accordingly,  in  1850-51  a  large  sewer 
was  built,  under  plan  of  Messrs.  Chesborough  and  Parrett, 
running  the  whole  length  of  Tremont  St.,  intercepting  the 
outlets  of  the  cross-sewers,  and  thence  down  Dover  St.  to  the 
South  Bay.  .  .  .  When  a  heavy  rain  occurred,  however,  during 
this  interval  (i.  e.,  during  high  tide),  it  was  arranged  to  discharge 
this  extra  water  as  before  into  the  Back  Bay,  by  overflows  or 
weirs  left  for  that  purpose,  and  so  keep  down  the  level  in  the 
sewers." 

It  is  evident  from  the  above  quotation  that  the  main  re- 
liance for  protection  against  flooding  was  still  placed  on  the 
Empty  Basin. 

The  filling  of  the  whole  Back  Bay,  including  the  Empty 
Basin,  began  about  i860,  and  was  in  rapid  progress  in  1862. 
The  disastrous  effect  that  this  would  have  upon  sewerage  condi- 
tions in  the  South  Bay  was  not  unforeseen,  as  is  shown  by  the 
building,  in  addition  to  the  Tremont  and  Dover  streets  sewer,  of 
large  storage  sewers  in  East  Dedham  St.  in  1857,  Union  Park 
St.  in  1865,  and  East  Concord  St.  in  1869,  all  draining  into  the 
South  Bay.  In  short,  the  plan  of  turning  the  drainage  of  the 
whole  district  from  the  Back  Bay  to  the  South  Bay  was  adopted, 
and  to  build  the  main  sewers  large  enough  to  afford  some 
storage  at  times  of  high  tide.  This  is  really  about  all  that  could 
be  done,  short  of  establishing  a  pumping  station,  or  raising  the 
whole  district  bodily,  buildings,  streets  and  all.  This  was  done 
in  two  instances;  the  Church  St.  district,  15  acres,  was  raised 
in  1868-1869,  at  a  gross  cost  of  $1  183  363.  The  sale  of  the 
estates  after  the  improvement  realized  $222291,   making  the 
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would  be  to  take  care  of  some  small  storms,  keep  the  level  of  the 
sewage  in  the  system  down  somewhat  below  what  it  would 
otherwise  be  in  large  storms  and  in  some  cases  drain  down  the 
whole  system  before  the  tide  could  do  it,  when  rain  would  cease 
a  considerable  time  before  low  tide,  and  thereby  reduce  flood 
damages  somewhat.  But  it  could  not  prevent  flooding.  It 
was,  however,  used  for  all  it  was  worth  by  giving  open  connec- 
tions from  the  Dover  and  Dedham  streets  systems  into  the 
intercepter,  because  these  were  the  lowest  districts. 

With  the  exception  of  the  limited  assistance  rendered  by 
the  intercepting  system,  the  South  End  has  remained  in  the 
condition  in  which  the  filling  of  the  Back  Bay  left  it,  in  1870,  up 
to  July  I,  1915,  when  the  pumps  were  put  in  operation  for  the 
first  time,  during  the  phenomenal  downpour  of  that  date. 

By  the  way,  not  a  single  complaint  was  received  from  the 
South  End  on  account  of  that  storm,  although  the  tide  ranged 
from  elevation  9.40  to  elevation  6.50  during  the  heaviest  down- 
pour. 

During  all  this  time  there  have  been  innumerable  com- 
plaints and  many  investigations,  but  nothing  done  until  recently, 
and  the  reason  is  that  every  investigation  has  led  to  the  same 
conclusion  as  that  reached  by  the  Sewer  Committee  of  1868, 
previously  referred  to,  —  i.  e.,  that  nothing  really  effective 
could  be  done  except  by  pumping. 

In  old  times  this  could  mean  nothing  less  than  a  steam 
pumping  station,  and  one  particularly  difficult  and  expensive 
to  maintain,  on  account  of  the  intermittent  character  and  irregu- 
larity in  time  of  the  service  to  be  required  of  it.  Inasmuch  as 
a  rain  heavy  enough  to  call  it  into  action  is  liable  to  occur  at 
any  time,  day  or  night,  the  station  would  have  to  be  kept  with 
banked  fires  and  steam  up  at  all  times.  This  would  require 
three  shifts  of  men  every  twenty-four  hours,  and  yet  they  would 
be  idle  the  greater  part  of  the  time,  sometimes  for  weeks  together. 

The  cost  of  installing  an  adequate  station  was  estimated 
by  the  Sewer  Committee  of  1868  at  $200  000. 

These  conclusions  seem  to  have  effectively  prevented  any 
action. 

The  perfection  of  centrifugal  pumps  and  electrical  machinery 
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and  the  establishment  of  reliable  sources  of  electrical  energy 
made  a  resort  to  steam  unnecessary,  and  the  station  recently 
completed  has  been  designed  to  be  electrically  driven  and  auto- 
matically controlled  throughout.  The  starting  and  stopping 
of  the  pumps  is  governed  by  the  height  of  the  sewage,  and  very 
little  attendance,  comparatively,  will  be  required. 

When  the  problem  came  to  be  taken  up  seriously  by  the 
Sewer  Division,  various  expedients  were  considered.  It  was 
evident  at  once  that  a  resort  to  the  separate  system  would  do 
no  good  for,  because  of  the  peculiar  grading  of  the  district, 
flooding  would  have  continued  from  the  rain  falling  on  the  area 
of  low  yards  and  alleys  enclosed  between  the  streets,  even  after 
the  cellars  and  basements  had  been  connected  with  a  system 
of  sanitary  sewers  running  to  the  intercepter. 

It  was  also  suggested  that  by  throwing  a  dam  across  Fort 
Point  Channel  and  excluding  the  tide,  the  South  Bay  could  be 
made  to  serve  the  same  purpose  that  the  Empty  Basin  had. 
If  the  water  level  could  be  held  down  to  an  elevation  between 
5  and  7,  the  existing  sewers  would  be  adequate  to  drain  all  the 
South  End  except  the  Union  Park  St.  area,  which  even  then 
would  require  pumping,  but  with  a  Iqw  powered  station.  The 
objections  were  many  but  not  insuperable.  The  dam  would 
have  had  to  be  furnished  with  a  lock,  and  it  would  have  been  an 
impediment  to  navigation,  but  not  a  serious  one.  The  channel, 
the  dock  and  a  part  of  the  bay  would  also  have  had  to  be  dredged 
to  restore  the  same  depth  of  water  at  the  permanent  low  level 
as  is  now  enjoyed  at  high  tide. 

But  the  most  serious  objection  was  that  the  whole  bay  would 
become  a  huge  sewage  pool,  from  the  overflows  of  the  combined 
sewers,  just  as  the  Empty  Basin  had  become.  This  condition 
would  call  for  some  provision  for  flushing  out  and  changing  the 
water.  This  requirement  could  be  met  by  throwing  a  dam 
across  Old  Harbor,  creating  a  reservoir  of  clean  sea  water,  which, 
if  conducted  through  a  conduit  of  adequate  size,  would  have 
served  to  replace  the  polluted  water  of  the  South  Bay.  It  would 
be  quite  feasible  to  do  this,  the  flow  from  the  Old  Harbor  reser- 
voir through  the  conduit  to  the  South  Bay  and  Qut  through 
Fort  Point  Channel  to  be  established  at  such  times  as  the  harbor 
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tide  was  below  the  fixed  height  of  water  in  the  South  Bay. 
Indeed,  a  plan  for  doing  just  this  has  been  prepared  and  a  report 
made  as  an  alternative  to  the  plans  proposed  by  the  special 
commissioners  on  the  condition  of  the  Old  Harbor,  the  essential 
feature  of  the  report  of  the  Sewer  Office  being  that  the  problems 
of  the  unsanitary  condition  of  the  Old  Harbor  and  the  South 
Bay  should  be  solved  together  in  this  way,  and  that  such  joint 
solution  would  be  more  economical  than  to  attempt  to  solve 
the  two  problems  separately.  It  is  not  improbable  that  this 
may  yet  be  done,  on  account  of  the  condition  of  the  South  Bay, 
which,  even  now,  under  tidal  conditions,  is  little  better  than  a 
pool  of  sewage.  If  this  does  happen,  little  will  have  been  lost, 
the  only  difference  being  that  a  smaller  pumping  station  would 
have  sufficed. 

This  scheme  evidently  was  developing  into  too  large  a 
proposition  to  be  immediately  practicable;  and  there  was  also 
the  uncertainty  as  to  the  final  disposition  to  be  made  of  the 
South  Bay,  one  proposition  rather  strongly  supported  being 
to  fill  it  all  up.  This  does  not  seem  to  be  at  all  probable  in  view 
of  the  great  value  of  this  canal  to  the  business  interests  of  the 
city,  but  the  possibility  was  enough  to  put  a  damper  on  a  scheme 
so  comprehensive  as  to  include  the  Old  Harbor,  the  South  Bay 
and  the  South  End  sewerage.  Inasmuch  as  some  pumping 
would  have  had  to  be  done  in  any  event,  it  seemed  the  part  of  wis- 
dom to  lay  out  a  pumping  system  to  relieve  the  worst  parts  of  the 
sewer  system,  and  leave  the  larger  problems  for  solution  later. 

The  sewer  systems  of  the  South  End  are  four  in  number, 
the  mains  lying  in  Dover,  Union  Park,  East  Dedham  and  East 
Concord  streets.  The  drainage  areas  are  not  very  distinctly 
defined  on  account  of  the  numerous  cross  connections  which 
have  been  made  from  time  to  time,  apparently  in  efforts  to 
relieve  one  locality  at  the  expense  of  another.  Two  of  these 
districts,  Dover  and  Dedham  streets,  were  especially  favored 
by  having  open  connections  with  the-intercepter  in  Albany  St., 
that  is,  there  were  no  regulating  valves  interposed  upon  their 
connections  with  the  intercepted,  giving  to  these  districts  the 
benefit  of  the  full  capacity  of  the  intercepter. 

The  Dover,  Dedham  and  Union  Park  streets  system  had 
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overflow  outlets  of  reasonable  size  from  Albany  St.  to  the  South 
Bay;  that  of  Concord  St.  was  very  inadequate,  being  only 
4  ft.  by  4  ft.,  whereas  the  Concord  St.  sewer  was  5  ft.  by  8  ft. 

The  first  work  done  for  the  relief  of  the  South  End  was  to 
rebuild  this  outlet  of  ample  size,  6  ft.  9  in.  by  7  ft.  9  in.  This 
was  done  in  1912.  It  was  hoped  that  this  enlargement  of  outlet, 
together  with  the  connection  of  the  worst  portions  of  the  system 
with  the  pumping  system,  would  improve  conditions  enough  to 
obviate  the  necessity  of  building  a  pumping  station  on  the 
Concord  St.  system,  and  results  so  far  seem  to  justify  that  hope. 

The  policy  to  be  followed  was  plain.  Only  those  portions 
of  the  district  which  suffered  most  from  flooding  were  to  be 
reached  by  a  low  level  system  of  sewers  connected  to  a  pumping 
station,  while  all  those  portions  of  the  district  high  enough  to 
drain  by  gravity  were  to  continue  so  to  drain,  thus  minimizing 
the  amount  of  water  to  be  handled  by  the  pumps. 

The  district  being  already  completely  sewered,  all  of  the 
existing  sewers  which  drained  areas  high  enough  to  drain  by 
gravity  were  to  be  continued  in  service,  and  also  all  the  sewers 
in  the  low  alleys  which  were  large  enough  and  in  fair  condition 
were  to  be  utilized  by  giving  them  a  free  outlet  into  the  pumping 
system.     (Fig.  i.) 

Levels  were  taken  all  over  the  district  in  the  cellars,  base- 
ments, yards  and  alleys,  and  inquiries  made  as  to  floodings. 
The  area  finally  blocked  out  for  service  by  the  new  system 
included  all  of  the  Union  Park  St.  area,  a  part  of  the  Dover  St. 
area  bounded  approximately  by  Tremont,  Dover,  Groton, 
Washington  and  Union  Park  streets  and  the  upper  or  north- 
westerly portions  of  the  Dedham  and  Concord  streets  areas  — 
roughly,  those  portions  lying  northwest  of  Tremont  St.,  between 
Northampton  and  Dartmouth  streets,  and  extending  north- 
westerly from  Tremont  St.  about  half  way  to  Columbus  Ave. 
and  Warren  Ave. 

The  total  area  to  be  served  corresponds  curiously  well  with 
the  outlines  of  that  part  of  the  Empty  Basin  which  lay  to  the 
east  and  south  of  the  N.  Y.,  N.  H.  &  H.  Railroad. 

The  first  plan  attempted  was  to  drain  into  the  main  inter- 
cepting sewer  in  Massachusetts  Ave.,  which  would  have  sent 
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the  flow  to  the  Moon  Island  outlet.  A  pumping  equipment  of 
low  power  only  would  have  been  required.  The  lift  would  have 
been  low  and  it  would  have  worked  only  when  the  water  in  the 
main  was  too  high  to  allow  gravity  drainage  from  the  new  pro- 
jected system. 
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Fig.  2. 

The  system  of  sewers  was  planned,  but  as  the  scheme  was 
developed  it  was  perceived  that  the  quantity  of  water  to  be 
thrown  into  the  main  would  be  more  than  it  and  the  Calf  Pasture 
Pumping  Station  could  handle  without  imperiling  their  other 
function  of  holding  down  the  level  of  sewage  in  the  Dover  and 
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Dedham  streets  districts,  and  also  the  Church  St.  district,  which 
has  a  similar  open  connection  with  the  West  Side  Intercepter. 
This  plan  was  therefore  abandoned,  and  no  other  alternative 
remained  except  to  pump  into  the  South  Bay. 

This  is  a  less  desirable  outlet  than  Moon  Island.  To  divert 
the  flow  to  Moon  Island  would  have  improved  the  condition 
of  the  South  Bay,  but  on  the  other  hand  to  continue  to  discharge 
into  it  is  no  detriment  because  no  more  polluted  water  will  be 
discharged  into  it  than  formerly.  The  same  quantity  will  be 
discharged  into  it,  but  in  less  time. 

With  the  direction  of  flow  of  the  projected  low-level  system 
of  sewers  determined  to  be  toward  the  South  Bay,  the  next  step 
was  to  select  a  line  for  the  location  of  the  main.  Of  the  four 
main  sewers  of  the  South  End,  Dover,  Dedham,  Concord  and 
Union  Park  streets,  the  first  three  were  in  fairly  good  condition, 
but  a  large  part  of  the  Union  Park  St.  sewer  was  of  wood  and  in 
rotten  condition.  For  this  reason,  and  also  because  it  was  the 
most  direct  line  to  the  areas  requiring  relief,  it  was  determined 
to  rebuild  this  sewer,  and  to  put  in,  in  the  same  trench  and  on 
the  same  foundation,  the  mains  for  both  the  low-level  and  the 
high-level  systems  which  the  district  would  require.  From  the 
outlet  nearly  to  Washington  St.,  pile  foundation  was  required, 
and  to  get  the  whole  structure  on  one  foundation,  and  to  mini- 
mize excavation,  a  peculiar  section  was  designed,  which  might 
be  called  a  sewer  with  a  horizontal  septum;  or  one  sewer  super- 
imposed upon  another.  (Fig.  2.)  The  top  sewer  takes  the 
flow  from  all  street  sut  faces,  front  roofs  and  all  other  parts  of 
the  district  high  enough  to  drain  by  gravity,  while  the  lower 
sewer  drains  all  those  portions  which  will  not  drain  by  gravity 
at  high  tide  and  connects  with  the  pumping  station.     (Fig.  3.) 

The  top  sewer  is  built  at  about  the  same  elevation  as  the 
old  sewer  which  it  replaces,  discharges  its  dry-weather  flow  into 
the  intercepter  in  Albany  St.  through  a  sump  and  legulator,  and 
its  storm  flow  through  an  overflow  outlet  to  the  South  Bay 
when  the  intercepter  is  full;  operating  in  all  respects  the  same  as 
the  old  sewer. 

The  low-level  sewer  lies  underneath  the  top  sewer,  connects 
with  the  intercepter  and  discharges  its  dry-weather  flow  into  it 
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as  long  as  the  intercepter  will  receive  it.  When  the  intercepter 
fills  and  begins  to  backflood  it,  a  tide-gate  closes  and  diverts 
the  flow  over  a  weir  into  the  pump-wells  of  the  pumping  station, 
whereupon  the  pumps  start  up  automatically  and  eject  it  into 
the  South  Bay  through  an  outlet  conduit  separate  from  the 
overflow  outlet  of  the  sewer.  The  low-level  line  of  main  sewer 
consists  of  the  following  sizes: 

873  linear  feet  of  f  4"  x  4'  2" ;  903  feet  of  7'  o"  x  4'  2" :  and 
677  linear  feet  of  6'  5"  x  4'  2". 

With  elevation  i.oo  at  the  weir  and  5.00  at  Tremont  St., 
the  capacity  of  the  portion  between  Albany  St.  and  Harrison 
Ave.,  873  ft.  in  length,  is  about  167  sec.-ft.,  and  this  amount  was 
used  for  the  design  of  the  pumps. 

If  elevation  5.00  be  retained  at  Tremont  St.  and  the  flow 
pumped  to  elevation  1.29  at  the  pumps,  or  about  1.59  at  the 
weir,  a  maximum  of  140  sec.-ft.  can  be  carried  from  Tremont  St. 
through  the  whole  line  with  varying  gradients. 

Assuming  all  connections  with  contiguous  sewer  systems 
to  be  cut  off,  the  present  area  draining  into  the  low-level  system 
at  or  above  Tremont  St.  is  51.9  acres,  of  which  5.5  acres  is  street 
surface  which  should  go  into  the  high-level  system. 

The  time  of  concentration  at  Tremont  St.  is  about  .thirty 
minutes,  allowing  six  or  seven  minutes  initial  time  for  water 
to  reach  the  drains.  This  corresponds  to  a  maximum  rainfall 
rate  of  2.5  in.  per  hour,  or  2.5  sec.-ft.  per  acre.  Figuring  in  the 
ordinary  way  by  the  lational  method,  omitting  all  street  sur- 
faces which  go  to  the  high  level,  and  making  reasonable  allow- 
ance for  future  development,  we  get  a  run-off  factor  of  0.682. 
This  applied  to  the  rainfall  rate  of  2.5  ins.  gives  i  705  sec.-ft. 
per  acre.  Applying  this  to  the  capacity  of  140  sec.-ft.  assumed 
for  the  sewer  in  Tremont  St.,  shows  the  area  which  can  be  taken 
in  at  this  point  is  81.  i  acres. 

There  are  about  37.5  acres,  total  area,  remaining  to  be 
taken  in. 

When  all  lines  are  built  to  connect  up  this  additional  area, 
the  resulting  net  tributary  area  at  Tremont  St.  will  be  about 
82.4  acres. 

The  pumping  station  is  located  at  the  corner  of  Union  Park 
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and  Albany  streets.  There  are  installed  therein  three  36-in. 
submet^ed  centrifugal  pumps,  each  of  67.7  sec, -ft.,  or  30000 
gals,  per  minute  capacity,  and  one  26-in.  pump  with  a 
capacity  of  33.3  sec. -ft.,  or  15000  gals,  per  minute,  against  a 
static  head  of  13}  ft. 

The  total  capacity  of  the  station  is  2364  sec. -ft,,  or  105  000 
gals,  per  minute.  Regarding  one  36-in.  pump  as  a  spare,  the 
normal  capacity  of  the  station  is  168.7  sec. -ft.,  or  75000  gats, 
per  minute. 


Fig.  4.     Motor  Roou  of  Sewage  PuMrisc  Station. 

The  pumps  are  electrically  driven.  The  motors  for  the 
36-in.  pumps  are  150-brake  h.p.,  constant  speed,  squirrel-cage 
induction  motors,  having  a  synchronous  speed  of  not  more 
than  200  revolutions  per  minute,  and  a  full  load  speed  of  aoout 
194  revolutions  per  minute,  when  supplied  with  3-phase,  60- 
cycle  alternating  current  at  440  volts  at  the  motor  terminals. 
(See  Fig.  4.) 
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The  26-in.  pump  has  a  similar  motor  of  75  h.p.,  having  a 
synchronous  speed  of  240  revolutions  per  minute  and  a  full  load 
speed  of  about  233  R.P.M.  . 

The  total  power  required  for  the  station,  including  the  spare 
pump,  is  525  h.p.  The  pumping  machinery  is  automatic  through- 
out, each  motor  being  controlled  by  a  float  which  throws  a 
switch  at  a  certain  fixed  elevation  of  the  sewage  in  the  pump-well. 

The  foundation  for  this  station  presented  an  interesting 
problem,  the  underlying  material,  shown  by  borings,  for  37.5 
ft.  below  street  level  (elevation  20.00)  being  a  soft  silt,  except 
for  a  few  feet  of  gravel,  clay  and  ash  filling  on  top.  Then  a 
stratum  of  3.5  ft.  of  stiff  blue  clay  was  found,  under  which  a  soft 
clay  or  silt  extended  to  hard  bottom  at  a  depth  of  80  ft. 

Two  plans  naturally  suggested  themselves;  first,  to  drive 
comparatively  short  piles,  stopping  them  in  the  stiff  clay  stratum; 
second,  to  drive  long  piles  and  trust  to  friction. 

To  test  the  practicability  of  the  latter  scheme  it  was  de- 
termined to  drive  a  test  pile,  allow  it  to  rest  a  day  or  two  and 
then  load  it  until  it  yielded  to, determine  its  actual  bearing 
strength.     The  results  of  the  tests  are  shown  by  Fig.  5. 

A  pit  was  dug  on  the  site  of  the  proposed  station  and  to  the 
proposed  grade  of  the  foundation,  and  a  test  pile  was  driven 
25  ft.  below  the  bottom  of  the  pit,  the  fall  of  the  hammer  and 
the  resulting  penetration  being  recorded  for  each  blow.  A  long 
rod  was  driven  into  the  head  of  the  pile  for  convenience  in 
observing  settlement,  and  the  pile  was  capped  with  a  block  of 
concrete.  It  was  then  loaded  with  pig-iron  in  5-ton  lots,  with 
the  following  results: 


Date. 

Total  Load. 
Tons. 

0.21 

Settlement. 
Feet. 

g.     4.  1913- 

5.43 

0.005 

6.  1913- 

10.43 

0.017 

8,  1913. 

15-43 

0.020 

II,  1913. 

20.43 

0.027 

13,  1913- 

25.43 

0.032 

15,  1913. 

30.43 

0.057 

18.  1913. 

35-43 

0.159 

At  25  tons  loading,  the  yield  began  sensibly  to  increase. 
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The  pile  formula,  — 

(Cubic  n»[ of  foil  in  feet)  X  (Wdihcof  hamraerlalba.)  XCo.oij) 
Lam  (inking  in  incha  -|-  i 

gave  about  4  tons  as  a  safe  load- 


SDUTH  CNO  SCWCR  IMPROVEMENT,  sees 
,  QIACRltMS  OTPILC  TCST. 


F.G.  s. 

It  is  a  question  whether  any  pile  formula  is  applicable  to  a 
case  like  this,  in  which  the  pile  does  not  bring  up  on  anything 
resembling  hard  bottom.  This  pile,  driven  25  ft.  below  the 
proposed  grade  of  the  foundation,  of  course  pierced  the  clay 
stratum.     It  showed  a  little  more  resistance  when  going  through 


370  BOSTON  SOCIETY  OF  CEVIL  ENGINEERS. 

it  than  when  driven  its  full  length.  The  problem  was  indeter- 
minate, and  its  solution  became  a  matter  of  judgment.  It  was 
the  writer's  preference  to  drive  short  piles,  stopping  them  in  the 
clay  stratum,  but  this  view  did  not  prevail.  Inasmuch  as  the 
pit  for  the  substructure  was  to  be  sheathed  with  6-in.  grooved 
and  splined  Georgia  pine,  driven  to  the  clay  stratum,  and  there- 
fore enclosing  the  soft  material  in  a  tight  box,  and  as  the  founda- 


Fio.  6.  EncAVATiON  AT  Pumping  Station  Site,  showing  Uplift  or  Bkacinc. 

tion  was  to  be  a  raft  of  reinforced  concrete,  2\  to  3  ft.  thick  over 
the  whole  area  of  the  box,  it  was  finally  determined  to  drive 
2S-ft.  piles  which  would  result  in  a  load  of  8  tons  apiece. 

The  pressure  on  the  sheeting  was  severe.  The  excavation 
was  braced  to  a  row  of  piles  driven  along  the  center  line  and  was 
well  cross-braced,  horizontally  and  vertically.  The  piles  started 
to  rise  in  the  center  as  indicated  in  Fig.  6,  but  this  was  checked 
by  the  prompt  completion  of  the  concrete  foundation. 
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The  concrete  of  the  substructure  was  waterproofed  with 
the  Kennelly  integral  waterproofing,  a  liquid  substance  which 
is  applied  by  mixing  it  with  the  water  in  the  concrete.  It  is 
successful  up  to  date,  a  few  small  leaks  having  developed,  but 
having  been  stopped. 

The  superstructure  is  of  brick,  with  a  reinforced  concrete 
roof,  waterproofed  in  the  same  way,  tarred  and  graveled. 

The  station  was  planned  to  have  not  only  ample  but  some 
surplus  capacity,  for  several  reasons.  First,  the  limits  of  the 
ultimate  extension  of  the  pumping  system  are  indeterminate. 
There  is  every  gradation  in  the  amount  of  suflFering  or  incon- 
venience which  has  been  experienced.  The  localities  which, 
in  the  judgment  of  the  Sewer  Division,  most  needed  relief  have 
been  selected,  but  there  are  undoubtedly  many  others  which 
are  now  excluded  which  will  demand  and  receive  the  benefit 
of  the  new  system.  This  conclusion  is  rendered  more  probable 
from  the  fact  that  a  singular  difficulty  was  encountered  in 
investigating  the  conditions  in  the  South  End.  It  was  antici- 
pated that  many  people  would  claim  to  have  suffered  more 
severely  than  they  really  had,  and  demand  that  the  benefit  of 
the  new  system  be  extended  to  their  premises,  when  it  was 
doubtful  if  it  w£is  really  necessary.  Just  the  reverse  was  found 
to  be  the  case,  owners  denying  having  had  trouble  even  where 
it  was  known  that  the  premises  were  subject  to  flooding.  The 
explanation  is  that  the  whole  region  being  depreciated  by  the 
very  condition  for  which  a  remedy  was  sought,  the  estates  were 
unprofitable  as  investments,  were  probably  heavily  mortgaged, 
and  the  owners  feared  that  their  small  remaining  equities  would 
be  wiped  out  by  a  heavy  sewer  assessment.  Such  an  assessment 
would  be  unjust,  because  the  city  is  now  only  tardily  making 
good  a  service  which  it  should  have  rendered  always.  If  this 
view  prevails,  then,  as  soon  as  it  is  known  that  the  benefit  does 
not  entail  an  assessment,  and  the  benefit  to  those  estates  which 
are  connected  are  observed,  demands  will  be  made  for  consider- 
able extensions  of  the  system. 

Another  reason  to  expect  additional  demands  upon  the 
system  is  found  in  the  location  of  this  Union  Park  St.  system, 
between  the  Dover  and  Dedham  streets  system,  in  which  toler- 
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able  conditions  are  maintained  only  by  open  connections  with 
the  intercepter.  Now  this  sewer  is  too  small  for  its  present  duty 
north  of  Dover  St.,  and  plans  have  long  been  in  readiness  for 
rebuilding  or  supplementing  it.  When  this  is  done,  as  it  must 
be  very  soon,  the  flow  in  the  intercepter  will  be  increased  south 
of  Dover  St.,  and  it  will  give  less  efficient  aid  in  holding  down 
the  level  in  Dedham  and  Dover  streets.  Resort  will  then,  of 
course,  be  had  to  the  pumping  station  to  help  out  these  two 
systems  in  extreme  cases  of  rain  at  high  tide.  Surplus  capacity, 
which  can  be  applied  to  helping  out  the  worst  portions  of  the 
Concord  St.  district,  in  addition  to  those  already  taken  in,  may 
also  obviate  the  necessity  of  building  another  pumping  station 
on  that  system,  if  the  relief  already  given  by  the  enlarged  outlet, 
previously  described,  does  not  prove  adequate. 

As  previously  related,  the  station  was  put  in  operation 
just  before  the  phenomenal  rain  of  the  first  of  last  July.  This 
rain  was  certainly  all  that  could  be  desired  as  a  test,  and  the 
station  handled  it  successfully  and  easily,  only  two  pumps,  the 
26-in.  and  one  36-in.,  being  called  into  action.  But  the  tide, 
although  in,  was  falling,  and  not  particularly  high,  being  at  940 
at  the  beginning  of  the  heavy  downpour  and  at  6.50  at  the  end. 
The  real  test  will  come  with  a  heavy  downpour  and  unusually 
high  tide. 

The  contract  price  for  the  machinery  was  $34856.  The 
building,  including  substructure,  cost  about  $50000.  The 
total  cost  of  the  project,  sewers  and  all,  to  date,  is  about  $400  000. 
Extensions  now  in  sight  may  add  $125  000,  making  a  total  cost 
of  $525  000. 

The  construction  of  the  sewers  began  in  191 2,  contracts  for 
the  machinery  and  station  were  let  in  1913,  and  the  station  is 
now  in  commission,  and  is  the  largest  station  of  its  kind  in  the 
world. 
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LAYING  A  SMALL   CAST-IRON   PIPE   ACROSS  A 

NARROW   STREAM. 

By  Charles  R.  Gow,*  President,  Boston  Society  of  Civil  Engineers. 

Some  years  ago  the  writer  had  occasion  to  lay  an  8-in. 
cast-iron  pipe  across  ^  narrow  stream.  The  pipe  crossing  was 
intended  to  form  a  part  of  a  sewer  line  and  had,  therefore,  to  be 
laid  to  an  established  grade. 

The  stream  was  approximately  75  ft.  in  width  and  about 
5  ft.  in  depth  at  the  time  when  the  work  was  done.  As  the 
river  was  used  for  boating,  no  obstruction  which  would  interfere 
with  such  use  was  permitted.  The  bed  of  the  stream  was  gravel 
overlaying  a  deposit  of  mud.  The  crossing  was  located  close 
to  and  parallel  with  an  existing  highway  bridge,  from  which  all 
of  the  work  was  carried  on. 

A  platform  steam  derrick  mounted  upon  rollers  was  erected 
on  the  bridge  so  that  it  could  be  moved  back  and  forth  as  the 
work  progressed,  the  boom  being  long  enough  to  reach  out  over 
the  pipe  location.  A  small  orange  peel  bucket  was  used  to 
remove  the  gravel  slopes  at  either  bank  as  well  as  to  dredge  the 
shallow  trench  necessary  for  the  pipe.  A  pair  of  wooden  leads 
containing  a  pile-driving  hammer  were  suspended  from  the  boom 
end,  which  was  securely  guyed  in  position,  while  spruce  piles 
were  driven  in  bents  of  two,  the  same  being  spaced  3  ft.  on 
centers.     There  were  22  piles  or  11  bents  required  in  all. 


*  Charles  R.  Gow  Co.,  General  Contractors,  Boston. 
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It  was  necessary  to  cut  and  cap  the  piles  at  an  exact  grade, 
and  as  the  cutting  point  was  more  than  5  ft.  under  water,  the 
(ollowing  method  was  devised  to  accomplish  the  purpose: 

A  light  riveted  steel  cylinder  6  ft.  in  diameter  and  10  ft. 
in  length  was  lowered  over  a  bent  of  two  piles  until  it  rested 
vertically  upon  the  bottom.  To  seal  the  bottom  edge,  some 
sand  and  gravel  was  deposited  around -the  outside.  A  pul- 
someter  pump  was  then  swung  out  by  the  derrick,  the  suctioD 
lowered  into  the  cylinder,  and  by  means  of  a  steam  connection 


with  the  hoisting  engine  the  water  was  removed  from  the  interior 
of  the  cylinder  so  that  men  could  enter,  cut  the  piles  with  an 
ordinary  cross-cut  saw,  and  cap  them  at  the  required  grade  with 
6-in.  by  6-in.  timbers.  When  this  operation  was  completed,  the 
cylinder  was  withdrawn  and  placed  over  the  next  bent  of  uncut 
piles. 

When  all  of  the  pile  bents  had  been  thus  capped,  the  pipe 
was  assembled  on  the  bridge,  the  joints  leaded  and  calked,  and 
by  means  of  the  derrick  and  a  guyed  gin  pole,  the  entire  length 
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of  pipe  was  suspended  over  the  desired  location  and  lowered 
through  the  water  tiU  it  rested  on  the  pile  caps  previously  placed. 
A  diver  was  employed  to  wedge  the  pipe  securely  in  place,  this 
being  the  only  part  of  the  work  on  which  a  diver  was  used. 
The  pipe  was  then  backfilled  with  some  of  the  dredged  material. 

The  entire  cost  of  this  work  exclusive  of  the  cast-iron  pipe 
and  lead  for  joints  was  five  hundred  sixty-one  dollars. 

The  accompanying  illustration  shows  the  pipe  about  to  be 
lowered  into  place.  The  cylinder  which  was  used  for  a  temporary 
cofferdam  in  which  to  cut  the  piles  is  seen  in  the  background. 
The  photograph  also  clearly  shows  the  method  of  suspending 
the  pipe  to  avoid  unduly  straining  the  joints. 
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JEXTERNAL     CORROSION     OF  WATER    PIPE     BY 

SULPHURIC  ACm. 

By  Harrison  P.   Eddy,*  Member  Boston  Society  of  Civil  Engineers. 

A  RATHER  unusual  accident  to  the  China  Lake  intake  to  the 
pumping  station  of  the  Kennebec  Water  District,  Waterville, 
Me.,  has  been  brought  to  the  attention  of  the  writer.  This  20-in. 
cast-iron  pipe  crossed  over  a  small  vitrified  pipe  which  was  used 
to  convey  the  drip  and  waste  sulphuric  acid  away  from  a  shoddy 
mill.  The  vitrified  pipe  apparently  was  broken  or  clogged  so  that 
the  acid  escaped  from  it  into  the  ground  in  the  immediate 
vicinity  of  the  main.  An  irregular  hole  about  2  in.  by  i  in.  was 
eaten  entirely  through  the  cast-iron  pipe.  At  the  edge  of  the 
hole  the  thickness  of  the  pipe  was  not  over  one  eighth  of  an  inch, 
although  this  thickness  gradually  increased  as  the  distance  from 
the  hole  became  greater.  The  effect  of  the  acid  on  the  outside 
of  the  pipe  was  noticeable  for  a  distance  of  about  three  feet  along 
its  axis.  The  action  of  the  acid  upon  the  iron  was  greater  in 
some  places  than  others.  There  were  several  large  bands  of 
corrosion  about  the  underside  of  the  pipe,  some  of  which  were 
three  or  four  inches  wide,  and  apparently  the  pipe  was  being 
eaten  into  to  a  depth  of  as  much  as  three  eighths  of  an  inch.  The 
surface  of  the  pipe,  aside  from  the  general  irregularity  of  the 
bands  and  large  areas  eaten  by  the  acid,  was  slightly  rough  but 

*  Of  Metcalf  &  Eddy.  Consulting  Engineers,  Boston. 
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not  materially  diflFerent  from  the  surface  of  ordinary  cast-iron 
pipe.     It  was  nowhere  honeycombed  as  might  be  expected. 

The  pipe  was  repaired  by  surrounding  the  portion  affected 
by  a  split  cast-iron  sleeve  four  feet  in  length,  packed  with  rubber 
gaskets  and  bolted  together.  The  ends  of  the  sleeve  were 
leaded  and  calked  in  the  usual  way.  At  first  the  sleeve  leaked 
at  the  joints,  but  these  leaks  stopped  within  twelve  hours  and 
the  sleeve  was  entirely  surrounded  with  Portland  cement  con- 
crete well  reinforced.  The  concrete  sleeve  was  extended  far 
enough  in  either  direction  to  make  certain  that  it  protected  the 
iron  from  any  acid  in  the  ground. 

The  vitrified  acid  pipe  was  diverted  to  a  new  location  at 
some  distance  from  the  intake  pipe.  The  soil  in  which  the  cast- 
iron  pipe  main  and  the  vitrified  pipe  were  laid  was  a  mixture  of 
sand  and  hardpan,  fairly  impervious  to  water,  and  not  virgin 
soil,  as  there  had  been  an  old  tannery  in  this  location  and  various 
logs  and  timbers  from  the  tannery  were  encountered  in  the 
excavation.  Immediately  below  the  vitrified  pipe,  a  coarse 
water-bearing  gravel  was  encountered.  It  is  probable,  however, 
that  this  stratum  of  gravel  was  fairly  well  cut  off  from  the  soil 
above  by  moderately  impervious  material. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,  JANUARY  27,   1915, 

at  7.45  o'clock  P.M.,  in  Chipman  Hall,  Tremont  Temple, 
Boston. 

Business  of  the  Meeting:  To  choose  a  committee  of  five  to 
nominate  officers  for  the  ensuing  year. 

Mr.  Nathan  H.  Daniels,  member  of  the  American  Institute 
of  Electrical  Engineers,  will  read  a  paper  entitled  '*  Insurance 
as  an  Aid  to  Engineers.** 

S.  E.  TiNKHAM,  Secretary. 


PAPERS  IN  Tins  NUMBER. 

*'  The  Commission-Manager  Form  of  Government  and  Its  Rela- 
tion to  the  Engineering  Profession.**     Henry  M.  Waite. 

(Presented  November  18,  1914.) 

Discussion  of  "  The  Mechanics  of  Reinforced  Concrete,"  with 
Author's  Closure. 

Current  Discussions. 

Discussion 
Paper.  Author.  Published.  Closes. 

"  Phosphate  Rock  Industry.*'      L.  W.Tucker.     Dec.      Feb.  10. 
'*  Power  Plant  at  Wachusett  Dam.**     Thayer 

and 
AUardice.    Dec.      Feb.  10. 
I* 
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Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 


FEBRUARY  MEETING  OF  THE  SANITARY  SECTION. 

A  SPECIAL  meeting  of  the  Sanitary  Section  will  be  held 
Wednesday  evening,  February  3,  1915,  in  the  library  of  the 
Society,  Tremont  Temple,  at  7.45  o'clock. 

The  subject  of  the  meeting  will  be  "  Garbage  Disposal.'' 

Dr.  Frederic  Bonnet,  Jr.,  Professor  of  Chemistry  at  the 
Worcester  Polytechnic  Institute,  will  present  a  paper  on  **  Gar- 
bage Disposal  at  Worcester,  Mass.,"  illustrating  it  with  lantern 
slides. 

Mr.  W.  J.  Springbom,  manager  of  the  New  Bedford  Ex- 
tractor Company,  will  speak  on  the  new  plant  for  garbage 
treatment  now  in  operation  at  New  Bedford,  Mass. 

Others  have  been  invited  to  participate  in  the  discussion. 

Frank  A.  Marston,  Clerk. 


MINUTES    OF  MEETINGS. 

Boston,  December  16,  1914.  —  A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  this  evening  at  Chip- 
man  Hall,  Tremont  Temple,  and  was  called  to  order  at  7.50 
o'clock  by  the  President,  Mr.  Harrison  P.  Eddy,  who  introduced 
as  the  presiding  officer  Vice-President  Charles  R.  Gow.  There 
were  present  92  members  and  visitors. 

By  vote  the  reading  of  the  record  of  the  last  meeting  was 
dispensed  with,  and  it  was  approved  as  printed  in  the  December 
Journal. 

The  Secretary  reported  for  the  Board  of  Government  that 
it  had  elected  the  following  to  membership,  in  the  grades  named: 

Members:  John  Patrick  Cronin,  Allan  Curtis,  Eric  Lars 
Johnson,  Walton  Harvey  Sears  and  Burdett  Cardale  Thayer. 

Juniors:  William  Rea  Holway,  Cari  Louis  Stucklen  and  Carl 
Wilbur  Wood. 
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The  Vice-President  announced  the  death  of  Lucian  A. 
Taylor,  a  member  of  the  Society,  which  occurred  November  19, 
1914,  and  by  vote  the  President  was  requested  to  appoint  a 
committee  to  prepare  a  memoir.  The  committee  appointed 
consists  of  Messrs.  Wm.  E.  McClintock  and  Frank  E.  Hall. 

Vice-President  Gow  stated  that  the  subject  of  the  evening 
was  *'  The  Hydro-Electric  Power  Plant  at  the  Wachusett  Dam, 
Clinton,  Mass.,"  and  introduced  the  authors,  Mr.  Elliott  R.  B. 
AUardice  and  Mr.  Burdett  C.  Thayer.  The  paper  was  read  by 
Mr.  AUardice,  and  Mr.  Thayer  explained  the  stereopticon  views 
thrown  on  the  screen.  The  lantern  used  was  one  which  had 
recently  been  presented  to  the  Society  by  Mr.  John  R.  Freeman, 
one  of  the  past  presidents. 

At  the  conclusion  of  the  reading  of  the  paper,  a  most  interest- 
ing discussion  took  place,  in  which  the  following  gentlemen  took 
part:  Frederic  P.  Steams.  Dexter  Brackett,  Harold  K.  Barrows, 
Charles  M.  Allen,  Ira  W.  McConnell,  William  L.  Puffer,  Alfred 
O.  Doane  and  Frank  B.  Sanborn. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary. 


Sanitary  Section. 

Boston,  Mass.,  November  27,  1914.  —  A  special  meeting 
of  the  Sanitary  Section  of  the  Boston  Society  of  Civil  Engineers 
was  held  this  evening  in  the  library  of  the  Society,  Tremont 
Temple. 

The  meeting  was  called  to  order  at  7.50  o'clock  by  Chairman 
Bertram  Brewer,  who  introduced  the  speaker  of  the  evening, 
Mr.  Langdon  Pearse,  Division  Engineer  of  the  Sanitary  Dis- 
trict of  Chicago. 

Mr.  Pearse  gave  a  very  interesting  talk  on  "  The  Industrial 
Wastes  of  Chicago,  with  Particular  Reference  to  the  Packing 
Industry."     Lantern  slides  were  used  to  illustrate  his  remarks. 

The  meeting  passed  a  vote  of  thanks  to  Mr.  Pearse  for  his 
courtesy  in  addressing  the  Section  during  his  brief  stay  in  Boston. 
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There  were  55  present  at  the  meeting. 

The  new  projection  lantern  presented  to  the  Society  by 
Mr.  John  R.  Freeman  was  used  for  the  first  time  in  a  meeting  of 
the  Society. 

Frank  A.  Marston,  Clerk. 

Boston,  Mass.,  December  9,  1914.  —  The  Decembermeet- 
ing  of  the  Sanitary  Section  of  the  Boston  Society  of  Civil  Engi- 
neers was  held  this  evening  in  the  library  of  the  Society,  Tremont 
Temple.  The  meeting  was  opened  at  8  o'clock  p.m.  by  Chair- 
man Bertram  Brewer. 

The  records  of  the  May  meeting  and  of  the  June  excursion 
were  approved  as  printed  in  the  Journal.  The  record  of  the 
November  special  meeting  was  read  and  approved. 

The  report  of  the  special  committee  on  **  Toilet  Regulations 
for  Industrial  Establishments  **  was  presented  by  Robert  Spurr 
Weston,  chairman.  After  giving  a  brief  discussion  of  the  work 
done  by  the  committee,  Mr.  Weston  read  a  letter  from  Mr.  T. 
Howard  Barnes  suggesting  certain  modifications  in  the  proposed 
*'  Regulations."  Mr.  George  A.  Carf)enter,  a  member  of  the 
special  committee,  read  a  letter  from  a  prominent  manufacturer 
expressing  approval  of  the  committee's  report. 

The  Regulations  were  discussed  and  a  number  of  changes 
made.  The  adopted  regulations  will  be  published  in  the  Febru- 
ary issue  of  the  Journal. 

A  copy  as  adopted  has  been  forwarded  as  directed,  and 
receipt  thereof  acknowledged  by  the  Commissioner  of  Labor 
and  Industries. 

Following  the  business  meeting,  Mr.  Harrison  P.  Eddy, 
president  of  the  Society,  presented  a  paper  on  *'  The  Economic 
Depth  of  Trickling  Filters."  A  paper  was  also  presented  by 
Mr.  H.  W.  Clark,  chief  chemist  to  the  Massachusetts  State 
Department  of  Health,  on  "  A  Study  of  Depth  of  Filter  Ma- 
terial in  Connection  with  Trickling  Filter  Efficiency." 

There  were  48  present  at  the  meeting. 

Meeting  adjourned  at  10.20  o'clock. 

Frank  A.  Marston,  Clerk. 
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Boston,  Mass.,  January  6,  1915.  —  A  special  meeting  of  the 
Sanitary  Section  of  the  Boston  Society  of  Civil  Engineers  was 
held  this  evening  in  the  Society  library,  Tremont  Temple. 

The  meeting  was  opened  at  8  o'clock  by  the  Chairman. 

Pursuant  to  instructions  from  the  Executive  Committee, 
the  Chairman  announced  the  appointment  of  a  special  committee 
to  study  and  report  on  *'  Methods  of  Design  and  Construction 
and  Results  of  Operation  of  Submerged  Pipe  Lines  for  Outfall 
Sewers,"  as  follows:  Hiram  A.  Miller,  chairman;  DeWitt  C. 
Webb,  George  A.  Sampson,  Edgar  S.  Dorr. 

The  Chairman  then  introduced  Dr.  J.  W.  M.  Bunker,  of 
the  Sanitary  Engineering  Department,  Harvard  University, 
who  gave  an  exceedingly  interesting  description  of  the  forms 
and  characteristics  of  *'  Diatoms.*'  His  talk,  although  of  a 
popular  nature,  proved  an  admirable  introduction  to  the  collec- 
tion of  drawings,  photographs  and  microscopic  slides  exhibited 
by  Mr.  F.  F.  Forbes,  Superintendent  of  the  Water  Department 
'  of  Brookline,.  Mass. 

A  vote  of  thanks  was  offered  to  Dr.  Bunker  and  Mr.  Forbes 
for  their  courtesy  in  presenting  the  subject  of  the  evening  in  such 
an  interesting  manner. 

There  were  56  present.     Meeting  adjourned  at  9.35  o'clock. 

This  meeting  demonstrated  in  a  new  way  the  value  and 
completeness  of  the  stereopticon  presented  to  the  Society  by 
Mr.  Freeman,  for  without  it  the  meeting  would  not  have  been 
possible.  All  of  the  objects  were  projected  with  clearness  and 
in  considerable  detail. 

Frank  A.  Marston,  Clerk. 


Mr.  C.  a.  p.  Turner,  whose  paper  on  "  The  Mechanics 
of  Reinforced  Concrete  "  appeared  in  the  issue  of  the  Journal 
for  September,  1914,  has  presented  to  the  Society  a  copy  of  a 
treatise  entitled  '*  Concrete-Steel  Construction."  This  book, 
which  was  written  jointly  by  Mr.  Turner  and  Dr.  Henry  T. 
Eddy,  was  sent  for  the  convenient  reference  of  those  who  wish 
to  study  the  subject  more  at  length  after  reading  the  discussion 
of  his  paper. 
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APPLICATIONS   FOR  MEMBERSHIP. 

[January  ii,  1915] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  01 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Appleton,  Arthur  Benson,  Beverly,  Mass.  (Age  28,  b.  Beverly, 
Mass.)  Educated  in  Beverly  public  schools  and  Mass.  Inst,  of  Tech.,  where 
he  was  a  student  for  three  years.  From  1907  to  1909,  survey  and  office  work 
with  Mr.  Wm.  S.  Johnson,  civil  engineer,  Boston;  from  19 10  to  1912,  with 
E.  L.  Ransome  on  construction  work,  and  with  State  Board  of  Health  on 
survey  work,  Neponset  River;  from  i9i2toi9i4,  with  Mass.  Highway  Comm. 
on  estimating,  designing  and  checking  of  reinforced  concrete  bridges,  also 
computing  and  drafting;  from  19 14  to  date,  with  city  engineer,  Lynn,  Mass., 
in  charge  of  party.  Refers  to  C.  B.  Breed,  H.  P.  Burden,  J.  L.  Howard, 
W.  S.  Johnson,  R.  H.  Sutherland  and  W.  L.  Vennard. 

Buckley,  Wm.  Joseph,  Lynn,  Mass.  (Age  35,  b.  Lynn,  Mass.)  Gradu- 
ate Mass.  Inst,  of  Tech.,  1912,  civil  engineering  course.  From  July  to  Oct., 
1909,  rodman,  U.  S.  Engineer's  Office,  Boston;  from  March  to  June,  1910, 
rodman  with  B.  &  M.  R,  R.;  from  June  to  Oct.,  1910,  rodman  with  N.  Y.  C. 
&H.  R.  R.  R.,  construction  dept.;  from  July  to  Oct.,  191 1,  recorder,  U.  S. 
Engineer's  Office,  sounding  and  boring  of  Boston  Harbor;  from  Oct.,  1912, 
to  April,  19 1 3,  timekeeper,  Lucius  Engrg.  Co.,  Pittsburg,  Pa.,  on  bridge  erec- 
tion; from  April  to  June,  1913,  rodman  with  Boston  Transit  Comm.,  on  East 
Boston  Tunnel  Extension;  from  June,  1913,  to  Nov.,  1914,  foreman,  pay- 
master and  timekeeper,  Lucius  Engrg.  Co.,  on  bridge  construction.  Refers 
to  C.  F.  Allen,  C.  B.  Breed,  L.  E.  Moore  and  C.  M.  Spofford. 
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Corey,  Kenneth  Tolman,  Pittsfield,  Mass.  (Age  26,  b.  Springfield, 
Mass.)  From  Sept.,  1907,  to  June,  1909,  general  assistant  with  Geo.  N.  Merrill 
&  Co.»  Springfield,  Mass.;  from  June,  1909,  instrumentman  with  Meikle- 
ham  &  Dinsmore  of  New  York;  from  March,  19 10,  to  date,  engineer  in  charge 
and  resident  engineer  with  Durkee,  White  &  Towne,  Springfield.  Refers  to 
R.  H.  Barnes,  F.  P.  Cobb,  F.  B.  Locke,  A.  E.  Tarbell. 

CowLBS,  Martin  Warren,  Fairfield,  Conn.  (Age  21,  b.  New  Haven, 
Conn.)  Senior  at  Mass.  Inst,  of  Tech.,  sanitary  engineering  course;  two 
months  at  Surveying  Camp,  Maine.  Refers  to  C.  F.  Allen,  C.  B.  Breed, 
A.  E.  Burton,  Dwight  Porter,  A.  G.  Robbins  and  C.  M.  Spofford. 

DowsT,  Everett  Frank,  Concord,  N.  H.  (Age  26,  b.  Allentown, 
N.  H.)  Graduate  of  Norwich  Univ.,  Northfield,  Vt.,  1912,  civil  engineering 
course.  From  July  to  Dec.,  19 12,  draftsman  with  Southern  New  England 
R.  R.  Corp*n,' Nashua,  N.  H.:  Jan.,  1913,  chainman,  Boston,  Revere  Beach  & 
Lynn  R.  R.;  from  Feb.  to  Aug.,  1913,  chainman,  B.  &  M.  R.  R.;  from  Sept., 
I9I3»  to  Jan.,  1914,  transitman,  N.  H.  State  Highway  Dept.;  from  April, 
1914,  to  date,  in  private  practice  connected  with  Storrs  Engineering  Co., 
Concord,  N.  H.  Refers  to  W.  B.  Howe,  F.  W.  Lang,  E.  D.  Storrs  and 
J.  W.  Storrs. 

Eisnor,  John  James,  Boston,  Mass.  (Age  28,  b.  Lunenburg,  N.  S.) 
Graduate  of  Dalhousie  Univ.;  received  diploma  from  H.  Park  College,  Des 
Moines,  la.,  1913.  Before  graduation  from  Dalhousie,  was  for  two  years  with 
N.  Trans.  R.  R.;  was  for  about  four  years  with  F.  C.  Wales,  C.E.;  191 1, 
transitman  on  assessors'  survey,  town  of  Marion;  also  in  charge  of  building 
pier  for  Chas.  S.  Hamblin,  Mattapoisett,  and  laid  out  and  inspected  work  on 
William  Strong's  summer  home  at  Woods  Hole;  19 12,  transitman  and  in- 
spector on  $12  000  improvement  of  Henry  Fay  estate,  Cape  Cod;  1913, 
resident  engineer  and  inspector  on  reinforced  concrete  bridge  at  Osterville, 
Mass.;  transitman  and  inspector  on  Woods  Hole  drawbridge  and  sea  wall, 
and  superintendent  for  Taylor  &  Crosby  Constr.  Co.  on  concrete  bridge; 
is  at  present  with  New  England  Gas  and  Coke  Co.  Refers  to  W.  H.  Cheney, 
W.  E.  McKay,  D.  S.  Reynolds  and  J.  C.  S.  Taber. 

Hall,  Charles  Loring,  Dorchester,  Mass.  (Age  21,  b.  Dorchester, 
Mass.)  Student  at  Mass.  Inst,  of  Tech.,  Class  of  1915,  civil  engineering 
course.  Refers  to  C.  F.  Allen,  C.  B.  Breed,  G.  L.  Hosmer,  J.  W.  Howard  and 
CM.  Spofford. 

Harris,  Gilbert  Mundav,  Newton,  Mass.  (Age  26,  b.  Boston, 
Mass.)  Received  technical  education  chiefly  at  Boston  Y.  M.  C.  A.  evening 
school  and  Franklin  Union;  student  for  one-half  year  at  Tufts  College,  en- 
gineering course.  From  April,  1910,  to  Sept.,  1911,  rodman  with  B.  &  M. 
R.  R.;  from  Sept.  to  Nov.,  191 1,  with  Mt.  Washington  Electric  R.  R.  pre- 
liminary and  location  surveys;  from  Dec,  191 1,  to  April,  1912,  with  Edison 
Co.,  St.  Engrg.  Dept.;  from  April  to  May,  1913,  with  B.  &  M.  R.  R.,  Real 
Estate  Engrg.  Dept.,  as  transitman;  from  July  to  Oct.,  19 13,  with  the  Na- 
tional Highway  Association  at  South  Yarmouth,  Mass.;  from  Dec.,  1913,  to 
Feb.,  1914,  with  Boston  Finance  Comm.;    from  March,  1914,  to  date,  title 
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researchman  in  Valuation  Engineering  Dept.  of  B.  &  M.  R.  R.  Refers  to 
C.  H.  Davis,  G.  W.  Cutting,  Jr.,  T.  P.  Perkins,  C.  H.  Restall  and  F.  B.  Rowell. 

Hubbard,  Carl  Perry,  Wobum,  Mass.  (Age  27,  b.  Somerville, 
Mass.)  Graduate  of  Tufts  College,  1909,  civil  engineering  course.  From 
July,  1909,  to  Jan.,  1910,  inspector  on  reinforced  concrete  for  Adolf  Such, 
Hyde  Park,  Mass.;  from  Jan.,  1910,  to  Sept.,  191 1,  foreman,  time-keeper 
and  job  superintendent  with  Aberthaw  Const.  Co.,  Boston;  from  Sept., 
191 1,  to  May,  1912,  estimator  and  engineer  with  L.  D.  Willcutt  Sons  Co., 
Boston;  from  May,  1912,  to  July,  1914,  resident  engineer  on  reinforced  concrete 
work  with  Lockwood,  Greene  &  Co.,  Boston;  from  July,  19 14,  to  date,  super- 
intendent of  construction  camp,  state  of  Wisconsin.  Refers  to  L.  H.  Allen, 
J.  A.  Garrod,  F.  W.  Reynolds,  E.  H.  Rockwell,  F.  B.  Sanborn  and  L.  C. 
Wason. 

King,  Arthur  Caswell,  Springfield,  Mass.  (Age  30,  b.  Taunton, 
Mass.)  Graduate  of  Brown  Univ.,  1906,  degree  of  B.S.  in  civil  engineering. 
During  summers  of  1900  and  1901,  rodman  on  preliminary  surveys  and  in- 
spector of  sewer  construction,  also  instrument  man  on  private  land  survey- 
ing, Taunton;  during  summer  of  1905  and  from  1906  to  1907,  assistant, 
engineering  dept.,  Mass.  State  Board  of  Health;  from  Feb.,  1907,  to  date, 
with  Springfield,  Mass.,  Water  Dept.,  as  draftsman,  instrumentman,  esti- 
mator, inspector,  assistant  engr.  in  charge  of  party  on  land  surveys  and  finally, 
since  April,  191 1,  as  superintendent's  assistant;  is  also  in  charge  of  office  at 
«5ervice  building.  Refers  to  H.  K.  Barrows,  C.  R.  Gow,  G.  A.  Carpenter, 
G.  A.  King,  W.  S.  Johnson  and  E.  E.  Lochridge. 

Nichols,  John  Robert,  Cambridge,  Mass.  (Age  31,  b.  Somerville, 
Mass.)  Graduate  of  Harvard  College,  1906,  degree  of  A.B.;  course  included 
engineering  work  chiefly.  From  Aug.,  1906,  to  Feb.,  1907,  draftsman  and 
reinforced  concrete  designer  with  contractor  in  Montteal;  from  Feb.,  1907, 
to  Dec.,  1908,  draftsman  and  reinforced  concrete  designer  with  Eastern 
Concrete  Const.  Co.,  Boston;  from  Feb.  to  July,  1909,  with  H.  P.  Con- 
verse &  Co.,  on  reinforced  concrete  design  and  estimate;  from  Sept.,  1909, 
to  June,  1913,  instructor  in  civil  engineering,  Harvard  Univ.;  occasional 
consulting  work;  since  June,  19 13,  engineer  with  Monks  &  Johnson,  Boston, 
on  design,  detail  and  estimate  of  structures,  mostly  buildings,  in  reinforced 
concrete,  wood  and  steel;  Assoc.  M.  Am.  Soc.  C.  E.  Refers  to  Granville 
Johnson,  L.  J.  Johnson,  Mark  Linenthal,  C.  E.  Nichols,  J.  B.  Newton  and 
E.  F.  Rockwood. 

O'Neil,  Thomas  P.,  Cambridge,  Mass.  (Age  39,  b.  Cambridge,  Mass.) 
Educated  in  Cambridge  public  schools.  From  1893  to  1900,  brick  mason; 
from  1900  to  1903,  foreman  mason;  from  1903  to  1912,  general  contractor; 
from  19 1 2  to  date,  supt.  of  sewers,  Cambridge.  Refers  to  W.  A.  Ford,  Hugh 
Nawn,  C.  V.  Reynolds  and  J.  M.  Wiseman. 

Smith,  Frederick  Dexter,  Maiden,  Mass.  (Age  51,  b.  Foster,  R.  1) 
Graduate  of  Mass.  Inst,  of  Tech.,  civil  engineering  course,  class  of  1893. 
Since  June,  1893,  has  been  employed  by  Metropolitan  Sewerage  Comm.,  as 
assistant  engineer,  division  engineer,  and  finally  engineer  in  charge  of  Metro- 
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politan  Sewerage  Works.     Refers  to  Dexter  Brackett,  H.  A.  Carson,  F.  H. 
Fay,  C.  R.  Gow,  C.  M.  Spofford  and  J.  R.  Worcester. 

Sumner,  Merton  Rogers,  Hopedale,  Mass.  (Age  28,  b.  South  Paris, 
Me.)  Graduate  of  Univ.  of  Maine,  degree  of  B.S.  in  civil  engineering.  From 
June  to  Sept.,  191 1,  with  Stone  &  Webster,  as  student;  from  Sept.,  191 1,  to 
Jan.,  1912,  instrumentman  and  assistant  to  resident  engineer  on  electric 
inter-urban  railway  construction  in  Texas;  from  Jan.,  19 12,  to  July,  19 12, 
inspector  on  contract  timber  work;  from  July  to  Nov.,  1912,  foreman  of 
bonding  work,  using  welded  bonds  of  the  E.  Ry.  1.  Co.,  Cleveland,  Ohio; 
from  Nov.,  19 12,  to  Feb.,  19 13,  transitman  on  hydro-electric  power  develop- 
ment. Big  Creek,  California;  from  Feb.  to  Mar.,  1913,  transitman  on  con- 
struction of  Dam  No.  3,  Big  Creek  development;  from  March  to  May,  19 13, 
chief  inspector  on  construction  of  reinforced  concrete  intake  and  gate  tower; 
rom  May  to  June,  1913,  chief  power-house  inspector  on  construction  of  power 
house  No.  2;  from  June,  1913,  to  date,  assistant  engineer  with  Draper  Co., 
Hopedale,  Mass.  Refers  to  W.  A.  Cobb,  W.  J.  Dotten,  F.  A.  Marston, 
J.  P.  Wentworth  and  H.  A.  Boardman. 

SwATY,  David  Y.,  Newtonville,  Mass.  (Age  37,  b.  Algoma,  Wis.) 
Graduate  of  Univ.  of  Wisconsin,  1898,  civil  engineering  course.  From  1898 
to  1899  with  Philadelphia  firm,  as  inspector  of  structural  steel  at  mills  and 
bridge  shops;  from  Aug.,  1899,  to  Jan.,  1903,  inspector  of  structural  steel, 
draftsman,  transitman,  etc.,  with  chief  e^gr.,  Pennsylvania  Lines  West  of 
Pittsburg;  from  Jan.,  1903,  to  Sept.,  1905,  assistant  engineer,  M.  of  W., 
Southwest  System  Pennsylvania  Lines  West  of  Pittsburg;  from  Sept.,  1905, 
to  Nov.,  191 1,  assistant  engineer,  M.  of  W.,  Northwest  System  Pennsylvania 
Lines  West  of  Pittsburg;  from  Nov.,  191 1,  to  date,  contracting  engineer 
with  Great  Lakes  Dredge  &  Dock  Co.  Refers  to  A.  E.  Hatch,  L.  E.  Moore  and 
L.  G.  Morphy. 


LIST   OF  MEMBERS. 

ADDITIONS. 

HoLWAY,  William  R 28  Bickerstaff  St.,  Boston,  Mass. 

Johnson,  Eric  L 60  Clifton  St.,  Dorchester,  Mass. 

Waldstein,  Julius 317  Tremont  Bldg.,  Boston,  Mass. 

CHANGES   OF  ADDRESS. 

Bessey,  Roy  F 3109  Clarendon  Road,  Brooklyn,  N.  Y. 

Brunel,  Richard 39  Cedar  St.,  Portland,  Me. 

Enebuske,  Carl  C Augustana  College,  Rock  Island,  III. 

Ferguson,  John  N Ponkapoag,  Mass. 

Morrill,  F.  P 28  Eliot  St.,  Watertown,  Mass. 

Negus,  Arthur  1 117  Myrtle  St.,  Melrose,  Mass. 

Pettee,  Eugene  E 493  Commercial  St.,  Portland,  Me. 
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Powers,  Charles  F 27  Hollingsworth  St.,  Mattapan,  Mass. 

Preble,  J.  Jarvis 45  Rich  St.,  Waltham,  Mass. 

Rice,  Arthur  P 34  Chestnut  St.,  Everett,  Mass. 

Robinson,  Ashley  Q Room  9,  Horton  Block,  Attleboro,  Mass. 

Saville,  Charles 3803  Gaston  Ave.,  Dallas,  Tex. 

Sears,  Calvin  C Box  13,  East  Dennis,  Mass. 

Simpson,  E.  Roland 176  Federal  St.,  Boston,  Mass. 

SoKOLL,  Jacob  M 878  Dixwell  Ave.,  New  Haven,  Conn. 

Waring,  Charles  T Buzzards  Bay,  Mass. 

Wentworth,  John  P 7  Park  Ave.,  Maiden,  Mass. 

Wiseman,  John  M 15  Beacon  St.,  Boston,  Mass. 

death. 
Cochrane,  Clifford  N Died  August  8,  1914 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  other  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available^  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

^39-  ^S^  43*  Educated  in  Boston  public  schools  and  Mass.  Agri- 
cultural College.  Experience  includes  five  years  with  distribution  depart- 
ment of  Metropolitan  Water  Board  on  pipe  line  surveys  and  construction, 
five  years  in  city  engineer's  office,  Waterbury,  Conn.,  on  drafting,  computa- 
tion surveys  and  construction,  mill  work  and  installation  of  septic  tanks; 
and  eight  years  with  Board  of  Water  Supply  of  New  York  City  on  Hudson 
River  Crossing  of  Catskill  Aqueduct;  was  assistant  to  division  engineer  on 
this  work  for  six  years  and  in  direct  charge  for  two  years,  when  work  was 
completed;  has  also  had  experience  in  engineering  work  for  Bay  State  Street 
Railway  Co.,  Underground  Dept.     Particularly  desires  position  in  Boston. 

278.  Age  20.  High  school  graduate  and  student  for  one-half  year  at 
Boston  Y.  M.  C.  A.  Co-operative  Engineering  School.  Has  had  no  practi- 
cal experience.  Is  willing  to  start  at  sniall  salary  with  opportunity  to  leam 
and  advance. 
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279.  Age  38.  Has  had  nineteen  years*  experience  as  draftsman,  de- 
signer, etc.,  on  various  kinds  of  industrial  plants  and  their  equipment,  in- 
cluding reinforced  concrete  and  steel  mill  construction;  has  had  special 
training  in  dye-house  work  for  woolen  and  worsted  mills.  Desires  position 
as  draftsman.     Salary  desired,  $5  per  day. 

280.  Age  25.  Student  for  four  years  at  universities  of  Valparaiso 
and  Wisconsin.  Experience  includes  five  field  seasons  on  topographic  map- 
ping with  U.  S.  Geological  Survey;  six  months  as  draftsman  with  Lynn 
Water  Department,  and  two  seasons  as  rodman  and  inspector  with  B.  & 
M.  R.  R.  Desires  position  as  engineer  or  draftsman;  would  take  temporary 
posirion.     Salary  desired,  $80  per  month. 

281.  Age  38.  Educated  in  public  schools  of  Boston  and  at  Tufts 
College  in  scientific  course.  Experience  includes  two  years  on  highway 
construction;  two  years  in  mining  engineering;  five  years  on  river  and  harbor 
improvement  and  ten  years  as  designer,  estimator,  etc.,  on  sewerage  work, 
including  office  experience  as  assistant  engineer.  Desires  position  as  inspec- 
tor or  as  assistant  in  field  or  ofiice.     Salary  desired,  1 150  per  month. 

282.  Age  37.  Student  for  five  years  in  evening  engineering  classes  of 
Boston  Y.  M.  C.  A.  Has  had  fifteen  years'  engineering  experience,  including 
designing  of  special  tools  and  machinery  and  improving  of  factory  equipment 
and  systems  for  General  Electric  Co.,  detailing  and  layout  of  industrial  and 
power  plants  and  designing  of  structural  steel  for  various  architects  and  en- 
gineering firms.     Desires  immediate  engagement  at  reasonable  salary. 

283.  Age  31.  Student  for  two  years  at  Norwich  Univ.,  Vermont, 
civil  engineering  course.  Has  had  about  five  years'  experience  as  designer 
and  draftsman,  also  two  years'  practical  experience  in  foundry;  is  familiar 
with  all  kinds  of  mathematical  computations,  including  higher  mathematics; 
good  detailer  and  designer  on  steel  and  reinforced  concrete.  Desires  a  perma- 
ment  position  as  steel  designer.     Salary  desired,  $25  per  week. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Goveroment  Reports. 

Annual  Report  of  Interstate  Commerce  Commission  for 
1914. 

Annual  Report  of  Secretary  of  Commerce  for  191 4. 

Annual  Report  of  Superintendent  U.  S.  Coast  and  Geodetic 
Survey  for  191 4. 

Production  of  Asphalt,  Related  Bitumens,  and  Bituminous 
Rock  in  1913.     David  T.  Day. 

Basket  Willow  Culture.     George  N.  Lamb. 
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Chinese  and  Japanese  in  United  States  in  1910. 

Statistics  of  Clay-Working  Industries  in  United  States  in 
1913-     Jefferson  Middleton. 

Hints  on  Coal-Mine  Ventilation.     J.  J.  Rutledge. 

Production  of  Cobalt,  Molybdenum,  Nickel,  Tin,  Tita- 
nium, Tungsten,  Radium,  Uranium  and  Vanadium  in  191 3. 
Frank  L.  Hess. 

Contributions  to  Economic  Geology,  1912.  Part  H. — 
Mineral  Fuels.     Marius  R.  Campbell. 

Contributions  to  Stratigraph  of  Southwestern  Colorado. 
Whitman  Cross  and  E^per  S.  Larsen. 

Copper  in  1913.     B.  S.  Butler. 

Supply  and  Distribution  of  Cotton,  1914. 

Statistics  of  Express  Companies  in  United  States,  191 2. 

Fuel  in  Briquetting  in  1913.     Edward  W.  Parker. 

Gems  and  Precious  Stones  in  1913.     Douglas  B.  Sterrett. 

Gold,  Silver,  Copper,  Lead  and  Zinc  in  California  and  Ore- 
gon in  1913.     Charles  G.  Yale. 

Gold,  Silver,  Copper,  Lead  and  Zinc  in  Utah  in  1913. 
V.  C.  Heikes. 

Gold,  Silver,  Copper,  Lead  and  Zinc  in  New  Mexico  and 
Texas  in  191 3.     Charles  W.  Henderson. 

Humidity  of  Mine  Air.     R.  Y.  Williams. 

Production  of  Iron  Ore,  Pig  Iron  and  Steel  in  1913.  Ernest 
F.  Burchard. 

Lead  in  191 3.     C.  E.  Siebenthal. 

Production  of  Metals  and  Metallic  Ores  in  1912  and  1913. 
J.  P.  Dunlop. 

Mineral  Resources  of  Alaska,  1913.  Alfred  H.  Brooks  and 
others. 

Montana  Group  of  Northwestern  Montana.  Eugene 
Stebinger. 

Moorcroft  Oil  Field  and  Big  Muddy  Dome,  Wyoming. 
V.  H.  Barnett. 

Constitution  of  Natural  Silicates.  Frank  Wigglesworth 
Clarke. 

Norway  Pine  in  Lake  States.  Theodore  S.  Woolsey,  Jr., 
and  Herman  H.  Chapman. 
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Study  of  Oxidation  of  Coal.  Horace  C.  Porter  and  O.  C. 
Ralston. 

Ore  Deposits  in  Sawtooth  Quadrangle,  Blaine  and  Custer 
Counties,  Idaho.     Joseph  B.  Umpleby. 

Phosphate  Deposits  of  South  Carolina.  G.  Sherburne 
Rogers. 

Precise  Leveling  from  Brigham,  Utah,  to  San  Francisco, 
Cal.    William  Bowie. 

Prevention  of  Accidents  from  Explosives  in  Metal  Mining. 
Edwin  Higgins. 

Primary  Triangulation  on  One  Hundred  and  Fourth  Meri- 
dian, and  on  Thirty-Ninth  Parallel  in  Colorado,  Utah  and 
Nevada.    William  Bowie. 

Production  of  Platinum  and  Allied  Metals  in  191 3.  David 
T.  Day. 

Quarry  Accidents  in  United  States  in  1913.  Albert  H. 
Fay. 

Reconnaissance  in  Canyon  Range,  West-Central  Utah. 
G.  F.  Loughlin. 

Results  of  Spirit  Leveling  in  Hawaii,  1910  to  1913  inclusive. 
R.  B.  Marshall. 

Slate  in  United  States.    T.  Nelson  Dale  and  others. 

Taxation  and  Revenue  Systems  of  State  and  Local  Govern- 
ments, 1912. 

Water-Supply  Papers  332-C,  340-C,  D  and  E,  344,  363 
and  364. 

State  Reports. 

Massachusetts.  Report  of  Directors  of  Port  of  Boston  on 
Fish  as  a  Food  or  Fish  against  Meat. 

Massachusetts.     The  Port  of  Boston,  U.  S.  A. 

Pennsylvania.  Reports  of  Water  Supply  Commission  for 
1910-12  inclusive.     Gift  of  Desmond  FitzGerald. 

City  and  Town  Reports. 

Boston,  Mass.  Larger  Aspects  of  Passenger  Transporta- 
tion in  Metropolitan  Boston. 
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Cambridge,  Mass.     Annual   Report  of   City   Engineer   for 

1913. 

Concord,  N.  H.     Report  on  Water  Supply.     G.  C.  Whipple. 

Detroit,  Mich.  Annual  Report  of  Department  of  Parks 
and  Boulevards  for  191 3. 

Detroit,  Mich.  Annual  Report  of  Water  Commissioners 
for  1913-14. 

Northampton,  Mass.     Annual  Reports  of  City  Officers  for 

1913. 

Miscellaneous. 

American  Society  for  Testing  Materials.  Proceedings  for 
1914.     Gift  of  L.  C.  Wason. 

Encyclopaedia  Britannica,  ^^nth  Ed.,  Vols.  I  to  XXV  in- 
clusive. 

Canada,  Dept.  of  Mines.  Production  of  Coal  and  Coke  in 
Canada  in  1913,  by  John  McLeish;  Report  on  Building  and 
Ornamental  Stone  of  Canada,  Vol.  II,  by  William  A.  Parks; 
Gypsum  in  Canada,  by  L.  H.  Cole. 

Cape  Cod  and  Its  Canal.     J.  W.  Miller. 

The  Cape  Cod  Canal.    August  Belmont. 

The  Cape  Cod  Canal.    A.  St.  Clair  Smith. 

Concrete-steel  Construction.  Part  I.  Buildings.  Henry 
T.  Exidy  and  C.  A.  P.  Turner.     Gift  of  latter. 

Conditions  and  Outlook  of  the  Big  New  Waterway  across 
Cape  Cod. 

New  International  Encyclopaedia,  Vols.  I  to  VI  inclusive. 

National  Importance  of  Cape  Cod  Canal.  Colby  M. 
Chester. 

American  Sewerage  Practice,  Vol  I.  Leonard  Metcalf  and 
H.  P.  Eddy.     Gift  of  the  authors. 

Library  Committee. 
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NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  1st  of  each  month.) 

United  States  Government.  —  Navy  Department.  —  Navy 
Yardy  Boston.  —  Work  on  building  a  slip  for  ship  construction 
has  been  commenced. 

Commonwealth  of  Massachusetts. — Metropolitan  Water 
AND  Sewerage  Board.  —  Sewerage  Works.  —  The  new  screen 
house  at  the  East  Boston  Pumping  Station  is  under  construction ; 
work  under  compressed  air  is  being  carried  on  at  the  siphon 
at  Washington  Street,  West  Roxbury,  and  the  new6o-in.  cast- 
iron  relief  outfall  sewer  at  Nut  Island  is  being  laid. 

Metropolitan  Park  Commission.  —  The  following  work 
is  in  progress : 

Charles  River  Reservation.  —  Plans  are  being  prepared  for 
construction  of  reinforced  concrete  and  stone  masonry  arch 
bridge  over  the  Charles  River  at  North  Beacon  St.,  Boston  and 
Watertown. 

Middlesex  Fells  Parkway.  —  Reconstruction  of  burned  por- 
tion of  Wellington  Bridge. 

Winthrop  Shore  Reservation.  —  Constructing  sea  wall  at 
northerly  end  of  reservation. 

City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Service.  —  Work  is  in  progress  on  the  fol- 
lowing streets: 

East  First  St.,  South  Boston.  Sea  wall. 

Seaver  St.,  Walnut  Ave.  to  Humboldt  Ave.  Grading. 

Seaver  St.  Humboldt  Ave.  to  Blue  Hill  Ave.  Grading. 

Spring  St.,  Gardner  St.  to  Webster  St.  Bituminous  macadam. 

Public  Works  Department,  Sewer  and  Water  Division, 
Sewer  Service.  —  The  construction  of  the  Davenport  Brook 
conduit  is  in  progress  between  Adams  and  Frederika  Sts., 
Dorchester,  where  it  is  ii  ft.  by  5  ft.  6  in.,  and  between  Carruth 
and  Wessex  Sts.,  where  it  is  7  ft.  4  in.  by  7  ft.  6  in. 
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At  the  pipe  siphon  under  the  Metropolitan  sewer  on  Wash- 
ington St.,  West  Roxbury,  tunneling  under  air  pressure. 

In  Beach  St.,  between  Atlantic  Ave.  and  South  St.,  4  ft. 
by  5  ft.  6  in.  concrete  sewer  is  being  laid  to  replace  a  4  ft.  by  5 
ft.  wooden  sewer. 

Work  on  the  Union  Park  St.  Sewage  Pumping  Station  is 
in  progress. 

Aberthaw  Construction  Company.  —  Quincy,  Mass.  —  For 
the  Fore  River  Shipbuilding  Corp.,  the  Aberthaw  Construction 
Company  is  building  a  storage  building  on  which  the  steel  frame 
is  now  completed.  Brickwork  is  being  started,  and  the  concrete 
floors  are  being  put  in  at  the  same  time.  The  interesting  features 
of  this  work  are  the  handling  of  the  masonry  under  cold  weather 
conditions,  the  building  being  enclosed  by  canvas  and  heated. 

The  Fore  River  Shipbuilding   Corp.,  Quincy,    Mass.,   has 
the  following  work  in  progress: 
U.  S.  Battleship  Nevada. 
Eight  U.  S.  submarine  boats. 
Four  torpedo  boat  destroyers  for  the  U.  S.  Navy. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,   FE:BRUARY  17,  1915, 

at  7.45  o'clock  P.M.,  in  Chipman  Hall,  Tremont  Temple, 
Boston. 

Mr.  William  S.  Johnson  will  present  a  paper  entitled, 
"  Ground  Water  Supplies.'*  The  paper  will  be  illustrated  with 
lantern  slides. 

S.  E.  TiNKHAM,  Secretary, 


PAPERS  IN  THIS  NUMBER. 

"  The  Economic  Depth  of  Trickling  Filters,'*  Harrison  P.  Eddy. 

(Presented  December  9,  1914.) 

*'  The  Depth  of  Filtering  Material  and  Trickling  Filter  Effi- 
ciency," H.  W.  Clark. 

(Presented  December  9,  19 14.) 


Discussion  of  **  Economic  Depth  of  Trickling  Filters. 


f  f 


**  Toilet  Regulations  for  Industrial  Establishments."     Report  of 
Committee. 


I* 
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Current  Discussions. 

Disciusion 
Paper.  Author.  Published.        Closes. 

**  Commission-Manager  Form  of 

Government.  H.  M.  Waite.     Jan.   March  15. 

Reprints  trom  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 


ANNUAL  MEETING  OF  THE   SOCIETY. 

The  annual  meeting  of  the  Society  will  be  held  on  Wednes- 
day, March  17,  1915,  at  the  Boston  City  Club,  Ashburton 
Place,  Boston,  where  the  accommodations  will  be  even  more 
satisfactory  than  those  secured  in  former  years  at  the  old  club- 
house. 

The  annual  meeting  for  the  transaction  of  business  and  the 
announcement  of  the  result  of  the  letter-ballot  for  officers  will 
be  held  at  12  o'clock,  noon.  A  short  address  will  be  made  by 
the  retiring  president. 

The  annual  dinner  will  be  served  at  two  o'clock,  in  the 
banquet  hall  of  the  club. 

In  the  evening  a  smoker  will  be  held  in  the  banquet  hall, 
at  which  light  refreshments,  music  and  other  entertaining  fea- 
tures may  be  expected. 

Further  details  will  be  furnished  in  a  special  circular  to  be 
sent  out,  early  next  month  and  in  the  March  Journal. 


ANNUAL  MEETING  OF  THE  SANITARY  SECTION. 

The  annual  meeting  of  the  Sanitary  Section  will  be  held 
Wednesday  evening,  March  3,  1915,  at  the  Boston  City  Club. 

Dinner  will  be  served  at  6.00  o'clock  in  one  of  the  special 
dining  rooms.  It  is  expected  that  the  new  building  will  be 
available  for  this  meeting. 

The  business  meeting  will  begin  at  7.30  o'clock.  The 
business  includes  the  following:    Minutes  of   previous  meetings, 


PROCEEDINGS.  3* 

reports  of  committees  and  election  of  officers  for  the  ensuing 
year. 

The  speaker  of  the  evening  will  be  Mr.  David  A.  Hartwell, 
Chief  Engineer  of  the  Sewage  Disposal  Commission,  Fitchburg, 
Mass.,  who  will  present  a  paper  on  **  The  Fitchburg  Sewage 
Disposal  Works.'*  The  paper  will  be  illustrated  by  lantern 
slides. 

Make  it  a  point  to  attend  the  annual  meeting  and  enjoy 
a  social  evening. 

Frank  A.  Marston,  Clerk. 


MINUTES  OF  MEETINGS. 

Boston,  January  13,  1915.  —  A  special  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  this  evening  in  the 
Society  Rooms,  at  8  o'clock,  Vice-President  Richard  A.  Hale 
in  the  chair.     There  were  36  members  and  visitors  present. 

Mr.  Sanford  E.  Thompson  read  in  part  a  paper  prepared 
by  him  and  Mr.  William  O.  Lichtner,  on  *'  Construction  Man- 
agement." This  paper  was  read  at  a  meeting  of  the  Western 
Society  of  Engineers  held  in  Chicago  on  December  21,  191 4, 
and  by  permission  of  that  Society  it  is  presented  at  this  meeting 
for  discussion. 

The  following,  among  others,  took  part  in  the  discussion: 
Sanford  E.  Thompson,  William  O.  Lichtner,  J.  Arthur  Garrod 
and  I^slie  H.  Allen.  These  discussions  will  be  printed  with 
the  original  paper  in  the  Journal  of  the  Western  Society  of 
Engineers, 

Adjourned. 

S.  E.  TiNKHAM,  Secretary. 

Boston,  January  27,  1915.  —  A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  w£is  held  this  evening  at 
Chipman  Hall,  Tremont  Temple,  and  was  called  to  order  at 
8  o'clock  by  the  senior  Vice-President,  Charles  R.  Gow.  There 
were  present  90  members  and  visitors. 

By  vote,  the  reading  of  the  record  of  the  last  meeting  was 
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dispensed  with  and  it  was  approved  as  printed  in  the  January 
Journal. 

The  Secretary  reported  for  the  Board  of  Government  that 
it  had  elected  the  following  to  membership  in  the  grades  named : 

Members:  Frederick  Thornton  Alden,  Lloyd  Elliot  Baker, 
Roderick  Stuart  Barnes,  Arthur  Eliot  Blackmer,  Walter  Keith 
Brownell,  Byron  Chapman  Bussey,  Joseph  Lewis  Carr,  Martin 
Charier  Cherry,  Charles  Francis  Dingman.  Henry  Fronds 
Dolliver,  John  Henry  Duffy,  Clyde  M.  Durgin,  Charles  Leavitt 
Edgar,  Robert  Benneson  Farwell,  Louis  Ernst  Flett,  Philip 
Ely  Fuller,  John  Patrick  Gallagher,  John  M.  Goodell,  Thomas 
F.  Gray,  John  Henry  Griffin,  Jesse  Franklin  Hakes,  James  Hayes, 
Jr.,  Charles  Irwin  Hosmer,  Howard  Chapin  Ives,  Charles  D. 
Kirkpa trick,  Arthur  J.  Knight,  Harry  Eleazer  Lake,  Alfred 
Rainford  Mellor,  Charles  Augustus  Miller,  James  Andrew 
O'Brien,  Eugene  Stewart  Patton,  Lew  Knowlton  Perley,  Chaun- 
cey  Rusch  Perry,  Frank  Linwood  Preble,  Fred  W.  Proctor,  John 
W.  Raymond,  Jr.,  Fred  Burgess  Skillin,  George  Carter  Stone, 
Joseph  Andrew  Tosi,  Winthrop  Lodge  Wales  and  Robert  J.  H. 
Worcester. 

Associates:  Walter  T.  Hoover  and  George  Exlwin  Stuart. 

Juniors:  William  Augustine  Brown,  William  J.  Cochran, 
Marshall  Bertrand  Dalton,  Harold  F.  Davis,  Robert  Elwyn 
De  Merritt,  Walter  C.  Eberhard,  Harrison  Prescott  Eddy,  Jr., 
Victor  Joseph  Gallene,  Raymond  Daniel  Gladding,  John  Baxter 
Hanna,  Arthur  William  Knowlton,  Millard  Bartlett  Pinkham, 
George  Washington  Simons,  Jr.,  Stanley  Armstrong  Smith, 
Howard  Gushing  Thomas  and  Christian  Frederick  Wolfe. 

On  motion  of  Mr.  Geoi^e  A.  Carpenter,  it  was  voted  that 
the  Chair  be  requested  to  appoint  a  committee  of  three  to 
suggest  to  the  meeting  the  names  of  five  members  to  serve 
as  a  committee  to  nominate  officers  for  the  ensuing  year.  The 
Chair  appointed,  as  that  committee,  Messrs.  George  A.  Car- 
penter, William  S.  Johnson  and  Ralph  E.  Curtis.  Later  in  the 
meeting  the  committee  reported  the  following  names  as  members 
of  the  nominating  committee,  and  by  vote  they  were  elected: 
Messrs.  Arthur  T.  Safford,  Frederic  I.  Winslow,  Irving  E. 
Moultrop,  Arthur  L.  Plimpton  and  Bertram  Brewer. 

The  Secretary  presented  memoirs  of  deceased  members 
prepared  by  committees  of  the  Society  as  follows: 
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Memoir  of  Past  President  George  B.  Francis;  committee, 
John  W.  Ellis  and  Exlwin  J.  Beugler;  Memoir  of  Lucian  A. 
Taylor;  committee,  William  E.  McCHntock  and  Frank  E.  Hall; 
and  Memoir  of  Albert  H.  Rowland;  committee,  Frederick 
Brooks  and  Frank  L.  Fuller.  By  vote,  the  Memoirs  were 
accepted  and  ordered  to  be  printed  in  the  Journal. 

The  chsdrman  then  introduced  Mr.  Nathan  H.  Daniels,  a 
member  of  the  American  Institute  of  Electrical  Engineers,  who 
read  a  paper  entitled,  *'  Insurance  as  an  Aid  to  Engineers." 
The  paper  was  illustrated  by  lantern  slides.  A  discussion  fol- 
lowed the  reading  of  the  paper,  in  which  Prof.  Frank  B.  Sanborn, 
Mr.  Daniels  and  others  took  part. 

After  passing  a  vote  of  thanks  to  Mr.  Daniels  for  his  inter- 
esting and  valuable  paper,  the  meeting  adjourned. 

S.  E.  TiNKHAM,  Secretary. 


APPLICATIONS  FOR  MEMBERSHIP. 

[February  6,  1915.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 
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McNuLTY,  Richard  James,  Boston^  Mass.  (Age  45,  b.  Dorchester, 
Mass.)  Educated  in  Boston  public  schools.  Frpm  1888  to  1892,  draftsman 
with  Edward  A.  Buss,  mill  engineer,  .on  mechanical  and  mill  design;  from 
1892  to  1894,  draftsman  with  the  Boston  Board  of  Survey  and  mill  architect 
and  engineer  for  several  companies;  from  1894  to  1896,  with  Percy  N.  Ken- 
way  and  Prof.  S.  Homer  Woodbridge,  on  heating  and  ventilating  work; 
from  1896  to  1904,  with  the  Metropolitan  Sewerage  Commission  on  general 
work  including  pumping  station  and  machinery  design;  from  1904  to  date, 
with  the  Boston  Sewer  Division  on  architectural,  mechanical  and  sewer  work. 
Refers  to  E.  A.  Buss,  C.  H.  Dodd,  E.  S.  Dorr  and  W.  T.  Wiley. 

Smulski,  Edward,  Brookline,  Mass.  (Age  31,  b.  Pacykow,  Austrian 
Poland.)  Graduate  of  Imperial  and  Royal  Polytechnic  Inst.,  Lemberg, 
Austrian  Poland,  1907.  During  year  1903-4  (fifteen  months)  draftsman  and 
estimator  with  Bureau  of  Highways  and  River  Improvements,  Austrian 
Government;  worked  during  vacations  with  M.  of  W.  Dept.,  Austrian  Gov- 
ernment Railroads;  from  Nov.,  1907,  to  April,  1910,  with  Sanford  E.  Thomp- 
son, cons,  engr.,  as  assistant  engr.;  from  April  to  Aug.,  1910,  designer  with 
Corrugated  Bar  Co.,  St.  Louis;  from  Aug.,  1910,  to  March,  191 1,  with  Ralph 
Modjeski,  civil  engineer,  Chicago,  111.,  chiefly  on  bridge  design;  from  April, 
191 1,  to  Sept.,  1912,  assistant  bridge  engineer,  Louisville  &  Nashville  R.  R.; 
from  Sept.,  19 12,  to  date,  designing  engineer  with  S.  E.  Thompson.  Refers 
to  R.  D.  Bradbury,  B.  S.  Brown,  S.  E.  Thompson  and  J.  R.  Worcester. 


LIST  OF  MEMBERS. 

ADDITIONS. 

Atwater,  RAtPH  W I  Avon  St.,  Somerville,  Mass. 

Balsor,  Frederick  N 1 176  Cambridge  St.,  Cambridge,  Mass. 

Barnes,  Roderick  S 18  Federal  Bldg.,  Albany,  N.  Y. 

Blackmer,  Arthur  E Town  Engineer,  Plymouth,  Mass. 

BussEY,  Byron  C 11  Star  St.,  Pawtucket,  R.  I. 

Curtis,  Allen 132  Centennial  Ave.^  Gloucester,  Mass. 

Gallagher,  John  P 3  Green  St.,  Watertown,  Mass. 

GooDELL,  John  M 34  May  St.,  Worcester,  Mass. 

Kimball,  Herbert  S 1 1 1  Devonshire  St.,  Boston,  Mass. 

Hosmer,  Charles  1 54  High  St.,  Turners  Falls,  Mass. 

Lake,  Harry  E 1307  Commonwealth  Ave.,  Allston,  Mass. 

.Mellor,  Alfred  R., 

care  Mass.  Harbor  &  Land  Comm.,  State  House,  Boston,  Mass. 

Rand,  Robert 220  Devonshire  St.,  Boston,  Mass. 

Sears,  Walton  H 60  Federal  St.,  Boston,  Mass. 

Simons,  George  W.,  Jr 63  Astor  St.,  Boston,  Mass. 

Starr,  John  A 148  Irving  St.,  Watertown,  Mass. 
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Stearns,  Ralph  H i  Ashburton  Place,  Boston,  Mass. 

Stone,  George  C 60  Federal  St.,  Boston,  Mass. 

Wolfe,  Christian  F 214  West  Canton  St.,  Boston,  Mass. 

Wood,  Carl  W 39  Greenleaf  St.,  Maiden,  Mass. 

.    changes  in  address. 

AcKERMAN,  A.  S II  Francis  St.,  Newport,  R.  I. 

Barnes,  Rowland  H 93  Federal  St.,  Boston,  Mass. 

Carpenter,  George  A. 55  High  St.,  Pawtucket,  R.  I. 

Durham,  H.  W 34  Gramercy  Park,  New  York 

Fielding,  William  J 225  Ashmont  St.,  Dorchester,  Mass. 

Murphy,  Edward  T 7  Hancock  St.,  Boston,  Mass. 

Norwood,  Leon  O Resident  Engineer,  Union,  Me. 

Peters,  Anthony  W 53  Lincoln  St.,  Boston,  Mass. 

Rich,  Malcolm 440  South  Station,  Boston,  Mass. 

Shailer,  Robert  A 41st  St.  and  Park  Ave.,  New  York 

Shedd,  George  G 290  Lexington  St.,  Waltham,  Mass. 

Thorpe,  George  H.,  Jr Columbia  Ave.,  Millville,  N.  J. 

Waldstein,  Julius 21  Temple  St.,  Boston,  Mass. 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

284.  Age  23.  Graduate  of  Mechanic  Arts  High  School,  1908;  student 
in  civil  engineering  course.  International  Correspondence  School.  Has 
had  six  years'  experience  with  Aspinwall  &  Lincoln,  Boston,  as  rodman, 
transitman  and,  for  about  two  years  past,  as  surveyor;  has  thorough  knowl- 
edge of  calculation.  Desires  position  as  transitman  or  surveyer.  Salary 
desired,  $15  per  week. 

285.  Age  32.  Graduate  of  Univ.  of  Maine,  1904.  Has  had  over 
ten  years'  experience,  mostly  on  construction  work,  including  three  years 
as  resident  engineer  on  hydro-electric  construction,  two  years  as  resident 
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engineer  on  irrigation  work  and  three  years  on  municipal  work.      Desires 
position  along  any  of  these  lines.     Salary  desired,  $125  per  month. 

286.  Age  27.  Graduate  of  Sheffield  Scientific  School,  Yale  Univ., 
electrical  engineering  course.  Has  had  three  months'  experience  in  repairing 
shop  of  electrical  department  of  Conn.  Co.,  working  mostly  on  motors,  con- 
trollers, wiring  of  cars,  lights,  etc.;  with  General  Electric  Co.,  West  Lynn,  for 
short  time  in  engineering  course.  Will  accept  any  kind  of  electrical  work  in 
power  station.     Salary  desired,  $15  per  week. 

287.  Age  38.  Graduate  of  Mass.  Inst,  of  Technology,  1899.  Experi- 
ence includes  about  one  year  as  rodman  and  instrument  man  with  Brook- 
line  Engineering  Dept.;  about  ten  years  as  draftsman,  office  assistant  and 
assistant  engineer  with  Metropolitan  Sewerage  Works;  three  years  as  assist- 
ant engineer  in  charge  of  business  office  and  drafting-room  at  main  office  of 
Boston  Elevated  Ry.  Co.;  one  year  of  private  practice,  surveying,  plotting 
and  drafting;  one  year  inspecting  construction  of  sewers,  drains  and  streets 
for  Brookline  Engineering  Dept.  Desires  position  in  office  or  on  drafting 
room  work,  especially  one  affording  experience  in  reinforced  concrete  design 
with  engineer  or  contractor  in  or  near  Boston.  Salary  desired  depends  upon 
nature  of  work. 

288.  Age  30.  Graduate  of  Toronto  Univ.  in  mechanical  and  electrical 
engineering.  Has  had  four  years'  experience  with  B.  &  A.  R.  R.,  on  draiting 
and  outside  construction  of  track  layout  and  docks;  three  years  with  Stone  & 
Webster  Engrg.  Corp'n,  on  drafting  and  designing.  Desires  work  in  me- 
chanical, electrical  or  general  drafting  and  design.  Salary  desired,  $25  per 
week. 

289.  Age  29.  Received  degree  of  A.B.  from  Middlebury  College, 
Vt.,  in  1908.  Has  had  five  years'  experience  as  land  surveyor  and  has  done 
some  drafting;  also  worked  short  time  as  rodman,  chainman  and  transitman 
with  civil  engineer  in  Clinton,  Mass.  Desires  position  as  transitman,  rod- 
man,  draftsman  or  as  general  helper  in  an  engineering  office.  Salary  desired, 
from  $12  to  $18  per  week. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Analyses  of  Mine  and  Car  Samples  of  Coal  Collected  in 
Fiscal  Years  191 1  to  1913.    Arno  C.  Fieldner  and  others. 

Annual  Report  of  Director  of  Bureau  of  Mines  for  1913-14. 

Geology  and  Oil  Prospects  in  Waltham,  Priest,  Bitter- 
water  and  Peach  tree  Valleys,  California.  Robert  W.  Pack 
and  Walter  A.  English. 
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Gold  and  Silver  in  1913.    H.  D.  McCaskey. 

Gold,  Silver,  Copper,  I^ad  and  Zinc  in  Idaho  and  Wash- 
ington in  1913.    C.  N.  Gerry. 

Gold,  Silver,  Copper,  Lead  and  Zinc  in  Nevada  in  1913. 
V.  C.  Heikes. 

Some  Deposits  of  Mica  in  United  States.  Douglas  B. 
Sterrett. 

Mineral  Products  of  United  States  in  1912  and  1913.  Ed- 
ward W.  Parker. 

Production  of  Natural  Gas  in  1913.     B.  Hill. 

Production  of  Petroleum  in  1913.     David  T.  Day. 

Sampling  and  Analysis  of  Coal.    Amo  C.  Fieldner. 

Source,  Manufacture  and  Use  of  Lime.  Ernest  F.  Buchard 
and  Warren  E.  Emley. 

Results  of  Spirit  Leveling  in  Virginia,  1900  to  1913,  in- 
clusive.    R.  B.  Marshall. 

Stone  Industry  in  United  States  in  1913.  Ernest  F.  Burch- 
ard. 

Water-Supply  Papers  326,  329,  345-G,  347,  366. 

State  Reports. 

Maine.    Report  of  State  Board  of  Health   for  1912  and 

1913- 

Massachusetts.    Acts  and  Resolves  of  Legislature,  Session 

of  1914. 

Municipal  Reports. 

Baltimore,  Md.    Annual  Report  of  Water  Board  for  1913. 

Chicago,  111.  Report  on  Industrial  Wastes  from  Stock 
Yards  and  Packingtown,  1914. 

Providence,  R.  I.  Annual  Report  of  Public  Works  De- 
partment for  1914. 

Miscellaneous. 

American  Sewerage  Practice,  Vol.  II.  Leonard  Metcalf 
and  Harrison  P.  Eddy.     Gift  of  the  authors. 
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American  Society  for  Testing  Materials.     Proceedings  for 
1914,  Part  II.     Gift  of  L.  C.  Wason. 

Architekten-Fund  Ingenieur-Verein  zu  Hamburg:   Hamburg 
und  seine  Bauten,  2  vols.     Gift  of  Desmond  FitzGerald. 

Boston    Water    Works:    Clippings,    1 885-1 893.       Gift    of 
Desmond  FitzGerald. 

Capital.    George  L.  Walker. 

(The)  General  Education  Board:   Account  of  Its  Activities, 
I 902-1914. 

Notes  on  Catenary  Construction  of  New  York,  Westchester 
and  Boston  Railway.    Sidney  Withington. 

Universal  Safety  Standards.     Carl  M.  Hansen. 

Library  Committee. 


Book  Reviews. 

American  Sewerage  Practice,  Volume  I,  Design  of 
Sewers,  by  Leonard  Metcalf  and  Harrison  P.  Eddy;  published 
by  McGraw-Hill  Book  Co.,  Inc.,  New  York,  1914.  Cloth, 
6  in.  by  9  in.,  747  pages,  328  illustrations,  172  tables.     $5.00. 

Reviewed  by  Frederic  P.  Stearns. 

The  volume  on  the  *'  Design  of  Sewers  "  is  the  first  of  three 
volumes  intended  to  cover  the  whole  field  of  American  sewerage 
practice,  and,  as  would  be  expected  from  the  high  standing  and 
large  experience  of  the  authors  in  connection  with  sewerage 
work  of  all  kinds,  is  a  thoroughly  practical  book  for  the  use  of 
engineers  engaged  upon  such  work. 

Too  often  books  for  engineers  are  written  by  those  who  have 
not  had  sufficient  practical  experience  to  enable  them  either  to 
supply  much  original  information  or  to  use  good  judgment 
in  compiling  the  results  of  the  experience  of  others.  This 
book,  by  contrast,  shows  throughout  that  the  authors  thoroughly 
understand  their  subject,  that  they  are  able  as  the  result  of  their 
extended  practice  to  furnish  much  original  material,  and  that 
they  have  used  good  judgment  in  selecting  from  the  practice 
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and  experiments  of  others  an  immense  amount  of  valuable 
material  which  has  heretofore  been  scattered  through  engineer- 
ing journals,  reports  and  society  publications. 

One  cannot  fail  to  be  impressed  with  the  great  amount  of 
work  involved  in  the  preparation  of  the  book,  and  readily  accepts 
the  statement  in  the  preface  that  "  the  preparation  of  this  book 
has  demanded  an  amount  of  time  and  effort  far  in  excess  of  that 
anticipated  when  the  work  was  undertaken." 

It  is  impracticable  in  a  brief  review  to  mention  even  the 
subjects  of  the  many  chapters,  and  if  this  were  done  they  would 
not  by  themselves  give  an  adequate  idea  of  the  breadth  of 
treatment.  All  incidental  questions  which  are  likely  to  arise 
in  designing  sewers  are  discussed,  and  in  addition  many  features 
are  introduced  to  make  it  easier  for  the  engineer  in  charge  of  a 
sewerage  system  to  obtain  records  which  will  assist  the  sewer 
designers  of  the  future. 

For  instance,  in  the  chapter  headed  **  Precipitation," 
all  kinds  of  automatic  rain  gages  are  discussed  and  illustrated, 
and  samples  of  the  automatic  records  made  by  the  gages  are 
given.  There  is  a  short  discussion  of  clock  movements  and  of 
the  setting  and  exposure  of  gages;  then  many  diagrams  are 
presented  showing  the  intensity  of  precipitation  during  heavy 
rains  of  varying  lengths  in  all  parts  of  the  United  States,  and 
in  conclusion  the  subject  of  the  frequency  of  heavy  storms  is 
discussed. 

The  hydraulics  of  sewers  are  very  fully  treated  in  all 
branches,  including  many  allied  features  such  as  minimum  grades 
and  the  transporting  power  of  water.  Many  diagrams  are 
provided  to  facilitate  computations. 

The  chapters  relating  to  the  design  of  sewers  and  their 
many  appurtenances  have  especial  value,  as  the  authors,  by 
their  researches  and  through  the  cooperation  of  other  engineers, 
have  obtained  and  illustrated  a  great  number  of  examples  of 
modern  practice.  This  gives  the  engineer  quick  access  to  the 
designs  of  sewers  and  appurtenances  which  he  could  otherwise 
obtain  only  through  a  long  search  of  reports  and  other  engineer- 
ing literature,  and  to  many  others  which  have  never  been  pub- 
lished. 
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It  is  of  interest  to  note  that  the  authors  in  their  preface 
acknowledge  the  cordial  assistance  of  many  other  engineers  and 
authors,  and  later  state  that  ''  the  book  is  at  least  a  monument 
to  co5perative  effort  and  good-will  among  civil  engineers." 
In  the  introductory  chapter  they  refer  to  the  wonderfully  rapid 
progress  in  sewerage  and  sewage  disposal  in  recent  years,  and 
state  that  the  reason  for  this  **  will  be  found  in  that  admirable 
spirit  of  good-will  and  cooperation  existing  among  American 
engineers." 

The  book  is  a  generous  contribution  by  the  authors  to  the 
progress  of  sewerage  engineering,  as  its  general  purchase  by  those 
interested  in  sewerage  engineering  obviously  cannot  compensate 
in  a  monetary  way  for  the  immense  amount  of  labor  and  expense 
involved  in  its  preparation. 

Universal  Safety  Standards,  by  Carl  M.  Hansen,  M.E. 
*'  A  Reference  Book  of  Rules,  Drawings,  Tables,  Formulae, 
Data  and  Suggestions  for  the  Use  of  Architects,  Engineers, 
Superintendents,  Foremen,  Inspectors,  Mechanics  and  Students." 
Compiled  under  the  direction  of  and  approved  by  the  Work- 
men's Service  Bureau,  New  York. 

Reviewed  by  Edward  F.  Miller. 

The  author  has  divided  the  subject  into  four  general  group- 
ings: I.  General  Safety  Standards.  II.  The  Machine  Shop. 
III.  The  Foundry.     IV.  Rules  for  Practice. 

Under  General  Safety  Standards,  such  items  as  fire 
protection,  design  of  stairs,  safeguarding  elevator  openings  and 
hatchways,  safety  devices  for  locking  elevators,  means  for  pre- 
venting overspeeding  of  engines,  guards  for  power  generating 
and  power  transmitting  apparatus,  boiler  and  main  stop  valves, 
care  of  dangerous  gsises,  vapors,  etc.,  have  been  treated. 

Part  II  takes  up  in  detail  the  methods  of  protecting  the 
operation  of  machine  tools  and  of  the  allied  equipment  in  general 
use  in  large  machine  shops. 

Part  III  treats  with  the  same  detail  the  protection  of  men 
working  in  a  foundry. 

Part    IV   in   concise,  clear  wording   gives   in   seven  pages 
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"  Rules  **  for  use  of  an  operative  in  safeguarding  himself  from 
accident. 

Parts  I,  II,  III  contain  206  pages  of  cuts  illustrating  the 
various  devices  which  may  be  used  in  protecting  the  operatives. 

This  book  through  its  illustrations  will  be  found  helpful 
to  the  owner  of  a  shop  or  factory  where  there  is  machinery  to 
be  safeguarded,  as  well  as  to  the  engineers  who  may  be  installing 
machinery. 

After  looking  at  the  elaborate  systems  of  guarding  to  be 
seen  on  some  of  the  cuts  of  machine  tools  one  wonders  why  the 
makers  of  these  tools  have  not  before  this  considered  the  pro- 
tection of  the  operative. 


NEW   ENGINEERING   WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

United  States  Government.  —  Navy  Department.  —  Navy 
Yard,  Boston.  —  A  slip  for  ship  construction  is  being  built. 

Commonwealth  of  Massachusetts. — Metropolitan  Water 
AND  Sewerage  Board.  —  Water  Works,  —  The  tunnel  and  pipe 
line  under  Chelsea  Creek,  about  800  ft.  above  Meridian  St. 
bridge,  has  been  completed  and  is  now  in  service.  Work  is  in 
progress  on  the  removal  of  the  two  24-in.  submerged  pipe  lines 
formerly  used. 

Sewerage  Works.  —  The  new  screen  house  at  the  East 
Boston  Pumping  Station  is  the  only  work  now  under  construc- 
tion. 

Metropolitan  Park  Commission.  —  The  following  work 
is  in  progress: 

Charles  River  Reservation.  —  Plans  are  being  prepared  for 
construction  of  reinforced  concrete  and  stone  masonry  arch 
bridge  over  the  Charles  River  at  North  Beacon  St.,  Boston  and 
Watertown. 
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Middlesex  Fells  Parkway.  —  Reconstruction  of  burned  por- 
tion of  Wellington  Bridge. 

Winthrop  Shore  Reservation.  —  Constructing  sea  wall  at 
northerly  end  of  reservation. 

Boston  Transit  Commission.  —  Dorchester  Tunnel.  —  The 
Dorchester  Tunnel  is  substantially  completed  from  Tremont 
St.  to  the  westerly  side  of  Dewey  Square,  with  the  exception 
of  the  interior  finish  in  the  Washington  station,  which  extends 
from  Washington  to  Chauncy  St.  The  work  of  finishing  the 
station  is  nearing  completion. 

Section  D  includes  a  station  under  Dewey  Square  and 
about  450  ft.  of  tunnel  under  Summer  St.  east  of  the  station. 
Work  is  now  in  progress  on  both  station  and  tunnel.  The  Hugh 
Nawn  Contracting  Co.  is  the  contractor. 

Section  E  includes  two  single-track  circular  tunnels  which 
will  extend  from  near  the  junction  of  Summer  St.  and  Dorchester 
A\'e.  under  Fort  Point  Channel  and  private  property  to  a  point 
near  Dorchester  Ave.  between  West  First  and  West  Second 
Sts.,  South  Boston.  These  tunnels  will  be  driven  by  means  of 
shields  and  with  compressed  air.  Work  has  begun  on  the  main 
shaft  in  West  First  St.  P.  McGovern  &  Co.  are  the  con- 
tractors. 

Enlargement  of  Park  Street  Station.  —  A  brief  description 
of  the  work  for  the  enlargement  of  Park  St.  Station  was  given 
in  the  December  issue  of  this  Journal.  The  work  is  now  nearly 
completed.  There  yet  remains  to  be  done  the  work  of  lowering 
parts  of  the  platforms  of  the  old  station,  the  completion  of  the 
interior  finish  on  the  walls  and  ceiling  of  the  enlargement,  and 
a  few  minor  details.  Coleman  Bros,  are  the  contractors  for 
building  the  enlargement. 

East  Boston  Tunnel  Extension.  —  Northwesterly  of  Corn- 
hill,  extending  to  North  Russell  St.,  the  tunnel  has  been  com- 
pleted with  the  exception  of  the  station  finish,  stairways,  en- 
trances and  exits.  In  Court  St.,  between  Franklin  Ave.  and 
Cornhill,  the  sidewalls  of  the  tunnel  have  mostly  been  built. 
The  invert  of  the  East  Boston  Tunnel  is  being  removed  and  the 
earth    underneath    excavated    to    the    new    grade.    The    steel 
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columns  and  beams  are  being  set  to  support  the  old  roof  which 
is  to  remain  in  place. 

City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Service.  —  Work  is  in  progress  on  the  fol- 
lowing streets: 

• 

Spring  Street,  between  Gardner  and  Webster  streets,  excavating  and  grading. 
Temple  Street,  between  Spring  to  Ivory  streets,  excavating  and  grading. 
I>eering  Road,  between  Blue  Hill  Avenue  to  Harvard   Street,  excavating  and 

grading. 
Seaver  Street,  between  Walnut  and  Humboldt  avenues,  excavating  and  grading. 
East  First  Street,  sea  wall. 

Public  Works  Department,  Sewer  and  Water  Division, 
Sewer  Service.  —  The  following  work  is  in  progress: 

Union  Park  Street  Pumping  Station  ^  South  End,  —  Installing 
suction  and  discharge  pipes. 

Beach  Street  at  Lincoln  Street,  City  Proper,  —  Reinforced 
concrete  sewer  replacing  old  wooden  sewer. 

Milton  Street,  Hyde  Park,  —  Ejector  station,  ready  to  be 
tested  January  27. 

Davenport  Brook  Conduit,  —  Dorchester;   in  progress. 

Directors  of  the  Port  of  Boston.  —  Bulkheads,  — 
Work  is  in  progress  under  this  contract  and  the  work  is  now  about 
95  per  cent,  completed. 

Dredging,  —  The  dredging  of  the  Reserved  Channel  in 
South  Boston  easterly  from  the  L  Street  bridge  is  in  progress 
under  two  contracts,  making  a  channel  with  30  ft.  of  water  at 
mean  low  water  and  a  width  of  300  ft.  The  suction  dredge 
Tampa  is  discharging  filling  into  the  bulkhead  on  the  south 
side  of  the  dry  dock  site. 

Designing,  —  Studies  are  being  made  for  the  comprehensive 
development  of  the  port. 

New  York,  New  Haven  &  Hartford  Railroad.  —  Clinton, 
Mass.  —  Elimination  of  Grade  Crossings,  —  New  passenger 
station  has  been  put  into  service,  practically  completing  the 
elimination  of  grade  crossings. 
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The  Fore  River  Shipbuilding  Co.,  Quincy,  Mass.,  has  the 
following  work  in  progress: 

U.  S.  Battleship  Nevada. 

Eight  U.  S.  submarine  boats. 

U.  S.  Torpedo  Boat  Destroyers  Gushing,  Tucker  and  Nos. 
63  and  64. 


Harbisuk  p.  Eddv, 

:,  Bosion  Society  of  Civil  Engin 
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SIXTY-SEVENTH  ANNUAL  MEETING. 

The  annual  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  at  the  Boston  City  Club,  corner  of  Somerset 
Street  and  Ashburton  Place,  Boston,  on  Wednesday,  March  17, 

1915. 

As  previously  announced,   the  annual   meeting  this  year 

will  consist  of  three  principal  features:   a  business  meeting  at 

noon,  the  annual  dinner  in  the  afternoon,  and  the  smoker  in 

the  evening. 

Business  Meeting,  —  The  annual  meeting  required  by  the 
Constitution  will  be  called  to  order  at  12  o'clock  M.  in  the  As- 
sembly Room  on  the  third  floor  of  the  new  Club  House. 

Business.  —  Announcement  of  the  election  of  new  members. 

To  receive  the  annual  reports  of  the  Board  of  Government, 
of  the  Treasurer  and  of  the  Secretary. 

To  receive  the  annual  reports  of  the  several  special  com- 
mittees. 

To  reapfKjint  the  several  sp)ecial  committees. 

Announcement  of  the  result  of  letter-ballot  for  officers  for 
the  ensuing  year. 

Presentation  of  the  Desmond  FitzGerald  Medal. 

Address  of  the  retiring  President. 

Annual  Dinner. — The  thirty-third  annual  dinner  will  be 
served  at  half  past  one  o'clock  p.m.,  in  the  main  banquet  hall 
or  auditorium  on  the  fourth  floor  of  the  new  Club  House. 

At  three  o'clock  Mr.  Frederic  H.  Newell;  consulting  engi- 
neer of  the  United  States  Reclamation  Service,  will  give    an 

I* 
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illustrated  lecture  on  water  storage,  particularly  as  applied  to 
irrigation  and  water  power  in  the  West. 

Smoker,  —  The  usual  informal  smoker  will  be  held  in  the 
evening,  beginning  at  seven  o'clock,  in  the  main  banquet  hall. 

S.  E.  TiNKHAM,  Secretary, 


PAPERS  IN  THIS  NUMBER. 

*'  Insurance  for  Engineers."    Nathan  H.  Daniels. 

(Presented  January  27,  191 5.) 

Discussion    of     *'The    Hydro-Electric    Power    Plant    at    the 

Wachusett  Dam." 
Discussion  of  **  The  Commission-Manager  Form  of  Government.*' 
Memoirs  of  Deceased  Members. 


Current  Discussions. 

Discussion 
Paper.  Author.  Published.  Closes. 

*'  Commission-Manager 

Government.  **  H.  M.  Waite.     Jan.        March  15. 

**  Economic  Depth  of  Trick- 
ling Filters."  H.  P.  Eddy.       Feb.       April  15. 

'*  Depth    of    Filtering   Ma- 
terial." H.  W.  Clark.      Feb.       April  15. 


MINUTES  OF  MEETINGS. 

Boston,  February  17,  1915.^ — A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  this  evening  at 
Chipman  Hall,  Tremont  Temple,  and  was  called  to  order  at  8 
o'clock  by  the  President,  Harrison  P.  Eddy.  There  were  present 
105  members  and  guests. 

By  vote  the  reading  of  the  records  of  the  meetings  held 
January  13  and  January  27,  1915,  was  dispensed  with,  and  they 
were  approved  as  printed  in  the  February  Journal. 
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The  Secretary  reported  for  the  Board  of  Government  that 
it  had  elected  the  following  to  membership  in  the  grades  named : 

Members  —  Arthur  Benson  Appleton,  William  Joseph 
Buckley,  Fayette  Samuel  Curtis,  Everett  Frank  Dowst,  Gilbert 
Munday  Harris,  Carl  Perry  Hubbard,  Arthur  Caswell  King, 
John  Robert  Nichols,  Frederick  Dexter  Smith  and  Merton 
Rogers  Sumner. 

Associate  —  Wallace  Brainard  Conant. 

Juniors  —  Martin  Warren  Cowles  and  Charles  Loring  Hall. 

Mr.  William  S.  Johnson  then  read  the  paper  of  the  evening 
entitled,  *'  Ground  Water  Supplies.**  The  paper  was  fully 
illustrated  by  lantern  slides. 

In  the  discussion  which  followed  the  reading  of  the  paper, 
the  following  took  part:  Robert  Spurr  Weston,  Allen  Hazen, 
Henry  A.  Symonds. 

S.  E.  TiNKHAM,  Secretary, 


Sanitary  Section. 

Boston,  Mass.,  February  3,  1915. — A  meeting  of  the  Sani-. 
tary  Section  of  the  Boston  Society  of  Civil  Engineers  was  held 
this  evening  in  the  library  of  the  Society,  Tremont  Temple. 
The  meeting  assembled  at  8  o'clock  with  the  Chairman  presiding. 

The  Chairman  appointed  the  following  special  committee 
to  study  and  report  upon  *'  Methods  of  Design  and  Construction 
and  Results  of  Operation  of  Inverted  Siphons  for  Carrying 
Sewage  Only  and  for  Storm  Water'*:  Wm.  S.  Johnson,  Chair- 
man; R.  M.  Whittet,  Dwight  Porter. 

The  Chairman  also  appointed  the  following  committee  to 
nominate  officers  of  the  Section  for  the  coming  year:  Frank  A. 
Barbour,   Chairman;  Frank  B.  Sanborn,   Edward  Wright,  Jr. 

The  first  speaker  of  the  evening  was  Dr.  Frederic  Bonnet, 
Jr.,  professor  of  chemistry,  Worcester  Polytechnic  Institute, 
who  spoke  on  the  subject,  **  Garbage  Disposal  at  Worcester, 
Mass.**  Dr.  Bonnet  described  in  a  most  interesting  manner  the 
methods  used  in  feeding  garbage  to  hogs,  and  the  steps  necessary 
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to  prevent  odors  and  to  preserve  sanitary  conditions  on  the 
farm.  He  also  spoke  of  the  methods  used  to  prevent  disease 
among  the  pigs.  An  excellent  collection  of  lantern  slides  was 
used  in  illustration. 

Mr.  W.  J.  Springborn,  manager  of  the  New  Bedford  Ex- 
tractor Company,  gave  a  talk  on  **  Garbage  Reduction  Plants/* 
describing  in  particular  the  plants  at  Cleveland,  Schenectady  and 
New  Bedford.  The  opaque  projector  was  used  to  throw  photo- 
graphs on  the  screen  and  added  considerably  to  the  interest 
of  the  talk. 

Mr.  E.  G.  Whittemore,  superintendent  of  the  Springfield 
Merg  Reduction  Company,  and  a  number  of  other  gentlemen, 
took  part  in  the  discussion. 

There  were  thirty  present.  On  account  of  the  severe 
storm,  only  a  few  of  the  out-of-town  members  were  present. 
Meeting  adjourned  at  10.40  o'clock. 

Frank  A.  Marston,  Ckrk. 


Boston,  Mass.,  March  3,  1915.  —  The  annual  meeting  of 
the  Sanitary  Section,  Boston  Society  of  Civil  Engineers,  was 
held  this  evening  in  the  Society  library,  Tremont  Temple. 

Dinner  was  served  at  the  Boston  City  Club  at  6  o'clock, 
in  one  of  the  private  dining  rooms  on  the  ninth  floor.  There 
were  36  present,  and,  as  usual,  the  occasion  was  a  ver>'  enjoy- 
able one. 

At  the  close  of  the  dinner  the  Chairman  surprised  the  Clerk 
in  a  most  delightful  way  by  presenting  him,  on  behalf  of  the 
Section,  with  a  gold  watch  charm  and  fob,  as  a  token  of  appre- 
ciation of  his  services  during  the  past  four  years.  A  large 
bouquet  of  roses  was  sent  to  Mrs.  Marston  with  the  compli- 
ments of  the  Section. 

The  Chairman  then  read  a  short  paper  dealing  with  the 
work  of  the  Section,  and  the  outlook  for  the  future.  Short 
addresses  were  also  made  by  Harrison  P.  Eddy,  President  of  the 
Society,  and  George  C.  Whipple,  Past-Chairman  of  the  Section. 

The  business  meeting  was  called  to  order  by  Chairman 
Bertram  Brewer  at  8.15  o'clock,  in  the  Society  library. 
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As  there  were  no  objections,  the  reading  of  the  minutes 
of  the  February  meeting  were  postponed  and  ordered  printed 
in  the  Journal. 

The  report  of  the  Executive  Committee  for  the  past  year 
was  read  by  the  Clerk.  Voted  to  accept  the  report  and  place  it 
on  file. 

The  report  of  the  nominating  committee  was  presented  by 
F.  B.  Sanborn.    Voted  to  accept  the  report. 

Voted  that  the  polls  be  closed  and  that  the  Clerk  be 
instructed  to  cast  a  ballot  for  the  officers  and  members  of  the 
Executive  Committee  as  nominated.  The  following  were 
declared  elected  to  serve  for  the  ensuing  year: 

Chairman — Stephen  DeM.  Gage. 
Vice-Chairman — Dr.  Frederic  Bonnet,  Jr. 
Cleik — Frank  A.  Marston. 

Additional  members  of  Executive  Committee:  Bertram 
Brewer,  Hiram  A.  Miller,  Austin  L.  Maddox. 

The  Chairman  then  presented  Mr.  David  A.  Hartwell, 
chief  engineer  of  the  Sewage  Disposal  Commission,  Fitchburg, 
Mass.,  who  read  a  very  interesting  paper  on  '*  The  Sewage 
Disposal  Works  at  Fitchburg,  Mass.**  At  the  close  of  the 
paper,  the  speaker  showed  some  seventy  lantern  slides,  illus- 
trating the  various  stages  of  the  construction  work  and  the 
details  of  the  several  structures. 

The  retiring  Chairman  then  introduced  the  new  Chairman 
of  the  Section,  Mr.  Stephen  DeM.  Gage,  who  spoke  briefly  in 
regard  to  the  work  of  the  Section. 

The  meeting  adjourned  at  9.45  o*clock.     There  were  61 

present  at  the  meeting. 

Frank  A.  Marston,  Clerk. 


APPLICATIONS  FOR  MEMBERSHIP. 

[March  8,  1915.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 
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The  Board  must  depend  ^largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Allen,  John  Edwards,  Worcester,  Mass.  (Age  22,  b.  Holyoke,  Mass.) 
Senior  at  Worcester  Polytechnic  Inst.,  civil  engineering  course.  Refers  to 
C.  M.  Allen,  Frederic  Bonnet,  Jr.,  A.  W.  French,  H.  C.  Ives  and  A.  J.  Knight. 

Brackett,  Leroy  GiLE,  Somerville,  Mass.  (Age  23,  b.  Biddeford.  Me.) 
(Graduate  of  Boston  Y.  M.  C.  A.  Evening  Polytechnic  School,  1913,  civil  en- 
gineering course.  From  winter  of  191 1  to  June,  1914,  with  Silverman  Engi- 
neering Co.  as  rodman,  transitman  and  draftsman;  since  that  time  has  been 
with  the  N.  Y.,  N.  H.  &  H.  R.  R.,  first  in  the  Construction  Dept.  and  later 
in  office  of  Division  Engineer,  under  J.  W.  Pearson;  has  worked  chiefly  as 
draftsman.  Refers  to  H.  W.  Bacon,  C.  B.  Humphrey,  C.  H.  Restall,  W.  J. 
Semple  and  A.  S.  Tuttle. 

CoBURN,  Raymond  Willard,  Weston,  Mass.  (Age  28,  b.  Weston,  Mass.) 
Graduate  of  Harvard  College,  1910,  degree  of  A.B.;  spent  last  half-year  in 
Graduate  School  of  Applied  Science;  entire  course  followed  civil  engineering 
lines.  From  Aug.,  1910,  to  Jan.,  191 1,  resident  engineer  with  Mass.  Highway 
Comm.;  from  Jan.  to  Sept.,  191 1,  with  Middlesex  County  as  transitman  and 
assistant  engineer;  from  Sept.,  191 1,  to  Jan.,  1912,  with  Mass.  Highway 
Comm.;  from  April  to  Oct.,  191 2,  engineer  for  Town  of  Nahant  on  highway 
work;  from  Oct.,  1912,  to  Jan.,  1914,  resident  engineer  for  Mass.  Highway 
Comm.  in  Dracut  and  Methuen;  from  Jan.,  1914,  to  date,  resident  engineer 
for  Mass.  Highway  Comm.  in  Swampscott.  Refers  to  G.  W.  Cutting,  Jr., 
A.  W.  Dean,  H.  J.  Hughes,  F.  H.  Kendall,  J.  J.  Preble  and  A.  E.  Tarbell. 

Foley,  Ernest  Leon,  West  Newton,  Mass.  (Age  21,  b.  Waltham,  Mass.) 
Graduate  of  NcA^ton  Technical  High  School;  student  in  extension  courses. 
University  of  Wisconsin,  and  in  evening  buildings  course  at  Mass.  Inst, 
of  Technology.  Practical  experience  covers  period  of  nearly  four  years  and 
includes  work  as  draftsman  and  erection  suf)erintendent  on  various  kinds  of 
machinery.    Refers  to  H.  W.  Haywood,  H.  B.  Johnson  and  W.  H.  LawTence. 

CfAMMAge,  .Arthur  L.,  Everett,  Mass.     (Age  30,  b.  VV^oonsocket,  R.  I.) 
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Graduate  of  Worcester  Polytechnic  Inst.,  1907.  From  Oct.,  1907,  to 
March,  191 1,  assistant  chemist  for  Connecticut  State  Board  of  Health;  from 
March,  191 1,  to  date,  chemist  for  Robert  Spurr  Weston,  consulting  engineer, 
Boston,  Mass.  Refers  to  F.  P.  Bonnet,  Jr.,  H.  P.  Eddy,  F.  A.  Marston, 
G.  A.  Samp>son,  E.  C.  Sherman  and  R.  S.  Weston. 

Gaudreau,  Lucien  Ernest  Damien,  South  Braintree,  Mass.  (Age  27, 
b.  New  Bedford,  Mass.)  Received  technical  education  from  I.  C.  S.,  course 
in  mining  engineering,  1908,  and  course  in  theory  and  design  of  steel  and 
concrete  at  Franklin  Union,  1912.  From  Sept.,  1909,  to  Oct.,  1910,  chain- 
man  and  rodman  on  irrigation  projects  with  Arnold  Engineering  Co.  of  Chi- 
cago, at  Denver,  Colo.;  from  Oct.,  19 10,  to  date,  with  N.  Y.,  N.  H.  &  H.  R. 
R.  Co.,  Boston,  first  as  rodman  in  Maintenance  of  Way  Dept.,  later  as 
inspector  and  finally  as  transitman.  Refers  to  Isaac  Rich,  H.  L.  Ripley, 
G.  T.  Sampson,  A.  S.  Tuttle  and  H.  L.  White. 

Greene,  Francis  Ingraham,  Newport,  R.  I.  (Age  32,  b.  Newport, 
R.  I.)  Graduate  of  Brown  University,  degree  of  B.S.  in  civil  engineering, 
1906.  From  July,  1906,  to  Dec,  191 1,  with  O.  Perry  Sarle,  civil  engi- 
neer, Providence,  R.  I.;  from  Dec.,  191 1,  to  date,  with  U.  S.  Engineer 
Department;  is  now  Junior  Engineer  with  that  department.  Refers  to  A.  S. 
Ackerman,  A.  H.  Blanchard,  H.  B.  Drowne  and  A.  J.  Ober. 

Miller,  James  Mark  Reavely,  Roxbury,  Mass.  (Age  37,  b.  Gala- 
shields,  County  of  Selkirk,  Scotland.)  Graduate  of  Edinburgh  Normal 
School,  1892;  student  for  five  years  in  engineering  classes  of  Boston  Y.  M.  C.  A. 
evening  school,  American  School  of  Correspondence,  etc.  During  year  1901 
with  sugar  mill  company  in  Porto  Rico  on  erection  of  machinery  and  build 
ings;  from  1902  to  1904  with  General  Electric  Co.,  Lynn  and  Schenectady, 
on  detail  and  design  of  special  machinery  and  buildings;  1905,  with  Kindl  & 
Glaflfey,  consulting  engineers,  on  general'  office  work,  inspection  and  reports; 

1906,  with  Westinghouse,  Church,  Kerr  &  Co.,  on  structural  steel  design 
and  details;  also  with  W.  S.  Barstow  Co.,  New  York,  N.  Y.;  1908  with  city 
engineer  of  San  Francisco  on   inspection  of   reinforced    concrete   cisterns; 

1907,  with  Associated  Oil  Co.  of  California  on  remodeling  of  plant;  from 
1909  to  1910,  with  D.  H.  Burnham  Co.,  Chicago,  on  structural  steel  design 
and  detail;  from  1912  to  1913,  with  Interstate  Commerce  Commission;  19 14, 
with  city  architect  of  Cleveland,  O.,  on  designing  and  supervision  of  all  his 
engineering  work;  191 5,  designing  structural  steel  for  architects  and  industrial 
corporations.     Refers  to  C.  M.  Spofford. 

Newsom,  Reeves  Jose,  Swampscott,  Mass.  (Age  21,  b.  Columbus, 
Ind.)  Graduate  of  Purdue  University,  1913;  one  year's  graduate  work  at 
Mass.  Inst,  of  Technology,  1913-14.  Since  June,  1914,  has  been  in  the  office 
of  city  engineer,  Lynn,  Mass.,  on  water  supply  work.  Refers  to  H.  K.  Bar- 
rows, C.  B.  Breed,  R.  H.  Sutherland  and  W.  L.  Vennard. 

Sarle,  Oliver  Perry,  Providence,  R.  I.  (Age  52,  b.  Warwick,  R.  I.) 
Began  practice  of  engineering  with  J.  Herbert  Shedd,  1886;  since  that  date 
has  been  employed  chiefly  on  hydraulic  and  sanitary  work;  has  had  experi- 
ence on  about  forty  dams  and  over  fifty  water- works  plants;  recently  built 
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sewage  disposal  works  for  Central  Falls,  R.  I.,  and  is  now  designing  for 
Warwick,  R.  I.,  water- works  plant  which  will  inv^olve  expenditure  of  more 
than  a  half-million  dollars.  Refers  to  W.  D.  Bulloc,  G.  A.  Carpenter,  O.  F. 
Clapp,  J.  W.  Ellis,  A.  T.  Safford  and  F.  E.  Waterman. 

Taylor,  Philip  W.,  Fitchburg,  Mass.  (Age  26,  b.  Arlington,  Mass.) 
Graduate  of  Mass.  Inst,  of  Technology,  1910,  civil  engineering 
course.  From  June  to  Oct.,  1910,  transitman  with  C.  C.  C.  &  St.  L. 
R.  R.;  from  Oct.,  1910,  to  June^  1911,  transitman  with  B.  &  M.  R.  R.; 
from  June,  1911,  to  Sept.,  1912,  transitman  with  Sewage  Disposal 
Commission,  Fitchburg,  Mass.;  from  Sept.,  1912,  to  date,  assistant 
engineer  with  Sewage  Disposal  Commission,  Fitchburg,  in  charge  of  designs 
and  office  work.  Refers  to  H.  P.  Eddy,  D.  A.  Hartwell,  F.  A.  Marston, 
Dwight  Porter,  J.  P.  Snow  and  C.  M.  Spofford. 


LIST  OF  MEMBERS. 

ADDITIONS. 

Alden,  F" redbrick  T 109  Porter  St.,  Maiden,  Mass. 

Baker,  Lloyd  E 51  Congress  Ave.,  Providence,  R.  I. 

Brown,  Walter  K 227  Rawson  Road,  Brookline  Mass. 

Carr,  Joseph  L 91  Bcllingham  St.,  Chelsea,  Mass. 

CoNANT,  Wallace  B Concord,  Mass. 

Curtis.  Fayette  S 7  Revere  St.,  Jamaica  Plain,  Mass. 

Dalton,  Marshall  B 12  Newbury  St.,  Boston,  Mass. 

Davis,  Harold  F 441  Main  St.,  Reading,  Mass. 

DeMerritt,  Robert  E 119  Haven  St.,  Reading,  Mass. 

DiNGMAN,  Charles  F Palmer,  Mass. 

DowsT,  Everett  F Concord,  N.  H. 

DuRGiN,  Clyde  M 21  Ashfield  St.,  Roslindale,  Mass. 

Eberhard,  Walter  C 138  Poplar  St.,  Roslindale,  Mass. 

Eddy,  Harrison  P.,  Jr 65  Gray  Cliff  Road,  Newton  Centre,  Mass. 

Edgar,  Charles  L 70  State  St.,  Boston,  Mass. 

Farwell,  Robert  B 15  Beacon  St.,  Boston,  Mass. 

Flett,  Louis  E 154  Youle  St.,  Melrose,  Mass. 

Gallene,  Victor  J Y.  M.  C.  A.,  Fall  River,  Mass. 

Gladding,  Raymond  D 1049  Beacon  St.,  Brookline,  Mass. 

Hakes,  Jesse  F 37  W.  Preston  St.,  Baltimore,  Md. 

Hanna,  John  B 273  Middle  St.,  Pawtucket,  R.  I. 

Hubbard,  Carl  P 26  Vernon  St.,  Woburn,  Mass. 

IvES,  Howard  C Worcester  Polytechnic  Inst.,  Worcester,  Mass. 

Knight,  Arthur  J Worcester  Polytechnic  Inst.,  Worcester,  Mass. 

Knowlton,  Arthur  W St.  Johnsbury,  Vt. 

Nichols,  John  R 82  Avon  Hill  St.,  Cambridge,  Mass. 

O'Brien,  James  A 100  Bloomingdale  St.,  Chelsea,  Mass. 
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Patton,  Eugene  S i66  Mulberry  St.,  Pawtucket,  R.  I. 

PiNKHAM,  Millard  B 172  Walnut  Ave.,  Roxbury,  Mass. 

Preble,  Frank  L 14  Beacon  St.,  Boston,  Mass. 

Smith,  Frederick  D 25  Waverley  St.,  Maiden,  Mass. 

Thayer,  Burdett  C Clinton,  Mass. 

Thomas,  Howard  C 200  Washington  St.,  Wellesley  Hills,  Mass. 

Tosi,  Joseph  A 15  Harvard  St.,  Worcester,  Mass. 

Wales,  Withrop  L 11  Danville  St.,  West  Roxbury,  Mass. 

Worcester,  Robert  J.  H 5  Stow  St.,  Concord,  Mass. 

changes  of  address. 

Beach,  Theodore  M iii  Bowles  St.,  Springfield,  Mass. 

Bessey,  Roy  F 273  Martense  St.,  Brooklyn,  N.  Y. 

Bryer,  Charles  S 313  Hunnewell  St.,  Needham  Heights,  Mass. 

Carter,  Frank  H 284  Lincoln  Ave.,  Cliftondale,  Mass. 

Carter,  Harold  L 281  Tappan  St.,  Brookline,  Mass. 

Chamberlin,  George  E 15th  St.  and  Western  Ave.,  Chicago,  111. 

Coffin,  S.  P 135  Harvard  St.,  Medford,  Mass. 

Dalton,  Thomas  V 16  Ridgemont  St.,  Allston,  Mass. 

Dashper,  Frederick  C 835  Hyde  St.,  San  Francisco,  Cal. 

Ellis,  Lester  F 493  Commercial  St.,  Portland,  Me. 

Fogg,  Benjamin  G Maine  St.,  West  Newbury,  Mass. 

Foster,  Willard  M Shrewsbury,  Mass. 

Gartland,  Edward  V 71  Topliff  St.,  Dorchester,  Mass. 

Gerrish,  Herbert  T 172  Condor  St.,  East  Boston,  Mass. 

Hale,  Robert  S 939  Boylston  St.,  Boston,  Mass. 

Hathaway,  Erwin  O Nashua,  N.  H. 

Hosmer,  George  L Mass.  Inst,  of  Technology,  Boston,  Mass. 

Kidd,  Alexander  L 501  City  Hall  Annex,  Boston,  Mass. 

Lee,  Edward  G 11  Lisbon  St.,  Lewiston,  Me. 

Link,  John  W 208  S.  La  Salle  St.,  Suite  1900,  Chicago,  111. 

LocHRiDGE,  Elbert  E Box  1238,  Springfield,  Mass. 

Macksey,  Henry  V Supt.  of  Public  Works,  Woburn,  Mass. 

Miller,  William  L 171  Alford  St.,  Boston,  Mass. 

Morse,  Charles  F 215  Clinton  St.,  Watertown,  N.  Y. 

Robinson,  Harold  L 27  Winthrop  St.,  Winchester,  Mass. 

Sargent,  Albert  F 423  Main  St.,  Maiden,  Mass. 

Saville,  Thorndike Wilder  Laboratory,  Hanover,  N.  H. 

Starr,  John  A 31  Brighton  Ave.,  Allston,  Mass. 

Storrs,  Harry  A 720  South  6th  Ave.,  Tucson,  Ariz. 

Tannatt,  Willard  C,  Jr Town  Hall,  Easthampton,   Mass. 

Whipple,  George  C 6  Berkeley  Place,  Cambridge,  Mass. 

Wiley,  Walter  T 703  City  Hall  Annex,  Boston,  Mass. 
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EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  othei  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  avaikAhy  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

290.  Age  31.  Student  for  two  years  at  Mass.  Inst,  of  Technology. 
Has  had  eight  years'  experience  in  drawing,  including  five  years  on  mechanical 
and  three  on  civil  engineering  work;  has  had  experience  on  location  and  val- 
uation field  work  for  railroads  and  on  structural  steel  and  concrete  work. 
Salary  desired,  $20  per  week. 

291.  Age  24.  Received  technical  education  at  Mass.  Inst,  of  Tech- 
nology, civil  engineering  course,  class  of  19 13.  Has  had  one  year's  experience 
in  drafting  and  inspecting  for  cotton  mill.    Salary  desired,  $3  per  day. 

292.  Age  27.  Graduate  of  Mass.  Inst,  of  Technology,  1909,  degree 
of  S.B.  in  civil  engineering.  Has  had  one  year's  experience  in  surveying 
with  Comm.  of  Mass.;  two  years  as  assistant  in  civil  engineering  at  Mass. 
Inst,  of  Technology;  six  months  as  assistant  superintendent  with  Aberthaw 
Construction  Co.;  one  year  as  hydraulic  engineer,  U.  S.  F.  S.,  on  stream  gaging; 
six  months  as  structural  steel  draftsman;  two  years  as  designing  engineer  on 
reinforced  concrete;  six  months  as  superintendent  on  construction  of  water 
and  sewerage  plant.  Desires  designing  or  executive  engineering  work,  prefera- 
bly in  office;   salary  to  be  commensurate  with  work. 

293.  Age  40.  Special  student  at  Mass.  Inst,  of  Technology  for  three 
years.  Has  had  over  twelve  years'  exp>erience  with  various  engineering  firms 
and  architects  in  Boston  and  vicinity;  experience  includes  all  classes  of  con- 
struction drafting  and  writing  of  construction  specifications*  has  had  charge 
of  men.    Salary  desired,  $25  per  week. 

294.  Age  27.  Graduate  of  Tutts  College,  1914,  ^^ith  degree  of  B.S. 
in  civil  engineering.  Has  had  one  summer's  exjjerience  as  rodman  for  city 
engineer  and  four  months'  experience  as  draftsman  and  detailer  on  rein- 
forced concrete  work  with  Stone  &  Webster  Engrg.  Corp.  Desires  field  or 
office  work  in  civil  or  structural  engineering.    Salary  desired,  $60  per  month. 

295.  Age  26.  (jraduate  of  Mass.  Inst,  of  Technology.  Has  had  three 
months'  experience  as  transit  man  for  city  engineer,  Beverly;  three  months  as 
inspector  on  sewer  construction  for  city  engineer,  Maiden;  two  and  a  half 
months  on  water  system  installation  at  Duxbur>^   two  months  on  New  York 
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State  Barge  Canal  as  junior  assistant  engineer.     Desires  position  as  transit- 
man,  inspector  or  assistant  engineer.    Salary  desired,  $i8  per  week. 

296.  Age  34.  Received  technical  education  at  Mechanic  Arts  High 
School,  Boston,  and  from  one  year's  study  in  technical  courses  at  Franklin 
Union.  Has  had  one  year's  experience  as  rodman  for  Met.  Park  Comm.; 
three  years  as  transitman  on  surveys  and  construction  of  electric  roads;  one 
year  as  instrumentman  with  Charles  River  Basin  Comm. ;  three  and  one-half 
years  as  topographic  draftsman,  Bureau  of  Engineering,  Borough  of  Rich- 
mond, New  York  City;  three  years  on  municipal  and  private  work  for  Geo. 
A.  Smith,  town  engineer,  Norwood,  Mass.;  one  year  with  Stone  &  Webster 
as  draftsman  and  inspector  on  new  Technolog^y  buildings.  Desires  position 
with  contractor  or  town  engineer. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Annual  Report  of  Director  of  Geological  Survey  for  1913-14. 

Deep  Well  at  Charleston,  South  Carolina.  Lloyd  William 
Stephenson. 

Geology  and  Oil  Prospects  of  Northwestern  Oregon.  Ches- 
ter W.  Wash bu me. 

Geology  of  Hanagita-Bremner  Region,  Alaska.  Fred  H. 
Moffit. 

Glacier  National  Park.    Marius  R.  Campbell. 

Gold,  Silvei,  Copper,  Lead  and  Zinc  in  Arizona  in  1913. 
V.  C.  Heikes. 

Gold,  Silver,  Copper,  Lead  and  Zinc  in  Colorado  in  191 3. 
Charles  W.  Henderson. 

Gold,  Silver,  Copper,  Lead  and  Zinc  in  Montana  in  19 13. 
V.  C.  Heikes. 

Publications  by  Survey  Authors  on  Metals  and  Non- 
Metals  except  Fuels.    Isabel  P.  Evans,  Ed. 

Rochester  Mining  District,  Nevada.    Frank  C.  Schrader. 

Rutile  Deposits  of  Eastern  United  States.  Thomas  L. 
Watson. 

Results  of  Spirit  Leveling  in  Nebraska,  1896  to  1913  in- 
clusive.    R.  B.  Marshall. 
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Results  of  Spirit  Leveling  in  Wisconsin,  1897  to  1913  inclu- 
sive.    R.  B.  Marshall. 

Water-Supply  Papers  331  and  335. 

State  Reports. 

Louisiana.  Cotton  Warehouses  and  Terminal  at  New- 
Orleans.    Ford,  Bacon  &  Davis. 

Massachusetts.  Annual  Report  of  State  Board  of  Health 
for  1913. 

County  Reports. 

Essex  County,  Mass.    Engineer's  Report  for  19 14. 

Municipal  Reports. 

Boston,  Mass.     Building  Law. 

London,  England.  Abstract  of  Accounts,  Metropolitan 
Water  Board,  for  1913-14. 

Minneapolis,  Minn.  Annual  Reports  of  Registrar  of  Water 
Works  for  1903,  1910  and  1913. 

North  Adams,  Mass.  Annual  Report  of  Department  of 
Public  Works  for  1914. 

Miscellaneous. 

Aborigines  of  South  America.  G.  E.  Church.  Gift  of 
Clemens  Herschel. 

Engineering  Index  for  1914. 

Institution  of  Civil  Engineers  (London).    Minutes  of  Pro-  i 

ceedings,  Vol.  CXCVII.  j 

Industrial  Arts  Index  for  1914. 

Leonardo  da  Vinci.     Richard  Muther. 

Leonardo  da  Vinci's  Note-books.    Edward  McCurdy,  Tr. 

Leonard  de  Vinci.     Gabriel  Seailles. 

Leonardo  der  Techniker  und  Erfinder.    Franz  M.  Feldhaus. 

(The)  Miracle  Man.    Frank  L.  Packard. 

Above  five  items  gift  of  Clemens  Herschel. 

New  International  Encyclopaedia,  Vols.  VII  and  VIII. 

Vitruvius:  The  Ten  Books  on  Architecture.  Morris  Hickey 
Morgan,  Tr.    Gift  of  Clemens  Herschel. 

Library  Committee. 
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NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

Commonwealth  of  Massachusetts.  —  Directors  of  the 
Port  of  Boston.  —  Hydraulic  dredge  Tampa  at  work  in  re- 
served  channel  placing  dredged  material  inside  bulkheads  of 
proposed  piers  near  dry-dock  site. 

Boston  Transit  Conmiission.  —  Dorchester  Tunnel.  —  The 
work  on  Sections  D  and  E  was  described  in  the  February  issue 
of  the  Journal. 

Work  will  soon  commence  on  the  construction  of  Section 
H,  located  in  Dorchester  Ave.  between  Old  Colony  Ave.  and 
Woodward  St.,  and  about  2  200  ft.  long.  The  structure  is  to 
be  mainly  of  reinforced  concrete,  and  consists  of  a  double-track 
tunnel  to  be  built  by  the  cut-and-cover  method.  The  work  also 
includes  a  pump  well,  an  emergency  exit  and  sewer  changes. 

City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Sei^vice.  —  Work  is  in  progress  on  the  fol- 
lowing streets : 

Deeiing  Road,  Blue  Hill  Ave.  to  Harvard  St.  Bituminous  macadam. 

Spring  St.,  Gardner  St.  to  Webster  St.  Bituminous  macadam. 

Seaver  St.,  Humboldt  Ave.  to  Walnut  Ave.  Excavating  and  grading. 

Seaver  St..  Humboldt  Ave.  to  Blue  Hill  Ave.  Excavating  and  grading. 

Temple  St.,  Spring  St.  to  Ivory  St.  Excavating  and  grading. 

East  First  St.,  Across  water  passage^^'ay.  Building  *ea  wall. 

Public  Works  Department,  Sewer  and  W^ater  Division, 
Sewer  Service.  —  The  following  work  is  in  progress: 

Beach  St.,  between  Atlantic  Ave.  and  Harrison  Ave.,  replac- 
ing wooden  sewer  with  one  of  reinforced  concrete. 

Union  Park  St.,  sewage  pumping  station;  installing  mo- 
tors. 

Milton  St.  (Hyde  Park),  sewage  ejector  pumping  station; 
completed  but  not  in  commission. 

Dorchester  Brook  sewer,  rebuilding  between   Brook  Ave. 
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Place  and  Brookford  St.,  Dorchester,  large  concrete  surface 
drain  and  12  in.  and  15  in.  pipe  sanitary  sewers  in  same  trench. 

Davenport  Brook  concrete  conduit,  Adams  and  Minot  Sts., 
Dorchester. 

Dent  Street  Brook  conduit,  West  Roxbury,  in  private  land; 
Pleasant  and  Lagrange  Sts.,  circular  concrete  conduit. 

Faneuil  Valley  Brook  conduit  in  Faneuil  and  Oakland  Sts., 
between  Newcastle  Road  and  Bennett  St.,  Brighton;  large  cir- 
cular concrete  conduit  and  12-in.  pipe  sanitary  sewer. 

The  Fore  River  Shipbuilding  Co.,  Quincy,  Mass.,  has  the 
following  work  in  progress : 

U.  S.  Battleship  Nevada. 

Nineteen  U.  S.  submarine  boats. 

U.  S.  Torpedo  Boat  Destroyers  Gushing,  Tucker,  No*  63 
and  No,  64. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,  APRIL  21,  1915, 

at  7.45  o'clock  P.M.,  in  Chipman  Hall,  Tremont  Temple, 
Boston. 

Mr.  J.  Albert  Holmes  will  read  a  paper  entitled  **  Con- 
struction of  the  Earth  Dam  at  Somerset,  Vermont.'*  Mr. 
Holmes,  who  was  the  resident  engineer  during  the  construction 
of  this  dam,  will  illustrate  his  paper  with  a  number  of  lantern 
slides  showing  the  work  during  its  construction. 

S.  E.  TiNKHAM,  Secretary. 


PAPERS  IN  THIS  NUMBER. 

**  The  Elimination  of  Grade  Crossings,"  L.  Bayles  Reilly. 

Address  at  the  Annual  Meeting,  March  17,  191 5,  Harrison 
P.  Eddy. 

Address  at  the  Annual  Meeting  of  the  Sanitary  Section, 
March  3,  1915,   Bertram  Brewer. 


Current  Discussions. 

Discussion 
Paper.  Author.  Published.  Closes. 

**  Insurance  for  Engineers."    N.  H.  Daniels.   March.   May  15. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  S>ociety. 

I* 
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Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  preceding 
the  month  of  publication. 


MINUTES   OF  MEETINGS. 

.  Boston,  February  24,  191 5.  —  A  special  meeting  of  the 
Society  was  held  this  evening  in  the  Society  Rooms,  and  was 
called  to  order  by  the  President,  Harrison  P.  Eddy,  at  8  o'clock. 
There  were  56  members  and  visitors  present. 

The  meeting  was  held  to  discuss  some  of  the  problems  of 
the  inspector.  The  particular  topic  taken  up  was,  *'  Rust  on 
Reinforcing  Rods  and  Its  Effect  on  the  Strength  of  Concrete.** 

The  discussion  was  opened  by  Mr.  J.  R.  Worcester^  who  was 
followed  by  Messrs.  C.  R.  Gow,  P.  B.  Walker,  A.  O.  Doane, 
R.  A.  Hale,  H.  F.  Bryant,  J.  L.  Howard  and  others  of  the  Society, 
and  by  Prof.  W.  C.  Voss  of  the  Wentworth  Institute  of  Boston. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary. 

Boston,  March  10,  1915.  —  A  special  meeting  of  the 
Society  was  held  in  the  Assembly  Hall  of  the  Engineers  Club  this 
evening,  and  was  called  to  order  by  the  President,  Harrison  P. 
Eddy,  at  8  o'clock.    There  were  65  members  and  visitors  present. 

The  President  introduced  the  speaker  of  the  evening,  the 
Hon.  James  Logan,  ex-mayor  of  Worcester,  Mass.,  who  delivered 
an  exceedingly  interesting  address  entitled  **  The  Public  Service 
Corporation  and  the  Municipality.*' 

Discussion  followed,  in  which  Mr.  F.  J.  Macleod,  chairman 
of  the  Public  Service  Commision,  and  Mr.  Alonzo  R.  Weed, 
chairman  of  the  Board  of  Gas  and  Electric  Light  Commissioners, 
took  part. 

S.  E.  TiNKHAM,  Secretary. 

Boston,  March  17,  1915.  —  The  sixty-seventh  annual 
meeting  of  the  Boston  Society  of  Civil  Engineers  was  held  at 
the  new  club-house  of  the  Boston  City  Club,  Somerset  Street, 
Boston,  at  12  o'clock  M.,  President  Harrison  P.  Eddy  in  tbexhair. 

The  reading  of  the  record  of  the  last  regular  meeting  was, 
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by  vote,  dispensed  with  and'it  was  approved  as  printed  in  the 
March  Journal.  The  records  of  the  special  meetings  held  on 
February  24  and  March  10  were  read  by  the  Secretary,  and  by 
vote  they  were  approved. 

The  Secretary  reported  for  the  Board  of  Government  that 
it  had,  on  March  5,  1915,  elected  to  membership  in  the  grades 
named,  the  following  candidates: 

Members — Robert  Edward  Barrett,  John  James  Eisnor, 
Leroy  Ernest  Gardner,  Harry  Gilbert  Hunter,  Abraham  Lincoln 
Lampie,  Richard  James  McNulty,  Edward  Smulski  and  David 
Y.  Swaty. 

Juniors  —  Herbert  Nelson  Ackerson,  Walter  Harrington  and 
Joseph  Ernest  Roy. 

It  had  also  elected,  by  unanimous  vote,  as  honorary  mem- 
bers, Clemens  Herschel  and  Hiram  F.  Mills. 

The  Secretary  read  the  annual  report  of  the  Board  of  Govern- 
ment, and  by  vote  it  was  accepted  and  ordered  to  be  placed  on 
file. 

The  Treasurer  presented  and  read  his  annual  report.  By 
vote,  it  was  accepted  and  ordered  to  be  placed  on  file.  He  also 
read  the  report  of  the  auditing  committee,  and  by  vote  it  was 
accepted  and  ordered  to  be  placed  on  file. 

The  Secretary  read  his  annual  report,  and  by  vote  it  was 
accepted  and  ordered  to  be  placed  on  file. 

Mr.  Wason,  chairman  of  the  Excursion  Committee,  made  a 
verbal  report  which  was  accepted. 

The  Librarian  read  the  annual  report  of  the  Committee  on 
the  Library,  and  by  vote  the  report  was  accepted  and  ordered 
to  be  placed  on  file. 

The  Secretary  read  the  annual  report  of  the  Committee  on 
Social  Activities,  and  by  vote  it  was  accepted  and  ordered  to 
be  placed  on  file. 

On  motion  of  Mr.  C.  W.  Sherman,  it  was  voted  to  refer  to 
the  Board  of  Government,  with  full  powers,  the  question  of 
appointing  the  special  committees  of  the  Society. 

On  motion  of  Past-President  Fay,  the  following  resolution 
was  unanimously  adopted: 

Resolved,  that  the  thanks  of  the  Boston  Society  of  Civil 
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Engineers  are  hereby  tendered  to  Roland  B.  Pendergast  for  his 
efficient  services  in  preparing  and  securing  the  publication  of 
suitable  press  notices  relating  to  the  activities  of  the  Society  dur- 
ing the  past  year. 

On  motion  of  Mr.  C.  W.  Sherman,  the  following  vote  was 
unanimously  adopted: 

Voted,  that  the  thanks  of  the  Society  be  extended  to  the  Hon. 
James  Logan  for  the  very  able  and  interesting  address  which 
he  delivered  at  the  special  meeting  of  March  lo,  1915. 

It  was  also  voted  unanimously  to  send  some  flowers  to  Mr. 

E.  M.  Blake,  chairman  of  the  Committee  on  Social  Activities, 
who  is  confined  to  his  house  by  serious  sickness,  and  to  express 
to  him  the  best  wishes  of  the  Society  and  its  earnest  hope  for  his 
speedy  restoration  to  health. 

The  President  read  a  letter  from  Prof.  George  F.  Swain, 
chairman  of  the  Boston  Transit  Commission,  extending  an 
invitation  to  the  members  of  the  Society  to  visit  this  afternoon 
the  new  Washington  Station  of  the  Dorchester  Tunnel  Subway. 

The  retiring  President,  Mr.  Harrison  P.  Eddy,  then  delivered 
an  address,  entitled  **  The  Duties  and  Sphere  of  Action  of  a  Local 
Engineering  Society  with  Special  Reference  to  the  Boston 
Society  of  Civil  Engineers.'* 

The  members  then  adjourned  to  the  auditorium  of  the 
club,  to  partake  of  the  thirty-third  annual  dinner.  At  the  close 
of  the  dinner,  business  was  resumed,  and  Past-President  Henry 

F.  Bryant,  at  the  request  of  the  President,  presented,  in  the  name 
of  the  Society,  the  Desmond  FitzGerald  medal  for  the  year  1914 
to  Joseph  Ruggles  Worcester,  for  his  paper  entitled  **  Boston 
Foundations.'*  Mr.  Worcester  expressed  his  appreciation  of  the 
honor  accorded  him  in  the  presentation  of  the  medal,  and  thanked 
the  Society  for  the  same. 

The  tellers  of  election,  Messrs.  Hiram  A.  Miller  and  Henry 
B.  Wood,  then  submitted  their  report  giving  the  result  of  the 
letter  ballot.  In  accordance  with  this  report  the  President  an- 
nounced that  the  following  officers  had  been  elected: 

President  —  Charles  R.  Gow. 

Vice-President  (for  two  years)  —  Ralph  E.  Curtis. 
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Secretary  —  S.  Everett**  Tinkham. 
Treasurer  —  Frank  O.  Whitney. 

Directors  (for  two  years)  —  Edmund  M.  Blake  and  George 
C.  Whipple. 

The  President  then  called  upon  Mr.  Robert  Spurr  Weston 
and  Mr.  Irving  E.  Moultrop,  each  of  whom  had  received  hearty 
support  for  the  office  of  president,  to  tell  the  members  what  they 
had  proposed  doing  if  they  had  been  elected.  They  responded  in 
a  facetious  vein  which  was  thoroughly  enjoyed  by  the  members. 
The  President-elect,  Mr.  Charles  R.  Gow,  was  then  presented  and 
responded  in  a  similar  happy  manner,  but  concluded  by  ex- 
pressing his  sincere  thanks  for  the  honor  they  had  bestowed  on 
him  in  this  election  and  promised  to  do  all  in  his  power  to  forward 
the  best  interests  of  the  Society. 

Mr.  Frederick  H.  Newell,  consulting  engineer.  United 
States  Reclamation  Service,  then  delivered  an  illustrated  lecture 
on  "  Engineering  and  Economic  Results  Obtained  by  the  United 
States  Reclamation  Service,'*  to  which  address  his  audience 
listened  with  deep  interest. 

In  the  evening  the  **  Smoker  "  was  held  in  the  auditorium, 
the  attendence  being  260.  There  was  music  by  an  orchestra, 
the  old  songs  and  some  new  ones  by  members,  and  an  enter- 
tainment by  Mr.  Thrasher  in  Canadian  patois  and  Mr.  Star- 
buck  on  the  xylophone.  Light  refreshments  were  served  during 
the  evening. 

S.  E.  Tinkham,  Secretary. 

Boston,  March  31,  191 5.  —  A  special  meeting  of  the  Bos- 
ton Society  of  Civil  Engineers  was  held  this  evening  at 
Chipman  Hall,  Tremont  Temple,  and  was  called  to  order 
by  the  President,  Charles  R.  Gow.  There  were  104  members 
and  visitors  present. 

The  President  introduced  Mr.  Edward  F.  McSweenev, 
Chairman  of  the  Directors  of  the  Port  of  Boston,  who  gave  an 
address  on  **  The  Future  of  the  Port  of  Boston/*  The  address 
was  illustrated  by  a  number  of  lantern  slides  and  maps.  A  short 
discussion  followed  the  address,  during  which  Mr.  McSweeney 
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very  kindly  answered  a  number  of  questions  asked  by  those 
present. 

On  motion  of  Past-President  Eddy,  a  rising  vote  of  thanks 
was  tendered  Mr.  McSweeney  for  his  kindness  in  presenting, 
in  so  interesting  a  manner,  the  topic  of  the  evening. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary, 


ANNUAL  REPORTS. 

Annual  Report  of  the  Board  of  Government  for  the  Year  1914-15. 

Boston,  Mass.,  March  17,  19 15. 
To  the  Members  of  the  Boston  Society  of  Civil  Engineers: 

Pursuant  to  the  requirements  of  the  Constitution,  the  Board  of  Govern- 
ment presents  its  report  for  the  year  ending  March  17,  1915. 

The  total  membership  of  the  Society  a  year  ago  was  837,  ot  whom  762 
were  members,  37  juniors,  2  honorary  members,  22  associates,  and  14  were 
members  of  the  Sanitary  Section  only. 

The  total  loss  in  membership  during  the  year  has  been  33,  of  whom  19 
resigned,  10  forfeited  membership  on  account  ot  non-payment  of  dues  and 
4  have  died. 

There  has  been  added  to  the  Society  during  the  year  a  total  of  124  mem- 
bers of  all  grades:  120  have  been  elected  and  have  completed  their  member- 
ship, 4  have  been  reinstated,  4  juniors  and  i  associate  have  been  transferred 
to  the  grade  ot  member,  and  i  member  has  been  made  an  honorary  member; 
23  have  been  elected  to  membership  but  have  not  as  yet  completed  their 
membership,  and  one  honorary  member  has  not  yet  accepted  his  election. 
Fifty- two  applications  are  now  before  the  Board  for  action. 

The  present  membership  of  the  Society  consists  of  3  honorary  members, 
832  members,  58  juniors,  24  associates  and  11  members  of  the  Sanitary  Sec- 
tion only,  making  a  total  membership  of  928 ;  to  this  might  be  added  those  who 
have  not  completed  their  membership  and  whose  applications  are  still  before 
the  Board,  making  a  grand  total  of  i  004. 

The  Board  of  Government  by  unanimous  vote  has  elected  as  honorary 
members,  Clemens  Herschel  of  New  York  City,  who  joined  the  Society  June 
8,  1874,  and  continued  his  membership  to  date;  and  Hiram  F.  Mills,  of  Lowell, 
Mass.  Mr.  Herschel  served  as  treasurer  of  the  Society  from  September  4, 
1874,  to  March  17,  1880,  and  as  president  from  March  17,  1890,  to  March  18, 
1891. 

The  record  of  deaths  during  the  year  is  — 

Albert  H.  Howland,  died  April  5,  19 14. 

Clifford  N.  Cochrane,  died  August  8,  1914. 

Levi  G.  Hawkes,  died  November  8,  19 14. 

Lucian  A.  Taylor,  died  November  19,  1914* 
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By  virtue  of  authority  grant^^  by  By-Law  8,  the  Board  of  Government, 
for  reasons  which  it  deems  sufficient,  have  remitted  the  dues  of  twenty-three 
members  of  the  Society. 

Ten  regular  and  four  special  meetings  have  been  held  during  the  year. 
The  average  attendance  at  the  ten  regular  meetings  was  152,  the  largest 
being  396  and  the  smallest  63;  and  at  the  four  special  meetings  the  average 
attendance  was  52,  the  largest  being  65  and  the  smallest  36. 

The  following  papers  and  talks  have  been  given  at  the  meetings: 

March  j8,  1914.  —  Nelson  P.  Lewis,  "  City  Planning  from  the  Stand- 
point of  the  Engineer."     (Illustrated.) 

March  25,  IQ14  (special  meeting). —  Leslie  H.  Allen,  "  Cost  Accounting  on 
Construction  Work.*' 

April  IS,  191 4. —  J.  S.  Miller,  Jr.,  "Asphalt  and  Asphaltic  Street  and 
Road  Construction."     (Illustrated  with  motion  pictures.) 

May  24f  1914, —  Edward  S.  Larned,  "The  Manufacture  of  Portland 
Cement."     (Illustrated  with  motion  pictures.) 

June  10,  1 91 4. —  Lester  W.  Tucker,  *'  The  Phosphate  Rock  Industry  of 
Florida."     (Illustrated.) 

September  16 ^  1914- —  C.  A.  P.  Turner,  "  The  Mechanics  of  Reinforced 
Concrete  under  Flexure  in  Beam  and  Slab  Types." 

October  21,  1914,  —  Col.  William  D.  Sohier,  '*  French,  English  and 
American  Roads  and  Road  Systems."     (Illustrated.) 

November  18 ^  J 91 4.  —  Henry  M.  Waite,  "  The  Commission-Manager 
Form  of  Government  and  Its  Relation  to  the  Engineering  Profession." 

December  16,  1914,  —  E.  R.  B.  Allardice  and  Burdett  C.  Thayer,  "The 
Hydro-Electric  Power  Plant  at  the  Wachusett  Dam,  Clinton,  Mass."  (Il- 
lustrated.) 

January  ij,  191$  (special  meeting:).  —  Discussion  of  paper  on  "Con- 
struction Nlanagement,"  prepared  by  Smford  E.  Thompson  and  William  O. 
Lichtner. 

January  27 ,  191 5 *  —  Nathan  H.  Daniels,  "  Insurance  as  an  Aid  to  En- 
gineers."    (illustrated.) 

February  j/,  191$.  —  William  S.  Johnson,  "Ground  Water  Supplies." 
(Illustrated.) 

February  24,  191$  (special  meeting).  —  Topic  of  discussion,  "  Rust  on 
Reinforcing  Rods  and  Its  Effect  on  the  Strength  of  Concrete." 

March  10,  191^  (special  meeting).  —  Hon.  James  Logan,  "  The  Public 
Service  Corporation  and  the  Municipality." 

The  Sanitary  Section  has  held  six  meetings,  with  an  average  attendance 
of  53.  The  following  papers  have  been  presented  at  the  meetings  of  the 
Section: 

March  4,  1914.  —  "  The  Collection  and  Treatment  of  Sewage  in  Their 
Relation  to  the  City  of  Philadelphia,"  George  S.  Webster. 

May  II,  191 4.  — "  The  Development  and  Present  Status  of  Sewage 
Purification  in  England,"  Arthur  J.  Martin. 

November  27,  1914.  —  "The  Industrial  Wastes  of  Chicago,  with  Par- 
ticular Reference  to  the  Packing  Industry,"  Langdon  Pearse. 

December  p,  jp/4.  — "The  Economic  Depth  of  Trickling  Filters,"  Har- 
rison P.  Eddy.  "  A  Study  of  Depth  of  Filter  Material  in  Connection  with 
Trickling  Filter  Efficiency/'  H.  W.  Clark. 

January  6,  1915.  —  "  Diatoms,"  F.  F.  Forbes  and  Dr.  J.  W.  M.  Bunker. 
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February  j,  IQIS^  — "  Garbage  Disi^osal  at  Worcester,  Mass./'  Dr. 
Frederic  Bonnet,  Jr.  "  Garbage  Reduction  Plants  at  Cleveland,  Schenectady 
and  New  Bedford,"  W.  J.  Springborn. 

The  Sanitary  Section  made  an  excursion  to  Fitchburg,  Mass.,  on  June 
3,  19 14,  which  included  an  inspection  of  the  sewage  treatment  works.  The 
members  were  entertained  by  the  city  at  lunch  and  with  a  trolley  trip  to 
Whalom  Park  and  Wachusett  Lake.    The  attendance  was  65. 

Cooperation  with  local  members  of  the  American  Society  of  Mechanical 
Engineers  and  the  Boston  Section  of  the  American  Institute  of  Electrical 
Engineers  has  been  continued  as  during  the  past  few  years,  a  joint  meeting 
having  been  held  under  the  Auspices  of  each  society.  The  Joint  Engineering 
Dinner  was  held  on  February  15,  191 5,  the  Boston  Society  of  Civil  Engineers 
taking  the  initiative.  The  attendance  at  this  meeting  was  275.  James  W. 
Rollins,  past  president  of  this  Society,  acted  as  toastmaster.  The  meeting 
was  addressed  by  his  Excellency  Governor  Walsh  and  others,  and  proved  to 
be  a  very  enthusiastic  gathering  and  an  enjoyable  and  profitable  meeting. 

The  Board  of  Government  has  adopted  the  recommendation  of  the  com- 
mittee appointed  to  award  the  Desmond  FitzGerald  medal,  and  announces 
that  it  will  be  given  this  year  to  Joseph  R.  Worcester,  past  president,  for  the 
paper  entitled,  "  Boston  Foundations,"  presented  January  28,  1914. 

The  work  of  rearranging  and  cataloguing  the  library  has  been  continued, 
and  during  the  last  three  months,  on  account  of  the  pressure  of  clerical  work, 
a  stenographer  has  been  employed,  thus  enabling  the  assistant  librarian  to 
devote  more  time  to  the  library  work. 

The  Board  has  added  to  the  furnishings  of  the  rooms,  at  a  cost  of  $237.94, 
which  sum  has  been  paid  from  the  special  appropriation  of  $2  000  made  from 
the  Permanent  Fund  in  November,  1912.  The  balance  of  this  fund  unex- 
pended is  $613.52;  such  part  of  which  as  is  not  expended  prior  to  November 
20,  19 1 5,  will  revert  automatically  to.  the  Permanent  Fund. 

On  May  20,  19 14,  the  Society  made  from  the  Permanent  Fund  a  special 
appropriation  not  to  exceed  the  amount  of  the  entrance  fees  for  the  fiscal 
years  1913  and  19 14,  for  use  in  meeting  current  expenses  this  year.  The 
amount  which  could  have  been  expended  under  this  authorization  is  $1  400. 
The  Board,  however,  has  expended  from  this  appropriation  only  the  sum  of 
$101.50,  and  that  for  the  purchase  of  books  for  the  Library. 

Interest  on  the  Permanent  Fund  has  amounted  to  $1  634.34  during  the 
year.  This  fund  now  amounts  to  $34  582.13,  not  including  the  balance  in  the 
appropriation  for  furnishing,  and  over  $35  000  including  this  balance. 

The  Editor  has  submitted  a  report  covering  the  first  volume  of  the 
Journal,  published  during  the  calendar  year  19 14,  which  is  submitted  for 
publication  with  the  reports  of  the  other  officers  of  the  Society.  This  report 
shows  that  the  volume  contained  914  pages  in  all,  with  114  cuts  and  26  in- 
serted plates,  and  that  the  gross  cost  was  $4  285.74.  The  net  cost,  after  de- 
ducting sums  received  for  advertising,  sales  of  the  Journal,  etc.,  was  $2  660.93, 
an  average  of  $266.09  for  each  number.    This  figure  would  have  been  con- 
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siderably  less  except  for  the  abnormal  cost  of  the  plates  accompanying  the 
valuable  paper  on  "  Boston  Foundations."  The  average  net  cost  for  the  other 
nine  issues  was  about  $i8o. 

The  average  net  cost  to  the  Society  of.  the  Journal  of  the  Association 
of  Engineering  Societies  in  previous  years  was  about  $2  000  per  year,  in 
addition  to  which  the  Bulletin  showed  an  average  gross  cost  of  about  I780, 
and  a  net  profit  of  about  $150,  making  the  total  net  cost  of  the  Society's 
publications  under  the  old  arrangement  about  $1  850  per  year,  or  substan- 
tially the  same  as  the  net  cost  of  our  present  Journal  under  normal  cir- 
cumstances. 

It  was  originally  hoped  that  it  might  be  possible  to  reprint  at  the  end 
of  the  year  the  papers  and  discussions  appearing  in  the  Journal,  thus  ar- 
ranging the  discussions  to  follow  the  papers  to  which  they  pertain,  and  bring- 
ing together  in  a  single  volume  all  of  the  transactions  of  the  Society,  eliminating 
the  notices,  proceedings  of  meetings,  and  other  material  primarily  of  tem- 
porary interest;  and  with  this  object  in  view  the  type  was  kept  standing 
until  the  end  of  the  year.  But  estimates  prepared  when  the  amount  of 
material  in  the  volume  was  known  indicated  that  the  cost  would  be  prohibi- 
tive, and  the  Board  of  Government  therefore  abandoned  the  idea. 

With  the  completion  of  the  first  volume  of  the  Journal,  the  experi- 
mental period  may  be  said  to  have  passed.  It  has  now  been  demonstrated 
that  the  Society  can  publish  its  own  journal  without  its  proving  a  financial 
burden.  This  volume  appears  to  come  fully  up  to  the  expectations  of  our 
members,  and  has  been  well  received  by  the  profession. 

By  vote  of  the  Board,  Mr.  Edward  C.  Sherman  has  been  continued  as 
Editor  of  the  Journal. 

The  increase  in  membership  will  result  in  an  increase  of  receipts  from 
dues.  The  Treasurer  estimates  the  receipts  applicable  to  current  expenses 
for  next  year  at  about  $8  800,  an  increase  of  about  $630  over  the  receipts  of 
the  past  year. 

A  committee  of  the  Board  has  given  careful  consideration  to  the  needs 
of  our  younger  members,  and  has  recommended  to  the  Board  that  several 
meetings  be  arranged  for  their  particular  benefit,  and  suggested  that  it  may 
be  wise  to  provide  a  prize,  probably  in  the  form  of  a  medal,  to  encourage 
the  preparation  and  presentation  of  papers  by  the  younger  members.  The 
Board  approves  the  recommendations  of  this  committee,  and  suggests  that 
they  be  put  into  effect. 

The  Committee  on  Membership,  under  the-  leadership  of  Frederic  H. 
Fay,  past  president,  has  conducted  a  vigorous  campaign  for  new  members 
which  has  met  with  marked  success.  A  total  of  197  applications  for  miember- 
ship  has  been  procured. 

A  Committee  on  Social  Activities  was  appointed  early  in  the  year,  for 
the  purpose  of  encouraging  socbbility  at  meetings.  It  was  decided  to  try 
the  experiment  of  having  dinners  before  the  regular  meetings,  and  as  this 
movement  appeared  to  meet  with  general  approval,  several  such  dinners 
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have  been  arranged,  the  details  of  which  are  given  in  the  report  of  the  com- 
mittee, of  which  Edmund  M.  Blake  is  chairman.  The  dinners  have  been 
enlivened  by  music,  story-telling  and  other  forms  of  amusement,  which  have 
added  much  to  their  popularity. 

An  excellent  series  of  papers  has  been  provided  by  the  Committee  on 
Papers  and  Program,  L.  £.  Moore,  chairman,  and  the  committee  has  not 
only  obtained  speakers  for  fully  as  many  meetings  as  are  usually  held,  but 
found  itself  at  the  end  of  the  year  with  a  surplus  of  material  which  is  avail- 
able for  beginning  the  work  of  the  next  year. 

For  the  Board  of  Government, 

Harrison  P.  Eddy,  President. 

Report  of  the  Treasurer. 

Boston,  March  17,  1915. 
To  the  Boston  Society  of  Civil  Engineers: 

Your  Treasurer  presents  the  following  report  for  the  year  1914-15. 

Detailed  data  are  contained  in  the  appended  tabular  statements;  Table 
I,  profit  and  loss  statements  for  four  years;  Table  2,  comparative  balance 
sheets;  Table  3,  investment  of  the  Permanent  Fund;  and  Table  4,  state- 
ment of  cash  balance. 

The  revenue  applicable  to  current  expenses  has  been  |8  171.57,  nearly 
three  hundred  dollars  greater  than  for  the  preceding  year.  The  amount 
received  for  dues  was,  however,  almost  identical  with  that  for  the  preceding 
year.  The  current  expenses  were  $8  255.97,  —  an  excess  of  $84.40  over 
revenue,  —  while  the  deficit  of  the  preceding  year  was  $774.44.  The  sur- 
plus in  the  current  funds  has  been  reduced  to  $451.31. 

Owing  to  the  large  increase  in  membership,  there  should  be  a  consid- 
erable increase  in  revenue  next  year.  There  will  probably  be  av'ailable 
an  income  of  about  $8  800,  which  should  be  adequate  to  cover  the  expenses 
of  the  year,  even  if  the  Society's  activities  should  be  considerably  increased, 
with  resulting  increased  expense. 

There  has  been  added  to  the  Permanent  Fund  during  the  year  $2  819.34, 
and  there  has  been  expended  from  the  fund,  under  the  authority  of  a  vote 
of  the  Society,  $101.50,  leaving  a  net  gain  in  the  Permanent  Fund  of  $2  717.84. 
The  present  value  of  this  fund,  excluding  the  appropriation  for  altering  and 
improving  the  rooms,  and  without  allowance  for  accrued  interest,  is  $34  582.13. 
This,  however,  is  based  upon  the  "  book  value  "  of  our  securities,  and  would 
be  about  seven  hundred  dollars  less  if  current  market  prices  be  used.  The 
statement  of  book  value  is  based,  in  general,  upon  actual  costs  to  us,  and  is, 
it  is  believed,  a  fairer  statement  of  real  values  than  present  market  prices 
would  indicate.  Including  the  unexpended  balance  of  the  appropriation 
for  furnishing  the  rooms,  —  which  will  revert  to  the  fund  if  not  used  by 
November  next,  —  the  present  value  of  the  Permanent  Fund  is  in  excess  of 
$35  000.  Of  this  appropriation  $237.94  has  been  expended  during  the  year, 
leaving  a  balance  of  $613.52. 
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Making  approximate  allowance  for  the  amortization  of  bonds  bought 
above  or  below  par,  the  interest  return  upon  the  Permanent  Fund  is  at  the 
rate  of  5.1  per  cent. 

In  terminating  five  years  of  service  as  your  Treasurer,  I  have  thought 
it  interesting  to  compare  the  financial  condition  of  the  Society  during  the 
last  year  of  service  of  each  of  the  last  four  treasurers,  by  tabulating  the  figures 
for  current  revenue,  current  expenses,  value  of  Permanent  Fund  and  total 
assets.    The  results  are  as  follows: 


Year. 


1892  Henry  Manley         12      $1608.68      |i  420.58      $3928.78     $4412.52* 
1906  Edw.  W.  Howe        14        5270.77        5706.90      18813.33     18833.53* 


Period  of 

Value  of 

Treasurer. 

Service. 

Current 

Current 

Permanent 

Total 

Years. 

Revenue. 

Expenses. 

Fund. 

Assets. 

19 10  Wm.  S.  Johnson 


5  192.00        5  526.18      25  842.64     34  33015 


1915  Chas.  W.  Sherman    5         8  171.57        8  255.97      35  195-65    45  218.45 

*  Not  including  library  and  furniture. 

Respectfully  submitted, 

Charles  W.  Sherman,  Treasurer. 

Table  i.  —  Profit  and  Loss  Statements. 


Revenue: 

Members*  Dues 

Advertisements  (net). 

Sales  of  Journal 

Library  Fines 

Interest 

Excursion  Committee. 


1911-12.       1912-13-      1913-14.     1914-15. 

|6  448.50    |6  443.00    $6671.59    $6  675.58 
984.50         938.50         973.00      128638 


8.25 

9.40 

33.55 

130^8 

5.56 

7.28 

8.01 

6.42 

22.81 

9530 

15925 
52.94  . 

72.91 

Total  Current  Income $7  469.62    $7  493.48    $7  898.34    $8  171^7 


Entrance  Fees. 
Contributions. 
Interest 


Total  Income  Permanent 
Fund 

Appropriation  from  Perma- 
nent Fund 

Balance  from  Previous  Ap- 
propriation  

Total  Available  from  Ap- 
propriations  

Projecting  Lantern,  called   . 
Deficit  for  the  year  (current 
funds) 


I410.00       $525.00       $315.00    $1085.00 

100.00         100.00         100.00         100.00 

I  301.72       I  277.70      I  515.45      1  634.34 


$1  811.72    $1  902.70    $1  930.45    $2  819.34 

$2  000.00     $101*50 

$1051.40         851.46 


$2000.00    $1051.40       $952.96 


$400.00 

$774.44  84.40 


$9281.34  $11  396.18  $11  654.63  $12  428.27 
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Expense: 

Association  of  Engineering 
Societies 

Bulletin 

JoxJBNAL  B.  S.  C.  E.  (incl. 
Editor's  salary) 

Printing,  Postage,  Stationery 

Rent  (net) 

Light. 

Salaries  (except  Editor) 

Reporting 

Stereopticon 

Books 

Binding 

Periodicals 

Incidentals  and  Repairs 

Insurance 

Telephone 

Sanitary  Section  Incidentals, 

Annual  Meeting  and  Dinner, 

Furniture. 

Navigation  Congress 

Students*  Meeting 

Catering 

Excursions 

Lantern  Slides 

Engineers'  Joint  Dinner  .... 

Total  Current  Expense . . . 

Books  (special  appropria- 
tion from  Permanent  Fund, 


Furniture 

Alterations  in  Rooms. 


Total  expended  from  Ap- 
propriations  

Permanent  Fund  increase. . . 

Unexpended  Balance  of  Ap- 
propriation  

Increase  for  the  year.  Cur- 
rent Funds 

Projecting  Lantern,  called  . . 


1911-12.     1912-13.     1913-14.      1914-15- 


$2  010.00    $2  026.25    1 1  564.38 
763.83         78349         687.75 


59316 
920.00 

49.68 
992.00 

68.00 
130.00 

40.53 
169.30 

47.00 

84.94 

26.38 

65.24 
14.24 

220.82 
34.25 


644.46 

I  320.75 

70.31 
I  248.50 

20.50 

134.50 

52.11 

81.15 

34.25 

87.77 
26.38 

66.27 
22.55 

73.09 

2.50 

20.00 

154.50 


I  473.53 

838.54 
I  632.00 

62.38 

I  358.00 

41.00 

107.50 

33.10 

197.25 

58.15 
62.40 

41.87 

50.82 

64.90 

73.38 


$3  206.36 

1049.29 

1620.00 

77.44 

1554.00 

46.00 

79.00 

69.73 

141.45 

56.10 

104.41 

41.18 

43.53 

4935 

72.90 


20.00 

206.48 

45.00 

38.00 

16.35 


20.00 


7.50 


17.73 


$6229.37    $6869.33    $8672.78    $8  255.97 


$101.50 


$573.15   $149.50   $22534 
375.45     50.44     12.60 


$948.60   $199.94   $339.44 


$1  811.72   $1  902.70  $1  930.45  $2  717.84 


1  240.25 


I  051.40 


624.15 


851.46 


613.52 


400.00 


$9281.34  $11  396.18  $11  654.63  $12  428.27 
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NoTBS  ON  Table  i. 

Dues.        The  Secretary  has  paid  over  as  dues $6  685.58 

of  which  $68  is  in  advance  for  next  year 68.00 

leaving  as  current  dues $6  617.58 

in  addition  to  which  there  was  paid  in  advance  last 

year 58.00 

« 

making  the  total  dues  for  the  current  year $6  675.58 

Rent.         Paid  for  rooms,  12  months  at  $206.25 $2  475.00 

Paid  for  Chipman  Hall,  8  x  $15 120.00 

Paid  for  Lorimer  Hall,  i  x  25 25.00 

$2  620.00 

Less  rent  from  subtenants,  collected  by  the  Secretary. . .  i  000.00 

Net  rent  for  the  year ;  $1  620.00 

Advtttitiiig. 

The  Secretary  has  collected  and  paid  over $1  407.00 

from  which  commissions  of 120.62 


have  been  deducted,  leaving  the  net  revenue  from  this 
source $1  286.38 

Table  2.  —  Comparative  Balance  Sheets. 

March  19,        March  x8,        March  17, 
I9X3*  X9X4*  I9IS* 

Assets: 

Cash $35326 

Bonds  and  Notes 26  615.50 

Stock 

Cooperative  Banks 5  315.80 

Accounts  Receivable  (rent) 145.83 

Library 7  500.00 

Furniture i  175.65         i  325.15        1  950.49 

$41  io6x)4    $42  191. 61     $45  218.45 

Liabilities: 

Permanent  Fund $29  933.84  $31  864.29  $34  582.13* 

Unexpended  Appropriations i  05140  851.46  613.52t 

Current  Funds i  310.15  535-71  451.31 

Accounts  Payable 135.00  1 15.00  121.00 

Surplus 8  675.65  8  825.15  9  450.49 

$41106.04    $42191.61     $45  218.45 


$119.41 

$1  267.73 

27  605.50 

29  191.75 

1 950.00 

1  950.00 

3  545.72 

3  212.65 

145.83 

145.83 

7500.00 

7  500.00 

*  Not  including  accrued  interest  and  dividend,  amounting  on  March  i  to  I341.43. 
t  Will  revert  to  Permanent  Fund  unless  used  prior  to  November  30,  191 5. 
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Table  3.—  Investment  of  the  Permanent  Fund,  March  17,  1915. 

Present  Value 

Peut  Actual  Market         as  Carried 

Value.  Coat.  Value.*  on  Books. 

Bonds. 

American  Tel.  &  Tel.  Co.  col. 

tr.  4%,  1929 $3 000.00    $2  328.75    $2  640.00    $2  73750 

Republican  Valley  R.   R.  6%, 

1919 600.00         616.50         606.00         618.00 

Union  Elec.  Lt.  &  Pr.  Co.  5%, 

1932 2000.00      2050.00      2000.00      2050.00 

Blackstone  Valley  Gas  &  Elec. 

Co.  5%,  1939 2  000.00      I  995.00      I  980.00      I  995.00 

Dayton  Gas  Co.  5%,  1930 2  000.00      2  000.00      i  940.00      2  000.00 

Milford   &   Uxbridge   St.    Ry. 

5%,  1918 3000.00      2942.50      2970.00      2942.50 

Railway  Sc  Lt.  Sec.  Co.  5%, 

1939 3000.00      3000.00      2910.00      3000.00 

Superior  Water,  Lt.  &  Pr.  Co. 

4%»  1931 3  000.00      2  505.00      2  470.00      2  505.00 

Wheeling  Elec.  Co.  5%,  1941.. .       3  000.00      2  895.00      2  820.00      2  895.00 
Economy  Lt.   &  Pr.  Co.  5%, 

1956 1 000.00         990.00         975.00         990.00 

Tampa  Elec.  Co.  5%,  1933  ....      2  000.00      2  000.00      i  960.00      2  000.00 
Galveston-Houston    Elec.    Ry. 

Co.  5%,  1954 2  000.00      I  940.00      I  920.00      I  940.00 

Northern  Texas  Elec.  Co.  5%, 

1940 2  000.00       1 932.50      1 860.00      1 932.50 

Chicago   &   Northwestern  Ry. 

5%.  1987 1 000.00      I  102.50      I  102.50      I  102.50 

I29  600.00  I28  297.75  $28  153.50  $28  708.00 

Note. 

Dallas  Elec.  Co.  5%,  1917 500.00         483.75         485.00         483.75 

Stock. 

15  shares  Am.  Tel.  &  Tel.  Co i  500.00       i  950.00      i  800.00       i  950.00 

Total  Securities $31  600.00  $30  731.50  I30  438.50  $31  141.75 


*  A8  of  March  i,  iQiS- 


) 
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Co-operative  Banks: 

25  shares  Merchants  Co6perative  Bank,  including  interest   to 

March $1  388.05 

25  shares  Volunteer  Co6perative  Bank,  including  interest  to 
January i  051.55 

25  shares  Watertown  Cooperative  Bank,  including  interest  to 

December 773.05 

$3  212.65 

Total  Value  of  Invested  Funds $34  354.40 

Cash 227.73 

Total  Value  of  Permanent  Fund $34  582.13* 

*  Not  including  accrued  interest  and  dividend,  amounting  to  I34X42,  nor  unexpended 
balance  of  appropriation,  aoiounting  to  |6i3.sa. 


Table  4.  — Statement  of  Cash  Balance,  March  17,  1915. 

Value  of  Current  Funds $451.31 

Add  Accounts  Payable 121.00 

$572.31 
Deduct  Accounts  Receivable 145.83 

Cash  on  hand.  Current  Funds $426.48 

Unexpended  Balance  of  Appropriation  for  Furnishing 613.52 

Unappropriated  Cash  belonging  to  Permanent  Fund 227.73 

Total  Cash  on  hand  (in  Old  Colony  Trust  Company) $1  267.73 


Report  of  the  Auditing  Committee. 

Boston,  Mass.,  March  15,  1915. 

We  hereby  certify  that  we  have  this  day  examined  the  books  and  records 

of  the  Treasurer  of  the  Boston  Society  of  Civil  Engineers  for  the  year  19 14-15; 

that  all  receipts  are  properly  accounted  for  and  that  there  are  proper  vouchers 

for  all  expenditures. 

We  have  also  examined  the  securities  and  investments  of  the  Society's 
funds,  have  verified  and  compared  the  same  with  the  books  and  found  them 
all  accounted  for  and  properly  carried. 

We  have  compared  the  financial  statement  of  the  Treasurer  with  the 
books  and  find  it  to  be  correct. 

Leonard  C.  Wason, 
John  N.  Ferguson, 

Directors. 
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Annual  Report  of  the  Secretary,  1914-1915. 

Boston,  Mass.,  March  17,  19 15. 
S.  Everett  Tinkhaic,  Secretary,  in  account  with  the  Boston  Society  of 
Civil  Engineers.  Dr. 

For  cash  received  during  the  year  ending  March  17, 19 15,  as  follows: 
From  entrance  fees,  new  members  and  transfers: 

93  members  and  associates at  $10  «       $930.00 

27  juniors at      5  —         135.00 

4  juniors  transferred  to  members at      5»  20.00 

Total  from  entrance  fees $1  085.00 

From  annual  dues  for  191 4-1 5,  including  dues  from 

new  members. $6  595.58 

From  back  dues 22.00 

From  dues  for  1915-16 68.00 

Total  from  dues 6  685.58 

From  rents I  000.00 

From  advertisements I  407.00 

From  sale  of  Journals,  reprints  and  cuts I94«78 

From  contribution  to  building  fund 100.00 

Total $io  472.36 

The  above  amount  has  been  paid  to  Treasurer,  whose  receipts  the  Sec- 
retary  holds. 

We  have  examined  the  above  report  and  found  it  correct. 

John  N.  Ferguson, 
Leonard  C.  Wason, 
Auditing  Committee  of  Directors  of  the 
Boston  Society  of  Civil  Engineers. 

Annual  Report  of  Library  Committee,  1914-15. 

Boston,  Mass.,  March  17, 1915. 

To  the  Boston  Society  of  Civil  Engineers: 

The  Library  Committee  submits  herewith  its  annual  report  for  the  year 
ending  March  17,  1915- 

Since  the  last  report  280  volumes  bound  in  cloth  and  460  volumes  bound 
in  paper  have  been  added  to  the  library,  the  total  number  of  accessions  being 
740. 

There  are  now  7  780  cloth-bound  volumes  in  the  library.  Those  bound 
in  paper  still  number  about  2  000,  the  additions  for  the  year,  as  usual,  nearly 
balancing  the  number  bound. 

During  the  year  296  books  have  been  loaned  to  members,  and  fines  to 
the  amount  of  $6.42  have  been  collected. 

A  considerable  amount  of  binding  has  been  done,  and  the  files  of  bound 
periodicals  and  society  publications  are  in  much  better  shape  than  a  year  ago. 
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Files  of  the  following  society  publications  are  now  complete:  Transactions 
of  the  American  Institute  of  Mining  Engineers,  Transactions  of  the  Canadian 
Society  of  Civil  Engineers,  Journal  of  the  Western  Society  of  Engineers,  and 
Proceedings  of  the  Engineers*  Society  of  Western  Pennsylvania.  Thirty- 
nine  volumes  of  the  Minutes  of  Proceedings  of  the  Institution  of  Civil  En- 
gineers (London)  have  been  added  during  the  year,  the  earlier  volumes  by 
purchase,  and  the  file  is  now  complete  from  and  including  volume  23  to  date. 
As  this  set  of  books  is  frequently  consulted,  it  is  hoped  that  the  remaining 
volumes  may  be  secured.  A  nearly  complete  set  of  the  Transactions  of  the 
American  Society  for  Testing  Materials,  presented  to  the  Society  by  Mr. 
L.  C.  Wason,  is  now  on  the  shelves,  and  the  committee  recommends  that  the 
volumes  needed  to  complete  the  set  be  purchased. 

Fifteen  new  engineering  books  have  been  bought  for  Section  10  during 
the  year,  and  three  others.  Volumes  I  and  II  of  "  American  Sewerage  Prac- 
tice," by  Messrs.  Leonard  Metcalf  and  Harrison  P.  Eddy,  and  Part  I  of 
"  Concrete-Steel  Construction,"  by  Messrs.  Henry  T.  Eddy  and  C.  A.  P. 
Turner,  have  been  presented  to  the  library  by  the  authors. 

The  need  of  a  good  encyclopedia  has  long  been  felt,  and  the  committee 
has  recently  purchased  a  set  of  the  Encyclopaedia  Britannica,  ninth  edition, 
in  twenty-five  volumes,  and  a  set  of  the  New  International  Encyclopaedia  is 
being  received  as  the  respective  volumes  come  from  the  press.  The  latter 
set,  when  complete,  will  number  twenty-four  volumes.  To  the  indexes 
available  in  the  reading  room  the  Industrial  Arts  Index  has  been  added, 
which  publication  comes  to  us  highly  recommended  and  seems  to  be  appre- 
ciated by  those  using  the  library. 

Mr.  Clemens  Herschel,  continuing  his  generous  policy  of  past  years,  has 
added  a  number  of  volumes  to  both  the  Herschel  Special  Library  and  the 
general  library. 

A  special  case  to  accommodate  both  the  recently  acquired  sets  of  ency- 
clopaedias, an  accession  case  and  a  filing  cabinet  have  been  added  to  the 
furnishings  of  the  library. 

An  increase  in  the  activities  of  the  Society  along  various  lines  has  been 
attended  by  a  corresponding  increase  in  clerical  work,  which  for  a  time  seri- 
ously handicapped  the  work  of  recataloguing  the  library.  The  pressure  has 
been  relieved,  however,  by  the  employment  of  an  assistant,  and  the  work  is 
again  making  good  progress. 

Among  the  immediate  needs  of  the  library  may  be  mentioned  an  up- 
to-date  dictionary  of  the  English  language  and  a  new  Boston  city  directory. 
The  committee  recommends  that  these  two  books  be  purchased;  also  that 
a  sum  not  less  than  one  hundred  dollars  be  appropriated  for  the  purchase  of 
current  engineering  books  during  the  year. 

Respectfully  submitted, 

S.  E.  TiNKHAM, 

Frederic  I.  Winslow, 
Henry  F.  Bryant, 

Committee  on  Library. 
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Report  of  the  Executive  Committee  of  the  Sanitary  Section. 

Boston,  Mass.,  March  3,  19 15. 
The  past  year  has  been  one  of  activity  in  the  Sanitary  Section.     Seven 
meetings  have  been  held,  as  follows: 

March  4,  JQ14.  —  **  The  Collection  and  Treatment  of  Sewage  in  Their 
Relation  to  the  City  of  Philadelphia,"  George  S.  Webster. 

May  II,  IQ14.  —  "The  Development  and  Present  Status  of  Sewage 
Purification  in  England,"  Arthur  J.  Martin. 

June  J,  IQ14.  —  Excursion  to  Fitchburg,  Mass.,  Sewage  Treatment 
Works. 

November  27,  IQ14.  — "  The  Industrial  Wastes  of  Chicago,  with  Par- 
ticular Reference  to  the  Packing  Industry,"  Langdon  Pearse. 

December  p,  IQ14.  —  *'  The  Economic  Depth  of  Trickling  Filters," 
Harrison  P.  Eddy. 

*'A  Study  of  Depth  of  Filter  Material  in  Connection  with  Trickling 
Filter  Efficiency,"  H.  W.  Clark. 

January  6,  IQ15*  —  "  Diatoms,"  F.  F.  Forbes  and  Dr.  J.  W.  M.  Bunker. 

February  j,  IQ15,  — **  Garbage  Disposal  at  Worcester,  Mass.,"  Dr.  Fred- 
eric Bonnet,  Jr. 

"  Garbage  Reduction  Plants  at  Cleveland,  Schenectady  and  New  Bed- 
ford," W.  J.  Springborn. 

The  June  excursion  was  held  in  Fitchburg  and  included  an  inspection 
of  the  sewage  treatment  works.  The  city  entertained  the  Section  at  lunch 
and  with  a  trolley  trip  to  Whalom  Park  and  Wachusett  Lake.  The  attend- 
ance was  65. 

One  important  piece  of  committee  work  has  been  accomplished  in  the 
*'  Toilet  Regulations  for  Industrial  Establishments,"  adopted  by  the  Section 
December  9,  1914,  and  published  in  the  February  number  of  the  Journal. 

With  the  authority  and  advice  of  the  Executive  Committee,  the  chairman 
has  appointed  the  following  special  committees  to  study  and  report  upon: 

'*  Methods  of  Design  and  Construction  and  Results  of  Operation  of  Sub- 
merged Pipe  Lines  for  Outfall  Sewers,"  Hiram  A.  Miller,  chairman;  DeWitt 
C.  Webb,  George  A.  Sampson,  Edgar  S.  Dorr. 

"  Methods  of  Design  and  Construction  and  Results  of  Operation  of 
Inverted  Siphons  for  Carrying  Sewage  Only  and  for  Storm  Water,"  William 
S.  Johnson,  chairman;  Rufus  M.  Whittet,  Dwight  Porter. 

Four  of  the  Boston  meetings  have  been  held  in  the  Society  Library, 
and  the  other  two  at  the  Engineers'  Club.  They  have  been  well  attended,  as 
the  following  figures  will  show: 

March  (1914)  annual  meeting 

May  special  meeting 

June  excursion 

November  special  meeting 

December  meeting 

January 

February 

Average  attendance  (6  meetings)  not 

including  excursion . .  53 


Record  of  Attendance. 

Dinner. 

Meeting. 

49 

80 

25 

46 

65 

55 

48 

56 

30 
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Four  new  members  have  been  added,  making  the  present  total  member- 
ship of  the  Sanitary  Section  177,  of  which  13  are  members  of  the  Section  only, 
3  are  juniors  and  i  an  associate.    There  were  18  former  members  reinstated. 

The  fine  projection  lantern  presented  to  the  Society  by  Mr.  John  R. 
Freeman  has  proved  of  great  value  in  the  meetings  of  the  Section,  and  be- 
cause of  the  attachments  provided  it  has  been  possible  to  present  subjects 
which  would  otherwise  have  been  impracticable. 

Respectfully  submitted  for  the  Executive  Committee, 

Frank  A.  Marston,  Clerk. 

Report  of  the  Committee  on  Social  Activities. 

Boston,  Mass.,  March  17,  1915. 
To  the  Board  of  Government,  Boston  Society  of  Civil  Engineers: 

Gentlemen,  —  The  Committee  on  Social  Activities,  appointed  by  you 
in  the  spring  of  1914,  has  the  honor  to  report  as  follows: 

Five  informal  dinners  have  been  held  during  the  year  on  June  10,  October 
21,  November  18,  and  December  16,  1914.  and  on  January  27,  1915.  No 
informal  dinner  was  arranged  for  February,  191 5,  on  account  of  the  annual 
dinner  of  the  mechanical,  electrical  and  civil  engineers  which  came  during 
that  month.  These  dinners  have  always  preceded  regular  meetings  of  the 
Society,  the  members  attending  the  dinner  going  from  there  direct  to  the 
meeting. 

The  committee  has  been  made  up  of  fifteen  members,  and  all  have  worked 
in  harmony  and  have  never  failed  to  respond  to  the  call  of  the  chairman. 
We  started  out  with  a  slogan  of  *'  A  Membership  of  One  Thousand  with  One 
Hundred  Per  Cent,  of  Good  Fellowship  by  1915,**  with  the  purpose  of  making 
every  effort  possible  to  bind  the  membership  of  the  Society  more  closely  to- 
gether and  to  build  up  and  foster  a  social  spirit  based  upon  that  good-fellow- 
ship known  best  to  engineers.  We  felt  that  our  efforts  would  also  tend  to  help 
out  the  Committee  on  Membership.  The  success  of  what  we  have  tried  to  do 
must  be  judged  by  the  Society. 

The  record  of  attendance  at  the  dinners  is: 

Date.  Members.        Guests.  Total. 

June  10 58  6  64 

October  21 66  48  114 

November  18 74  15  89 

December  16 6J  4  67 

January  27 71  12  83 

The  average  attendance  was  84. 

The  June  10  dinner  was  held  at  the  Crawford  House,  with  Mr.  Charles 
H.  Eglee  as  toast  master. 

The  October  21  dinner  was  held  in  Chipman  Hall,  with  Mr.  Edwin  R. 
Olin  as  toastmaster.    Ladies  were  present  at  this  dinner. 

The  November  18  dinner  was  held  at  the  City  Club,  with  Mr.  George 
A.  Carpenter  as  toastmaster. 
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The  December  i6  dinner  was  held  at  the  City  Club,  with  Mr.  Charles 
H.  Egleeas  toastmatter. 

The  January  27  dinner  was  held  at  the  City  Club,  .with  Mr.  ^^liam  £. 
McKay  as  toastmaster. 

Mr.  Edwin  R.  Olin  acted  as  choragus  at  all  of  the  dinners,  and  the  im- 
provement in  singing  was  very  noticeable  under  his  guidance. 

The  personnel  of  the  committee  was  as  follows:  Lawrence  B.  Manley, 
George  A.  Carpenter,  John  N.  Ferguson,*  Henry  A.  Symonds,  Charles  H. 
Gannett,  Clarence  T.  Femald,  Edwin  R.  Olin,  Frederic  C.  H.  Eichorn,  Geoiige 
A.  Sampson,  Charles  H.  Eglee,  Herbert  N.  Cheney,  Leslie  H.  Allen,  Edwin  D. 
Hayward  and  Harold  Robinson. 

Respectfully  submitted  for  the  Committee, 

Edmund  M.  Blake, 
Chairman  Committee  on  Social  Activities. 

Report  of  the  Editor  of  the  Journal. 

Boston,  Mass.,  January  18,  191 5. 
To  THE  Board  of  Government  of  the 

Boston  Society  of  Civil  Engineers: 

Gentlemen,  —  I  have  the  honor  to  submit  the  following  report  on  the 
Journal  of  the  Boston  Society  of  Civil  Engineers  for  the  year  1914. 

The  Journal  was  published  monthly,  except  in  July  and  August,  ten 
numbers  being  issued.  As  our  Society  had  furnished  an  average  of  about  300 
pages  a  year  to  the  Journal  of  the  Association  of  Engineering  Societies,  and  at 
the  same  time  had  published  the  Bulletin,  the  Committee  on  Publications 
estimated,  in  October,  19 13,  that  we  might  expect  to  print  a  total  of  about 
760  pages  a  year;  that  we  would  probably  use  about  40  cuts  and  5  inserted 
plates;  and  that  the  total  cost  would  be  about  $2  500  a  year.  Deducting 
the  income  from  the  amount  of  advertising  which  the  Bulletin  contained,  this 
would  correspond  with  a  total  net  cost  of  about  f  i  600. 

We  have  considerably  exceeded  the  estimates,  having  printed  a  total 
of  914  pages,  with  134  cuts  and  26  inserted  plates,  at  a  gross  cost  of  I4  285.74. 
The  amount  of  advertising  has  been  increased  about  66  per  cent.,  and  the 
income  from  advertisements  for  the  year  was  $1  419.50.  Deducting  that 
amount,  together  with  the  sums  received  from  subscriptions,  sales  of  Journals, 
extra  reprints  and  cuts,  the  total  net  cost  of  the  Journal  was  $2  660.93,  or  an 
average  of  $266.09  P^r  issue.  From  this  total  might  also  be  deducted  the 
small  balance  credited  to  us  at  the  Post-Oflfice,  although  it  is  practically  a 
negligible  amount. 

The  January  number,  containing  26  inserted  plates,  was  an  exceptionally 
costly  one,  f  i  227.54  having  been  spent  on  that  issue  alone.  Neglecting  this 
issue,  the  net  cost  was  about  $1  778,  or  an  average  net  cost  of  I177.80  for  the 
nine  subsequent  issues. 

It  appears  therefore,  that,  excepting  the  January  Journal,  the  average 
net  cost  of  publication  has  closely  approximated  the  estimate  made  by  the 
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committee,  the  larger  gross  cost  being  offset  by  the  increase  in  advertising 
receipts. 

The  number  of  pages  and  cuts  printed,  and  the  details  of  the  costs,  are 
shown  in  the  table  on  preceding  page. 

The  total  number  of  copies  of  the  Journal  mailed  in  December  was  987. 
Of  these,  49  went  in  exchange  for  other  publications  and  6  were  sent  to  li- 
braries. Twelve  hundred  copies  of  each  number  have  been  printed,  so  that 
a  good  supply  of  all  issues  is  on  hand. 

Respectfully  submitted, 

Edward  C.  Sherman,  Editor, 


APPLICATIONS  FOR  MEMBERSHIP. 

[April  6,  1915.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Almy,  Horace  Thomas,  Providence,  R.  I.  (Age  33,  b.  Tiverton,  R,  I.) 
Had  grammar  school  education  and  two  yeais*  private  study.  From  Jan., 
1899,  to  1902,  with  F.  M.  Metcalf,  civil  engineer.  New  Bedford;  from  1902 
to  1903,  with  Erastus  Worthington  on  water  works  and  sewer  design  and 
construction;  later  in  the  same  year,  re- entered  office  of  F.  M.  Metcalf,  in 
charge  of  general  engineering  work;  from  Feb.,  1913,  to  date,  assistant  engineer 
with  Bridge  Dept.,  Providence.  Refers  to  F.  B.  Bourne,  W.  D.  Bullock, 
E.  VV.  Ross  and  I.  S.  Wood. 
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Bliss,  Edwin  Packard,  Maiden,  Mass.  (Age  43,  b.  Boston,  Mass.) 
Educated  in  public  schools  of  Salem  and  at  Mass.  Inst,  of  Technology.  From 
1898  to  1899,  draftsman  with  N.  E.  Gas  &  Coke  Co.  on  work  of  laying  out 
Everett  plant;  1899,  draftsman  on  structural  steel,  Elevated  Div.,  Boston 
Elevated  Ry.  Co.;  from  1899  to  1900,  assistant  engineer  with  N.  J.  Steel 
8c  Iron  Co.,  Boston  office;  from  1900  to  1902,  engineer  with  Jones  &  Laughlin 
Steel  Co.,  Boston  office;  from  1902  to  date,  partner  in  contracting  engineering 
firm  of  H.  P.  Converse  &  Co.  Refers  to  J.  E.  Carty,  L.  S.  Cowles,  F.  H.  Fay, 
J.  N.  Ferguson  and  F.  W.  Hodgdon. 

Borden,  James  Edgar,  Fall  River,  Mass.  (Age  47,  b.  Fall  River, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1890.  From  1890  to  1891, 
with  Met.  Sewerage  Comm.;  from  1891  to  1892,  with  Rumford  Falls  Power 
Development  Co.;  from  1892  to  date,  with  Fall  River  Engrg.  Dept.  in  various 
capacities;  since  June,  1913,  has  been  city  civil  engineer.  Refers  to  H.  K. 
Barrows,  P.  D.  Borden,  F.  H.  Fay,  W.  E.  Noble,  A.  L.  Shaw  and  C.  M.  Spof- 
ford. 

Bryant,  Chauncey  Davis,  Newton,  Mass.  (Age  23,  b.  Chicopee, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  sanitary  engineering  course, 
1914.  Employed  as  draftsman  for  six  weeks,  during  summer  vacation  of 
1 914,  by  Metcalf  &  Eddy;  is  now  employed  as  draftsman  by  Robert  Spun* 
Weston.  Refers  to  F.  A.  Marston,  D.  L.  Porter,  F.  L.  Preble,  G.  A.  Sampson, 
C.  W.  Sherman  and  R.  S.  Weston. 

BuLLARD,  Albert  Ovington,  Sterling,  Mass.  (Age  41,  b.  West  Boyl- 
ston,  Mass.)  From  Dec.,  1895,  to  1908,  with  Met.  Water  &  Sewerage  Board, 
as  apprentice,  rodman,  etc.,  and  finally  as  assistant  engineer  in  charge  of 
construction;  was  for  several  months  with  John  R.  Freeman,  Providence,  on 
reports  of  hydro-electric  development  studies  in  California;  from  1909  to 
date,  in  general  contracting  work  in  New  England.  Refers  to .  E.  R.  B. 
Allardice,  N.  S.  Brock,  R.  H.  Hosmer  and  M.  J.  Locke. 

Burroughs,  Russell,  Concord,  N.  H.  (Age  40,  b.  Dunbarton,  N.  H.) 
Educated  in  public  schools  of  Dunbarton  and  Concord,  N.  H.,  and  at  Pem- 
broke Academy,  Pembroke,  N.  H.  From  1892  to  1893,  chainman  on  con- 
struction of  New  Boston  Branch  of  B.  &  M.  R.  R.;  from  1893  to  1899,  en- 
gaged in  municipal  work  for  cities  of  Concord,  Rochester  and  Somersworth, 
N.  H.;  from  1899  to  1904,  resident  engineer  on  construction  of  Manchester 
&  Milford  Branch  and  Concord  and  Manchester  Electric  Branch  of  B.  &  M. 
R.  R.;  from  1904  to  1914,  assistant  engineer,  M.  of  W.  Dept.,  B.  &  M.  R.  R.; 
from  19 1 4  to  date,  acting  division  engineer,  M.  of  W.,  on  2d  division,  B.  &  M. 
R,  R.     Refers  to  A.  B.  Corthell.  W.  B.  Howe.  F.  W.  Lang  and  J.  W.  Storrs. 

Chase,  Horace  H.,  Brockton,  Mass.  (Age  39,  b.  Weymouth,  Mass.) 
Was  for  nine  years  in  city  engineer's  office,  Brockton;  is  now  principal 
assistant  to  F.  A.  Barbour,  sanitary  engineer,  with  whom  he  has  been  for 
eleven  years;  elected  a  member  of  the  Sanitary  Section,  June  9,  1906,  and 
now  wishes  to  be  transferred  to  grade  of  member.  Refers  to  F.  S.  Bailey, 
F.  A.  Barbour,  E.  G.  Bradbury,  B.  R.  Felton,  F.  H.  Snow  and  H.  T.  Stiff. 
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Chevauer,  Charles  Russell,  St.  Johnsbury,  Vt.  (Age  34,  b.  North 
Hampton,  N.  H.)  Graduate  of  Hampton  Academy.  From  June,  1899,  to 
1902,  with  B.  &  M.  R.  R.  as  chainman,  transitman,  draftsman,  chief -of- 
party,  etc.;  from  September,  1902,  to  June,  1903,  transitman  with  N.  Y.  C. 
&  H.  R.  R.  R.;  from  June,  1903,  to  November,  191 1,  with  N.  Y.,  N.  H.  & 
H.  R.  R.;  began  as  transitman,  but  was  promoted  to  position  of  assistant 
engineer,  M.  of  W.  Dept.,  in  1906,  and  again  in  1910,  to  position  of  resident 
engineer  in  charge  of  proposed  double  track  tunnel  at  Fall  River;  from  Novem- 
ber, 191 1,  to  date,  with  B.  &  M.  R.  R.;  now  holds  position  of  division  en- 
gineer, M.  of  W.  Dept.,  at  St.  Johnsbury,  Vt.  Refers  to  S.  P.  Coffin,  A.  B. 
Corthell,  B.  W.  Guppy,  H.  L.  Ripley,  B.  A.  Robinson  and  L.  W.  Tucker. 

Clapp,  Arthur  Schuyler,  Norfolk,  Mass.  (Age  33,  b.  Milton,  Mass.) 
Educated  in  public  schools.  From  April,  1900,  to  Nov.,  1912,  with  B.  &  M. 
and  N.  Y.,  N.  H.  &  H.  railroads;  from  Nov.,  1912,  to  date,  in  private  prac- 
tice as  engineer  and  contractor.  Refers  to  H.  W.  Hayes,  H.  C.  Higgins, 
C.  B.  Humphrey,  G.  T.  Sampson  and  H.  L.  White. 

Clapp,  Frank  Lemuel,  Boston,  Mass.  (Age  44,  b.  Boston,  Mass.) 
Student  at  Mass.  Agricultural  College,  1892-96.  From  1890  to  1892,  rod- 
man  with  E.  W.  Bowditch,  Boston;  from  1896  to  1901,  rodman  and  instru- 
mentman  with  Dist.  Dept.,  Met.  Water  Bd.,  Boston;  from  1901  to  1906, 
draftsman,  assistant  engineer  and  engineer  on  construction  with  Robert  A. 
Cairns,  city  engineer,  Waterbury,  Conn.;  from  1906  to  1914,  with  Board 
of  Water  Supply,  City  of  New  York;  from  19 14  to  19 15,  in  private  practice 
and  with  Bay  State  St.  Ry.  Co.  Refers  to  S.  D.  Dodge,  J.  N.  Ferguson, 
W.  E.  Foss,  H.  W.  Home  and  J.  L.  Howard. 

Clapp,  Frederick  0ns,  Providence,  R.  I.  (Age  42,  b.  Providence, 
R.  I.)  Received  degrees  of  A.B.  and  A.M.  from  Brown  University  in  1895 
and  1897,  respectively;  received  degree  of  S.B.  from  Mass.  Inst,  of  Tech- 
nology, 1899.  From  1895  to  1897,  instructor  in  mathematics.  Brown  Uni- 
versity; from  1899  to  1902,  in  city  engineer's  office.  Providence;  from  1902 
to  1909,  in  charge  of  construction  of  slow  sand  filtration  plant  for  Providence 
Water  Works;  from  1909  to  date,  in  city  engineer's  office,  on  miscellaneous 
work  connected  with  water  and  sewer  department.  Refers  to  C.  F.  Allen, 
J.  W.  Bugbee,  W.  D.  Bullock,  O.  F.  Clapp,  H.  P.  Eddy,  Dwight  Porter,  G.  F. 
Swain  and  I.  S.  Wood. 

Clark,  Frederick  Howe,  Springfield,  Mass.  (Age  47,  b.  Northfield, 
Vt.)  Graduate  of  Norwich  University,  degree  of  B.C.E.,  1889.  From  1889 
to  1900,  with  Engineering  Dept.  of  City  of  Worcester,  Mass.;  from  1900  to 
1908,  engineer  in  charge  of  reservoir  construction.  Water  Dept.,  Worcester; 
from  1908  to  1910,  first  assistant  to  city  engineer,  Worcester;  from  1910  to 
1913,  street  commissio;ier  of  Worcester;  from  1913  to  date,  superintendent 
of  streets  and  engineering,  Springfield.  Refers  to  Joshua  Atwood,  A.  W. 
Dean,  H.  P.  Eddy,  L.  K.  Rourke  and  D.  C.  Webb. 

Collins,  Harry  Bumstead,  Brookline,  Mass.  (Age  25,  b.  Gloucester, 
Mass.)     Student  in  hydraulics  and  reinforced  concrete  at  Boston  Y.  M.  C.  A. 
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nnd  Franklin  Union;  has  passed  civil  service  examination  for  senior  transit- 
man.  During  summers  of  1906-1909,  with  Brookline  Engineering  Dept.; 
from  19 10  to  date,  with  Brookline  Engineering  Dept.  as  senior  transit  man. 
Refers  to  H.  F.  Bryant,  F.  F.  Forbes,  H.  W.  French,  F.  A.  Leavitt,  H.  A. 
Varney  and  C.  J.  Wallace. 

Deming,  Guy  Spalding,  Lowell,  Mass.  (Age  27,  b.  New  York, 
N.  Y.)  Graduate  of  Harvard  College,  1910,  with  degree  of  A.B.;  student  for 
two  years  at  Graduate  School  of  Applied  Science,  Harvard  University,  civil 
engineering  course.  During  summers  of  1910  and  191 1,  assistant  instructor 
in  plane  and  railroad  surveying  at  Harvard  Engineering  Camp;  from  June, 
1 91 2,  to  date,  assistant  to  Arthur  T.  Safford,  consulting  hydraulic  engineer, 
Lowell,  in  his  consulting  work  and  conduct  of  course  on  Water  Power  En- 
gineering at  Graduate  School  of  Applied  Science,  Harvard  University;  is 
now  resident  engineer  in  charge  of  construction,  slow  sand  filter  plant,  Gar- 
diner, Me.  Refers  to  H.  J.  Hughes,  L.  J.  Johnson,  G.  W.  Mansur  and  A.  T. 
Safford. 

Denley,  Alfred  N.,  Winchester,  Mass.  (Age  28,  b.  Rockland,  Mass.) 
Student  at  Rindge  Manual  Training  High  School,  Cambridge,  1906;  student 
at  Lowell  Inst.,  in  mechanical  engineering  course,  1908,  and  in  electrical 
courses,  1909.  From  1906  to  1907,  draftsman  with  Blake  &  Knowles  Piimp 
Works,  Cambridge;  from  1907  to  1909,  draftsman  with  C.  H.  Tenney  Co., 
Boston;  from  1909  to  191 5,  draftsman  and  resident  engineer  with  Chas.  T. 
Main.  Refers  to  F.  M.  Gunby,  J.  F.  Osbom,  H.  L.  Robinson,  H.  E.  Sawtell 
and  W.  F.  Uhl. 

Dbvinb,  Walter  A.,  Randolph,  Mass.  (Age  27,  b.  Randolph,  Mass.) 
Received  public  school  education;  also  attended  Thayer  Academy  for  one 
year  and  took  one-year  structural  course  at  Franklin  Union.  From  April, 
1906,  to  date,  with  Engineering  Dept.,  Brookline,  Mass.,  on  design  and  con- 
struction work.  Refers  to  F.  F.  Forbes,  H.  W.  French,  F.  A.  Leavitt,  E.  H. 
Rockwell,  H.  A.  Varney  and  C.  J.  Wallace. 

Donovan,  Frederick  Philomen,  Roxbury,  Mass.  (Age  24,  b.  Boston, 
Mass.)  Graduate  of  Harvard  College,  19 11;  student  at  Harvard  Graduate 
School  of  Engineering,  1912.  From  1912  to  date,  engineer  with  Hugh  Nawn 
Contracting  Co.  Refers  to  S.  T.  Connolly,  F.  C.  H.  Eichorn,  J.  T.  Frame, 
G.  W.  Lewis  and  Hugh  Nawn. 

Durant,  William  B.,  Turners  Falls,  Mass.  (Age  25,  b.  Cambridge, 
Mass.)  Student  at  Harvard  College,  1906  to  1909,  and  at  Harvard  Graduate 
School  of  Applied  Science,  1909  to  1910,  civil  engineering  course.  From  1910 
to  1911,  with  N.  Y.,  N.  H.&  H.  R.  R.,  as  surveyor  and  inspector;  from  191 1 
to  date,  engineer  with  Turners  Falls  Co.,  on  dam  design  and  canal  excavation. 
Refers  to  H.  J.  Hughes,  H.  A.Moody,  A.  T.  Safford  and  H.  D.  Woods. 

Farwell,  Joseph  Willard,  Jr.,  Canton,  Mass.  (Age  25,  b.  Millis, 
Mfiss.)  Student  at  Mass.  Inst,  of  Technology,  1908  to  1910.  From  Sept., 
1910,  to  June,  1913,  with  Maintenance  of  Way  Dept.,  N.  Y.,  N.  H.  &  H.  R.  R., 
chiefly  as  rodman,  but  as  assistant  draftsman  during  last  three  months;  from 
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June,  1913,  to  Aug.,  1914,  in  private  business;  from  Aug.  to  Nov.,  19 14,  in- 
spector with  Duxbury  Fire  &  Water  District;  from  Nov.,  191 4,  to  date, 
transit  man  with  Maintenance  of  Way  Dept.,  N.  Y.,  N.  H.  &  H.  R.  R.  Re- 
fers to  L.  H.  Allen,  J.  N,  Ferguson,  C.  V.  Reynolds,  G.  T.  Sampson  and  A.  S. 
Tuttle. 

Foster,  Harry  C,  Gloucester,  Mass.  (Age  43,  b.  Swampscott,  Mass.) 
Received  education  in  Gloucester  public  schools  and  from  special  course  at 
Mass.  Inst,  of  Technology,  1893.  From  1893  to  1905,  with  Boston  Street 
Commissioners,  in  charge  of  division  for  six  years;  in  business  for  two  years 
under  firm  name  of  Sellew  &  Foster;  with  Boston  Consolidated  Gas  Co.,  in 
charge  of  construction  of  gas  holder  for  one  year;  with  Boston  Elevated  Ry. 
Co.,  street  laying-out  division,  for  six  years.  Refers  to  Clifford  Foss,  C.  B. 
Humphrey,  C.  F.  Knowlton,  H.  C.  Mildram,  A.  L.  Plimpton,  E.  H.  Rogers, 

F.  E.  Sherry  and  F.  O.  Whitney. 

Fowler,  Samuel  Jones,  Cambridge,  Mass.  (Age  64,  b.  Westfield, 
Mass.)  Educated  at  Westfield  High,  Normal  and  Academy;  also  at  Dresden 
and  Jena,  Germany,  and  Li^ge,  Belgium.  Has  served  as  general  chemist 
for  Laflin  &  Rand  Powder  Co.,  expert  for  Rendrock  Powder  Co.,  designer  for 
Riverside  Worsted  Mills,  treasurer  of  Westfield  Gas  Co.,  and  manager  of 
Springfield  Gas  Co.;  is  now  treasurer  and  agent  for  Charlestown  Gas  & 
Electric  Co.  Refers  to  H.  N.  Cheney,  J.  W.  Ellis,  F.  H.  Fay,  N.  W.  Gifford, 
J.  A.  Gould,  W.  E.  McKay,  I.  E.  Moultrop,  Hugh  Nawn  and  S.  E.  Tinkham. 

Gage,  Stephen  DeMeritte,  Providence,  R.  I.  (Age  41,  b.  Durham, 
N.  H.)  Graduate  of  Mass.  Inst,  of  Technology,  1896.  From  July,  1896, 
to  May,  19 14,  with  Mass.  State  Board  of  Health  at  Lawrence  Experiment 
Station:  was  biologist  and  principal  assistant  during  greater  portion  of  this 
time;  from  June,  1914,  to  date,  chemist  and  sanitary  engineer  to  Rhode 
Island  State  Board  of  Health;  elected  a  member  of  Sanitary  Section,  March 
2,  1904,  and  now  wishes  to  be  transferred  to  grade  of  member.     Refers  to 

G.  A.  Carpenter,  H.  W.  Clark,  H.  P.  Eddy,  R.  A.  Hale,  A.  D.  Marble  and 
R.  S.  Weston. 

GiBLiN,  John  Francis  Alovsius,  Boston,  Mass.  (Age  25,  b.  Boston, 
Mass.)  Graduate  of  Harvard  College  with  degree  of  A.B.,  191 1;  student  in 
Graduate  School  of  Applied  Science,  Harvard  College,  1910-1911;  student 
in  building  course,  Lowell  Inst.,  1914-15.  From  June  to  Oct.,  191 1,  and 
from  July  to  Sept.,  1912,  rodman  and  draftsman  with  Sewer  Div.,  Public 
Works  Dept.;  from  Sept.,  1912,  to  date,  assistant  with  Boston  Transit  Comm. 
Refers  to  F.  C.  H.  Eichorn,  G.  D.  Emerson,  J.  A.  McMurray,  P.  H.  Mosher, 
Hugh  Nawn  and  J.  M.  Shea. 

Harty,  John  Joseph,  Jr.,  Boston,  Mass.  (Age  25,  b.  Greenville, 
Miss.)  Student  at  Mass.  Inst,  of  Technology,  1910-13.  From  June,  1906, 
to  Sept.,  1910,  with  J.  J.  Harty,  general  contractor,  Greenville,  Miss.;  from 
June  to  Sept.,  1912,  with  N.  E.  Concrete  Construction  Co.,  Boston;  from 
June,  1913,  to  Sept.,  1914,  with  Monks  &  Johnson,  engineers  and  architects, 
Boston;  from  Nov.,  1914,  to  date,  with  Fay,  SpoflFord  &  Thorndike,  consult- 
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ing  engineers,  Boston.  Refers  to  F.  H.  Fay,  Mark  Linenthal,  J.  R.  Nichols, 
C.  M.  Spofford  and  S,  H.  Thomdike. 

HoRNE,  Ralph  Warren,  Maiden,  Mass.  (Age  26,  b.  Maiden,  Mass.) 
Graduate  of  Mass.  Inst,  of  Technology,  1910.  Assistant  at  Mass.  Inst,  of 
Technology,  during  collegiate  year  of  191 1;  from  191 1  to  191 5,  assistant 
engineer  and  designer  for  Metcalf  &  Eddy;  at  present  employed  by  Fay, 
Spofford  &  Thomdike.  Refers  to  H.  P.  Eddy,  F.  H.  Fay,  Leonard  Metcalf, 
C.  W.  Sherman,  CM.  Spofford  and  S.  H.  Thorndike. 

Joy,  Charles  Frederick,  Jr.,  Fall  River,  Mass.  (Age  28,  b.  Chelsea, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  civil  engineering  course, 
1910.  During  Summer  of  1909,  timekeeper  and  material  man  with  J.  W. 
Bishop  Co.;  with  B.  &  M.  R.  R.,  M.  of  W.  Dept.,  for  about  nine  months; 
from  Jan.  to  March,  1912,  assistant  engineer  on  Neponset  River  preliminary 
surveys;  from  April  to  Dec.,  191 2,  inspector  of  sewer  construction,  Attle- 
boro,  Mass.;  from  Jan.  to  April,  1913,  assistant  engineer  and  draftsman  with 
Bay  State  St.  Ry.  Co.,  at  Newport,  R.  I.;  from  May,  1913,  to  May,  1914, 
assistant  engineer  on  Neponset  River  Improvement;  from  May  to  Dec, 
1914,  resident  engineer  on  construction  of  sewage  disposal  plant  for  Franklin, 
Mass.;  is  now  with  Hanscom  Construction  Co.,  as  engineer  on  construction 
of  intercepting  drain  at  Fall  River,  Mass.  Refers  to  E.  M.  Blake,  N.  L. 
Hammond,  Dwight  Porter,  A.  L.  Shaw,  C.  M.  Spofford  and  J.  J.  Van  Valken- 
burgh. 

Lamson,  John  Stevens,  Arlington,  Mass.  (Age  49,  b.  Cambridge, 
Mass.)  Graduate  of  Tufts  College,  civil  engineering  course,  1889.  From 
1889  to  1 891,  taught  at  Tufts  College;  from  1891  to  March,  19 14,  with  City 
of  Boston,  first  in  city  engineer's  ofhce  and  later  in  Public  Works  Dept.; 
from  Sept.,  1914,  to  date,  with  Fay,  Spofford  &  Thorndike.  Refers  to  M.  T. 
Cook,  E.  W.  Howe,  Theodore  Parker,  CM.  Spofford  and  S.  H.  Thomdike. 

Langdon,  George  Woodward,  Jr.,  Brookline,  Mass.  (Age  26,  b. 
Clinton,  Mass.)  Graduate  of  Newburyport  High  School,  1908;  student  at 
Brown  Univ.,  1908  to  1912.  During  summers  of  1908  and  1909,  engineer  in 
connection  with  auxiliary  water  supply.  City  of  Newburyport;  engineer  on 
land  development  scheme  in  Rhode  Island  for  two  months  in  1912;  from 
June,  1913,  to  Feb.,  1914,  resident  engineer  with  Mass.  Highway  Comm.  on 
construction  in  Wellesley  and  Natick  and  on  construction  of  concrete  bridge 
at  Tyngsboro;  since  Feb.,  1914,  has  been  engaged  in  non-technical  work; 
is  now  assistant  general  manager  of  Keystone  Stoker  Co.  Refers  to  J.  B. 
Blood,  H.  B.  Drowne,  Harold  Parker,  A.  E.  Tarbell  and  L.  D.  Thorpe. 

Leary,  Herbert  Daniel,  East  Boston,  Mass.  (Age  28,  b.  East 
Boston,  Mass.)  Graduate  of  Mechanic  Arts  High  School,  1904;  took  post- 
graduate course,  1905;  student  at  Tufts  College,  1906,  and  at  University 
of  Maine,  1907,  civil  engineering  course.  From  June,  1910,  to  July,  191 1, 
engineering  inspector  with  Mass.  Highway  Comm.;  from  July,  191 1,  to 
April,  1913,  with  Lucius  Engineering  Co.,  Pittsburgh,  Pa.,  as  engineer  and 
estimator  on  railroad  bridge  construction;    from  April,  1913,  to  May,  1914, 
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with  Turners  Falls  Co.  on  large  hydro-electric  development;  from  May»  1914, 
to  date,  with  Boston  Transit  Comm.  Refers  to  E.  S.  Davis,  F.  C.  H.  Eichorn, 
G.  D.  Emerson  and  J.  T.  Frame. 

Lynch,  Arthur  Vincent,  Boston,  Mass.  (Age  27,  b.  Boston,  Mass.) 
Graduate  of  Mechanic  Arts  High  School;  student  at  Y.  M.  C.  A.  evening 
school  for  two  years  and  at  Franklin  Union  for  three  years.  With  French 
&  Bryant,  engineers,  for  one  year;  has  been  seven  years  with  Boston  Transit 
Comm.,  as  inspector  and  transitman.  Refers  to  C.  L.  Brown,  W.  W.  Davis, 
G.  D.  Emerson,  B.  A.  Rich  and  P.  B.  Walker. 

McMuLLEN,  Ernest  William,  Jamaica  Plain,  Mass.  (Age  25,  b. 
Boston,  Mass.)  Graduate  of  Mechanic  Arts  High  School,  I908;  has  taken 
courses  at  Y.  M.  C.  A.  evening  school.  From  1908  to  191 1,  with  Francis  W. 
Wilson,  consulting  engineer,  on  concrete  design  and  in  charge  of  drafting 
room;  from  191 1  to  date,  with  Monks  &  Johnson;  has  served  as  resident 
inspector  on  buildings  and  is  now  in  charge  of  squad  of  men  working  on  design 
of  concrete  building.  Refers  to  Randolph  Bainbridge,  Granville  Johnson, 
Mark  Linenthal  and  J.  R.  Nichols. 

Mawney,  Robert  Wheaton,  Pittsfield,  Mass.  (Age  35,  b.  East 
Greenwich,  R.  I.)  Student  at  Brown  Univ.,  civil  engineering  course,  1900 
to  1904.  During  college  course  worked  for  Ernest  H.  Browndl,  C.E.,  and 
Samuel  M.  Gray,  C.E.,  both  of  Providence;  from  1905  to  1906,  with  steam 
heating  firm  in  Providence;  from  1906  to  1907,  with  Lockwood,  Greene 
&  Co.,  on  water-power  development  and  surveys  in  North  and  South  Caro- 
lina and  in  Georgia;  from  1907  to  1909,  draftsman  with  Charles  River  Basin 
Comm.;  from  1909  to  date,  assistant  engineer  with  City  of  Pittsfield,  chief 
work  in  this  capacity  having  been  on  design  of  water  works  and  bridges. 
Refers  to  T.  F.  Dorsey,  R.  W.  Emerson,  A.  A.  Fobes,  H.  A.  Miller  and  E.  C. 
Sherman. 

Maynard,  Arthur  J.,  State  Farm,  Mass.  (Age  46,  b.  Fall  River, 
Mass.)  Educated  in  public  schools.  During  year  1886,  timekeeper  and 
foreman  with  Brightman  &  Place;  from  1887  to  1889,  superintendent  of 
building  construction  with  Beattie  &  Wilcox;  from  1889  to  date,  superinten- 
dent of  construction  at  Massachusetts  State  Farm;  has  built  95  per  cent,  of 
State  Farm  buildings.  Refers  to  H.  B.  Andrews,  W.  M.  Bailey,  E.  S.  Lamed, 
E.  F.  Rockwood,  S.  E.  Thompson  and  L.  C.  Wason. 

Miller,  Buckingham,  Newton  Highlands,  Mass.  (Age  26,  b.  Des 
Moines,  la.)  Graduate  of  Newton  High  School,  1906;  student  for  three 
years  at  Yale  College.  Previous  to  Sept.,  1910*,  worked  five  summers  as 
rodman;  from  Sept.,  1910,  to  Jan.,  1912,  rodman  and  instrumentman  for 
MacArthur  Bros.  Co.  and  Winston  &  Co.,  at  Ashokan  Dam;  Jan.  to  June, 
191 2,  assistant  engineer,  Board  of  Water  Supply  of  New  York  City,  on  city 
aqueduct  tunnel;  from  June,  19 12,  to  Sept.,  19 14,  chief -of -party  and  in- 
spector for  Directors  of  Port  of  Boston;  Sept.  to  Dec.,  1914,  assistant  en- 
gineer with  Percy  M.  Blake  on  Mansfield  water  supply  construction.  Refers 
to  J.  N.  Ferguson,  F.  W.  Hodgdon,  J.  L.  Howard  and  H.  A.  Miller. 
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Morrill,  Fred  William,  West  Roxbury,  Mass.  (Age  30,  b.  Haverhill, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1907,  civil  engineering 
course.  During  year  1907-08,  with  contracting  company  on  construction 
work  and  later  acted  as  inspector  on  bridge;  from  June,  1908,  to  June,  191 1, 
taught  railroad  and  bridge  engineering  at  Pei  Yang  Univ.,  Tientsin,  China; 
from  Oct.  to  Dec.,  191 1,  with  New  York  Central  Ry.  on  valuation  work; 
from  Dec.,  191 1,  to  Feb.,  1914,  designer  and  concrete  inspector  with  J.  R. 
Worcester  &  Co.;  in  Feb.,  1914,  entered  employ  of  Quequechan  River  Comm., 
Fall  River;  is  now  employed  by  Fay,  SpofiFord  &  Thorndike,  on  design  of 
concrete  structures  for  proposed  improvement  of  Quequechan  River.  Refers 
to  F.  H.  Fay,  H.  F.  Sawtelle,  C.  M.  Spofford  and  S.  H.  Thorndike. 

O'Connor,  James  Henry,  Roslindale,  Mass.  (Age  27,  b.  Holliston, 
Mass.)  Student  at  Harvard  College,  1907-08.  From  1910  to  191 1,  rod- 
man  with  Public  Works  Dept.,  City  of  Boston;  from  191 1  to  1912,  draftsman. 
High  Pressure  Fire  Service,  Boston;  from  191 2  to  date,  assistant  with  Boston 
Transit  Comm.  Refers  to  F.  C.  H.  Eichorn,  L.  B.  Manley,  C.  V.  Reynolds 
and  R.  E.  Rice. 

Parke,  Robert  Heywood,  Fitchburg,  Mass.  (Age  39,  b.  Monson, 
Mass.)  Graduate  of  Tufts  College,  1898,  with  degree  of  B.S.  in  electrical 
engineering;  received  degree  of  M.S.  from  Tufts,  1903.  Entered  employ  of 
Fitchburg  R.  R.,  Sept.,  1899,  as  transitman;  within  a  year  was  advanced 
to  engineer's  assistant  in  charge  of  construction  of  new  dock  between  U.  S. 
Navy  Yard  and  Railroad  Pier  7,  Charlestown;  was  for  several  years  in  charge 
of  surveys  and  construction  work  on  different  divisions  of  B.  &  M.  R.  R.; 
transferred  to  Fitchburg,  in  charge  of  division  office,  1903;  in  charge  of 
division  office,  Greenfield,  from  1906  to  1912;  from  1912  to  date,  assistant 
engineer^  maintenance  of  way  department,  with  headquarters  at  Fitchburg. 
Refers  to  H.  Bissell,  A.  B»  Corthell,  H.  T.  Gerrish,  B.  W.  Guppy,  L.  C.  Law- 
ton,  F.  B.  Rowell  and  J.  P.  Snow. 

Putnam,  Harold  W.,  Lynn,  Mass.  (Age  22,  K  Lynn,  Mass.)  Student 
at  Boston  Y.  M.  C.  A.  Co-operative  Engineering  School,  191 1  to  1913. 
From  Nov.,  1912,  to  June,  1914,  with  Aspinwall  &  Lincoln;  from  June  to 
Dec.,  1914*  with  Mass.  Highway  Comm.;  from  March,  191 5,  to  date,  with 
Metropolitan  Park  Comm.  Refers  to  Thomas  Aspinwall,  H.  P.  Burden, 
J.  N.  Ferguson,  E.  H.  Lincoln,  F.  D.  Sabin  and  T.  W.  Souther. 

Rhodes,  Ralph  Farnham,  Newport,  R.  L  (Age  35,  b.  Meadville, 
Miss.)  Received  degree  of  B.S.  in  1900  and  degree  of  C.E.  in  1901  from 
Louisiana  State  University.  From  1901  to  1904,  track  apprentice,  chain- 
man,  rodman,  and  instrumentman  with  Y.  &  M.  V.  R.  R.;  in  1904,  chiefof- 
party  on  preliminary  railroad  surveys  in  Louisiana  and  Mississippi;  from 
1904  to  1905,  engineer  for  Park  Comm.,  Memphis*  Tenn.;  from  1905  to 
1907,  superintendent  for  contractor  on  levee  and  canal  construction;  in 
1907,  resident  engineer  in  charge  of  railway  construction  in  Mississippi,  and 
chief -of -party  on  survey  of  islands  in  Mississippi  River;  in  1908,  in  charge 
of  highway  bridge  construction  in  Mississippi;    in  1909,  in  charge  of  survey 
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of  timber  land  in  Louisiana;  from  1909  to  date,  with  U.  S.  Engr.  £>ept., 
Newport,  R.  I.;  since  1913  has  held  position  of  junior  engineer;  holds  license 
to  practice  as  civil  engineer  in  Louisiana.  Refers  to  A.  S.  Ackerman,  J.  R. 
Burke,  T.  G.  Hazard,  Jr.,  S.  A.  Miller,  A.  J.  Oberand  M.  T.  Whiting. 

Richmond,  Carl  Gee,  Revere,  Mass.  (Age  26,  b.  Peabody,  Mass.) 
Graduate  of  Mass.  Inst,  of  Technology,  191 1.  From  June,  1910,  to  Jan.,  1915, 
with  Engineering  £>ept.  of  Mass.  Highway  Comm.,  on  survey,  office  and 
construction  work;  from  Jan.,  191 5,  to  date,  city  engineer  and  superintendent 
public  works.  Revere,  Mass.  Refers  to  C.  F.  Allen,  A.  W.  Dean,  E.  R. 
Hyde,  G.  P.  Soutar,  C.  M.  Spofford,  A.  T.  Sprague  and  C.  S.  Tinkham. 

RoBBiNS,  Henry  C,  Newton  Highlands,  Mass.  (Age  38,  b.  West- 
brook,  Me.)  Special  student  of  architecture.  Harvard  Univ.,  1897-98. 
Was  for  seven  years  chief  draftsman  with  Warren,  Smith  &  Biscoe;  was  for 
two  years  architect  with  American  Tel.  &  Tel.  Co.;  was  for  seven  and  a 
half  years  architect  with  I>ensmore  &  LeClear;  since  Jtily,  1914,  member 
of  firm  of  Densmore  &  LeClear.  Refers  to  G.  H.  Brazer,  C.  R.  Gow,  L,  L. 
Street  and  L.  C.  Wason. 

Rooks,.  Clarence  Henry,  Lawrence,  Mass.  (Age  51,  b.  Clifton,  Me.) 
Educated  in  public  schools,  Clifton  and  Amherst,  Me.  From  1887  to  1888, 
with  Mass.  State  Board  of  Health  at  Lawrence  Experimental  Station;  from 
1888  to  date,  with  Essex  Co.  nearly  continuously,  as  assistant  engineer  on 
hydraulic  matters;  in  1902  was  with  John  R.  Freeman  on  Charles  River 
Dam  investigation.  Refers  to  J.  R.  Baldwin,  F.  H.  Carter,  R.  A.  Hale, 
C.  T.  Main,  A.  D.  Marble,  A.  T.  Safford  and  W.  E.  Spear. 

Simmons,  John  Edgar,  Wollaston,  Mass.  (Age  32,  b.  WoUaston, 
Mass.  Graduate  of  Mechanic  Arts  High  School,  1901;  took  postgraduate 
course,  1902;  student  at  Mass.  Inst,  of  Technology,  1902-05.  From  1905 
to  1906,  foreman.  Swift  Soap  Works,  Somerville;  from  1906  to  19 12,  super- 
intendent. Flash  Chemical  Co.,  ^ston;  from  March,  1912,  to  date,  drafts- 
man and  estimator,  Simpson  Bros.  Corp.,  Boston.  Refers  to  H.  B.  Andrews, 
E.  C.  Hultman,  D.  P.  Kelley,  C.  F.  Knowlton  and  E.  C.  Sargent. 

Webb,  George  Fuller,  Bellows  Falls,  Vt.  (Age  40,  b.  Bellows  Falls, 
Vt.)  Received  common  school  education  in  public  schools  of  Bellows  Falls; 
since  August,  1908,  student  with  International  Correspondence  Schools, 
complete  engineering  course.  From  April,  1910,  to  December,  1912,  with 
New  Hampshire  State  Highway  Dept.;  during  season  of  1913,  with  Lane 
Construction  Corp'n,  Meriden,  Conn.,  on  highway  construction;  from  1913 
to  date,  engaged  in  contract  and  engineering  work,  lately  for  B.  A.  Robinson, 
C.E.,  Bellows  Falls.  Refers  to  C.  M.  Brooks,  A.  W.  Dean,  H.  B.  Drowne 
and  B.  A.  Robinson. 

Whitmore,  Harold  Cushing,  Lynn,  Mass.  (Age  28.  b.  Lynn,  Mass.) 
Graduate  of  Dartmouth  College,  1909,  degree  of  B.S.  From  April,  1909,  to 
July,  1910,  rodman  and  instrumentman  on  Charles  River  Dam;  from  July 
to  Dec.,  1910,  instrumentman  with  Mass.  Harbor  and  Land  Comm.;  from 
Dec.,   1910,  to  Aug.,  191 2,  instrumentman  and  chief-of-party  on  Famham 
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Dam,  city  of  Pittsfield  water  supply;  from  Aug.,  1912,  to  March,  1914, 
chief' of -party  on  dam  at  Somerset,  Vt.,  for  Power  Construction  Co.  of  Shel- 
bume  Falls;  office  assistant  with  same  company  in  main  office  at  Shelbume 
Falls  from  March  to  Oct.,  1914.  Refers  to  W.  N.  Charles,  T.  F.  Dorsey, 
J.  N.  Ferguson,  J.  L.  Howard,  H.  A.  Miller  and  C.  F.  Powers. 

Whitney,  Harry  L.,  Somerville,  Mass.  (Age  52,  b.  Dublin,  N.  H.) 
Educated  in  public  schools  of  Fitchburg,  Mass.  Has  been  connected  with 
subway  construction  in  Boston  and  Cambridge  since  1906;  in  1910,  foreman 
on  bridge  and  grade-crossing  work  for  Coughlan  &  Shields;  in  191 1,  fore- 
man on  finish  construction.  Section  2,  Beacon  Hill  Tunnel;  in  1912,  foreman 
in  charge  of  form  work,  Section  A,  Dorchester  Tunnel;  since  Feb.,  1913, 
superintendent  at  Cypher  St.  stock  yards  of  Boston  Transit  Comm.  Refers 
to  H.  C.  DeLong,  G.  D.  Emerson,  L.  B.  Manley  and  P.  B.  Walker. 

Williams,  Frederick  Crawford,  Newport,  R.  I.  {Age  25,  b.  Paw- 
tucket,  R.  I.)  Student  at  Brown  Univ.  from  1909  to  1913,  civil  engineering 
course.  From  June,  1907,  to  July,  191 3,  with  City  Engineer's  Dept.,  Paw- 
tucket,  R.  I.,  as  field  and  office  assistant,  working  summers  and  afternoons; 
from  Nov.,  1912,  to  Feb.,  1913,  worked  evenings  as  draftsman  with  J.  R. 
Freeman;  from  July,  191 3,  to  date,  transitman  and  draftsman  with  U.  S. 
Engr.  Dept.,  Newport,  R.  I.  Refers  to  B.  C.  Bussey,  G.  A.  Carpenter,  A.  J. 
Ober,  E.  .S.  Patton  and  F.  A.  Sweet. 
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ADDITIONS. 

AcKERSON,  Herbert  N 149  Independence  Ave.,  Quincy,  Mass. 

Appleton,  Arthur  B 15  Dane  St.,  Beverly,  Mass. 

Barrett,  Robert  E Framingham,  Mass. 

Brown,  William  A 87  Homer  St.,  East  Boston,  Mass. 

Buckley,  William  J 26  Lyman  St.,  Lynn,  Mass. 

Cherry,  Martin  C 22  Seymour  St.,  Roslindale,  Mass. 

Cochran,  William  J 117  Hancock  St.,  Dorchester,  Mass. 

CowLES,  M.  Warren 137  Newbury  St.,  Boston,  Mass. 

DoLLiVER,  Henry  F 12  Pearl  St.,  Lawrence,  Mass. 

Duffy,  J.  Henry 42  Cogswell  Ave.,  Cambridge,  Mass. 

EisNOR,  John  J 42  West  Newton  St.,  Boston,  Mass. 

Fuller,  Philip  E Thorndike,  Mass. 

Griffin,  John  H Gloucester,  Mass. 

Hall,  Charles  Loring 533  West  Park  St.,  Dorchester,  Mass. 

Hammond,  N.  LeRoy 30  Walker  St.,  Newtonville,  Mass. 

Harris,  Gilbert  M 201  Newtonville  Ave.,  Newton,  Mass. 

Hunter,  Harry  G Walpole,  Mass. 

King,  Arthur  C 71  Colton  St.,  Springfield,  Mass. 

KiRKPATRiCK,  Charles  D 60  Federal  St.,  Boston,  Mass. 
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Lampie,  Abraham  L 41  Lindsay  St.,  I>orchester,  Mass. 

Miller,  Charles  A 11  Wayland  St.,  Wollaston,  Mass. 

Perley,  Lew  K Laconia,  N.  H. 

Perry,  Chauncy  R Worcester  Lane,  Waltham,  Mass. 

Proctor,  Fred  W North  Adams,  Mass. 

Raymond,  John  W.,  Jr. loi  Balch  St..  Beveriy,  Mass. 

Smulski,  Edward 141  Milk  St.,  Boston,  Mass. 

Stuart,  George  E 122  Cabot  Park,  Nei^-ton,  Mass. 

Stucklen,  Carl  L 26  Esmond  St.,  Dorchester,  Mass. 

Sumner,  Merton  R 135  Dutcher  St.,  Hopedale,  Mass. 

changes  of  address. 

Babcock,  Paul  A 493  Commercial  St.,  Portland,  Me. 

Berry,  Charles  R 81  Huntington  Ave.,  Roslindale,  Mass. 

Bessey,  Roy  F Care  of  U.  S.  Reclamation  Service,  Provo,  Utah 

DoTTEN,  WU.LIAM  J 847  Fellsway,  Medford,  Mass. 

Ellis,  William  H.,  Jr 479  Meridian  St.,  East  Boston,  Mass. 

Hammond,  Wilberforce  B 60  Fenway,  Boston,  Mass. 

Hunter,  William  B 1 16  Saratoga  Ave.,  Yonkers,  N.  Y. 

Hurd,  Stephen  P 1900  Euclid  Ave.,  Room  601,  Cleveland.  Ohio 

McCoNNELL,  Ira  W Care  of  John  Ware,  Downey,  Ida. 

Milne,  A.  P 689  Northrup  St..  Portland,  Ore. 

MoNOGHAN,  James  F 79  Milk  St.,  Boston,  Mass. 

Sabin,  Fred  D 14  Haskell  St.,  Cambridge,  Mass. 

Simons,  George  W.,  Jr 59  Astor  St.,  Suite  15,  Boston,  Mass. 

Smith,  Sidney 84  Hastings  St.,  West  Roxbury,  Mass. 

TiNKHAM,  Charles  S. 24  Pond  St.,  Greenfield,  Mass. 

Wilson,  Albert  O 137  Winsor  Ave.,  Watertown,  Mass. 

death. 
Rich,  Isaac.  .^ Died  March  11,  1915 

resignations. 

(In  effect  March  17,  191 5.) 

Cunningham,  J.  Earl  Olmsted.  Herbert  W. 

Davis,  Charles  H.  Peters,  Anthony  W. 

Eaton,  J.  Haworth  Polleys,  William  V. 

Farwell.  Howard  L.  Saville.  Charles 

Harrison,  Howard  G.  Shailbr.  Robert  A. 

Heald,  Simpson  C.  Stetson,  Charles  E.  F. 

Heath.  Arnold  W.  Walworth.  Arthur  C. 

Knowlton.  Edgar  Willard,  Ernest  C. 

M ANAHAN.  Elmer  G.  Yates.  Sheldon  S. 
Murray,  Frederic  L. 
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EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capable 
of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  post- 
Hons  available  and  the  other  of  men  available^  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

297.  Age  29.  Student  for  one  year  at  Dartmouth  College.  Has  had 
more  than  ten  years'  experience,  including  three  years  as  rodman  and  transit- 
man  with  Met.  Park  Comm.;  more  than  six  years  engineering  work  in  Cuba, 
chiefly  as  assistant  or  resident  engineer  on  railroad  and  street  railway  con- 
struction and  maintenance;  six  months  drafting  on  municipal  work  and  nine 
months  as  assistant  engineer  in  charge  of  construction  and  enlargement  of 
water  works.     Desires  position  as  engineer  on  survey  or  construction  work. 

298.  Age  26.  Graduate  of  Tufts  College,  191 1,  with  degree  of  B.S. 
in  structural  engineering.  Has  had  more  than  a  year's  experience  in  detailing 
and  designing  of  structural  steel  and  three  years'  experience  as  structural 
engineer  with  Electric  Illuminating  Co.  Desires  position  with  engineer  or 
contractor,  in  or  near  Boston,  as  designer  or  detailer  on  steel,  reinforced  con- 
crete or  masonry. 

299.  Age  25.  Graduate  of  Mechanic  Arts  High  School;  student  for 
one  year  at  Harvard  University  and  for  three  years  at  Franklin  Union;  has 
also  taken  I.  C.  S.  course  in  municipal  engineering.  Has  had  about  five 
years'  experience,  chiefly  as  rodman,  draftsman  and  inspector  on  railroad 
and  street  railway  work  and  on  subway  construction. 

300.  Age  23.  Graduate  of  Mechanic  Arts  High  School,  1910;  is  now 
student  in  structural  course  at  Lowell  Inst.  Has  had  more  than  three  years' 
experience  as  draftsman,  including  one  and  one-half  years'  with  the  Edison 
Electric  Illuminating  Co.;  eight  months  with  General  Electric  Co.  of  Lynn; 
seven  months  with  Swift  &  Co.,  in  construction  department.  Desires  posi- 
tion as  draftsman  or  on  outside  work. 

301.  Age  34.  Graduate  of  Mechanic  Arts  High  School,  1900.  Has 
had  about  fifteen  years*  experience,  including  four  years  on  landscape  en- 
gineering; six  years  as  civil  engineer  and  draftsman,  chiefly  on  railroad  work, 
and  about  five  years  as  mechanical  draftsman  and  engineer  for  electric  and 
hydraulic  companies.  Desires  p>osition  as  civil  or  mechanical  engineer.  Sal- 
ary desired,  $20  per  week. 

302.  Age  62.     Has  worked  continuously  with   Boston   firm  on  esti- 
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« 
mating  and  designing  of  structural   and   ornamental   iron   work.     Desires 

position  as  structural  engineer. 

303.  Age  29.  Graduate  of  University  of  Maine,  191  if  with  degree  of 
B.S.  in  civil  engineering.  Has  had  experience  as  rodman,  inspector,  transit; 
man,  etc.,  on  electric  railway  construction  and  on  reinforced  concrete  con- 
struction work;  assistant  engineer  for  industrial  plant  and  designer  and 
draftsman  on  mechanical  engineering  work  Desires  position  as  assistant 
engineer  in  field  or  assistant  to  designer  in  office.  Salary  desired,  $125  per 
month. 

304.  Age  27.  Graduate  of  Valparaiso  University,  Indiana,  with 
degree  of  B.C.E.  Has  had  one  year's  experience  as  transitman  with  B.  &  M. 
R.  R.;  three  and  one-half  years'  experience  as  assistant  engineer  for  the 
estates  of  Long  Beach,  N.  Y.;  latter  work  included  inspecting,  surveying,  and 
computing  for  hydraulic  dredging,  brick  and  macadam  streets,  water  and 
gas  mains,  sewer  mains  and  disposal  plant,  etc.  Desires  ix>sition  as  assistant 
or  transitman.     Salar>'  desired,  $100  per  month. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U,  S.  Government  Reports. 

Annual  Report  of  Chief  of  Weather  Bureau  for  1913-14. 

Arguments  for  and  against  Train-Crew  Legislation. 

Ecistern  Hemlock.      E.  H.  Frothingham. 

Elliston  Phosphate  Field,  Montana.  R.  W.  Stone  and  C.  A. 
Bonine. 

Forest  Planting  in  Eastern  United  States.    C.  R.  Tillotson. 

Hand  Firing  Soft  Coal  under  Power-Plant  Boilers.  Henry 
Kreisinger. 

Salines  in  Owens,  Searles  and  Panamint  Basins,  Southeastern 
California.     Hoyt  S.  Gale. 

Water-Supply  Paper  330. 

State  Reports. 

Connecticut.  Report  of  State  Board  of  Health  on  Investiga- 
tion of  Pollution  of  Streams,  1914;  House  Bill  No.  306,  Act  con- 
cerning Pollution  of  Water  Supplies;  House  Bill  No.  308,  Act 
concerning  Disposal  of  Sewage  in  Inland  and  Tidal  Waters. 

New  Jersey.    Mineral  Industr>^  for  1913.    M.  W.  Twitchell. 
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Municipal  Reports. 

Belmont,  Mass.  Annual  Report  of  Water  Commissioners 
for  1914. 

Brookline,  Mass.    Annual  Report  of  Water  Board  for  1914. 

Chicago,  111.  Report  on  Official  Duty  Test  of  Booster 
Pumps  at  Roseland  Pumping  Station. 

Concord,  Mass.  Annual  Report  of  Board  of  Health  for 
1914. 

Concord,  Mass.  Annual  Report  of  Road  Commissioners 
for  1914. 

Concord,  Mass.  Annual  Report  of  Water  and  Sewer  Com- 
missioners for  1914. 

Fitchburg,  Mass.    Annual  Report  of  City  Engineer  for  1914. 

Hartford,  Conn.  Annual  Report  of  Water  Commissioners 
for  1913-14. 

Laconia,  N.  H.  Annual  Reports  of  Board  of  Public 
Works  for  1914. 

Leominster,  Mass.  Annual  Report  of  Water  Board  for 
1914. 

New  Bedford,  Mass.    Annual  Report  of  Water  Board  for 

1914- 

North  Adams,  Mass.    Annual  Reports  of  City  Officers  for 

1914. 

Peabody,  Mass.  Annual  Report  of  Commission  of  Public 
Works  for  1914. 

Plymouth,  Mass.  Annual  Report  of  Water  Commissioners 
for  1914. 

Reading,  Mass.  Annual  Report  of  Water  Commissioners 
for  1 91 4. 

Rutland,  Vt.    Annual  Report  of  City  Officers  for  1914. 

Springfield,  Mass.    Annual  Report  of  Water  Commissioners 

for  1914. 

Watertown,  Mass.    Annual  Report  of  Town  Officers  for 

1914. 

Westfield,  Mass.  Annual  Report  of  Municipal  Light  Board 
for  1914. 
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Miscellaneous. 

C.  L.  Berger  &  Sons:  Standard  Instruments  of  Precision, 

1915- 

Carbolineum  Wood  Preserving  Co. :  Bulletins  33  and  36. 

Construction  of  Masonry  Dams.     Chester  W.  Smith. 

Designing  and  Detailing  of  Simple  Steel  Structures.     Clyde 
T.  Morris. 

Dry  Rot  in  Factory  Timbers.    Associated  Factory  Mutual 
Fire  Insurance  Companies. 

Earth  Work  and  Its  Cost.    Halbert  P.  Gillette. 

Freight  Terminals  and  Trains.    John  A.  Droege. 

Kearney  &  Trecker  Co.:     Milwaukee  Milling  Machines: 
Catalogue  No.  19. 

Modem  British  Permanent  Way.    Cecil  J.  Allen.    Gift  of 
Leslie  H.  Allen. 

Preservation  of  Structural  Timber.    Howard  F.  Weiss. 

Price  of  Inefficiency.    Frank  Koester. 

Reinforced  Concrete.    John  P.  Brooks. 

Reinforced  Concrete    Construction,    2    vols.     George    A. 
Hool. 

Water  Supply  of  Country  Houses.    William  Paul  Gerhard. 
Gift  of  author. 

Library  Committee. 


NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  oi  their  work  to  the  Secretar>', 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

Commonwealth  of  Massachusetts.  —  Metropolitan  Water 
AND  Sewerage  Boaiud.  —  Sewerage  Works.  —  Surveys  for  the 
extension  of  the  Metropolitan  sewer  to  Wellesley  have  been 
started. 

Metropolitan  Park  Commission.  —  Furnace  Brook  Park- 
way. —  Bids  have  been  received  (or  building  Furnace  Brook 
Parkway  from  Quincy  Shore  Reservation  to  Hancock  St.,  Quincy. 
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This  work  calls  for  about  40  000  cu.  yds.  of  earth  grading  and 
furnishing  of  about  100  000  cu.  yds.  of  filling.  The  lowest  bidder 
is  John  Cashman  &  Sons  Company. 

Middlesex  Fells  Parkway,  —  Work  of  rebuilding  the  north- 
erly half  of  Wellington  Bridge,  with  reinforced  concrete  girder 
construction,  is  in  progress.    Coleman  Brothers,  contractors. 

Mystic  Valley  Parkway.  —  Work  of  constructing  parkway 
from  Craddock  Bridge  to  Mystic  Ave.  is  in  progress.  Coleman 
Brothers,  contractors. 

General.  —  Considerable  work  is  in  progress  throughout  the 
reservations  and  parkways,  undertaken  with  a  view  to  relieving 
the  conditions  of  unemployment. 

Directors  of  the  Port  of  Boston. — Bulkheads, — 
The  wooden  bulkheads  adjoining  the  site  of  the  proposed  dry 
dock  at  the  South  Boston  Flats  are  practically  completed,  mak- 
ing a  total  length  of  10  305  lin.  ft.,  of  which  7  277.4  'i^-  ft.  is  com- 
posed of  oak  piles  and  sheeting  4  in.  thick,  and  the  remainder  is 
of  yellow  pine  piles  with  sheeting  6  in.  thick. 

Dredging.  —  The  dredging  of  the  Reserved  Channel  at 
South  Boston  east  of  the  temporary  entrance  by  the  suction 
dredge  Tampa  has  continued,  making  30  ft.  at  mean  low  water 
in  a  channel  300  ft.  wide.  The  dredging  of  the  Reserved  Channel 
in  South  Boston  between  L  St.  bridge  and  the  temporary  en- 
trance is  being  done  by  J.  P.  O'Riorden's  dredge  No.  8  and  is 
about  75  per  cent,  completed.  Dredging  is  in  progress  at  the 
site  of  Commonwealth  Pier  i,  East  Boston,  by  the  Bay  State 
Dredging  Company,  making  40  ft.  at  mean  low  water. 

Boston  Transit  Conunission.  —  Dorchester  Tunnel.  —  The 
Dorchester  Tunnel  is  substantially  completed  from  Tremont  St. 
to  the  westerly  side  of  Dewey  Sq.,  including  the  Washington 
station. 

Section  D  includes  a  station  under  Dewey  Sq.  and  about 
450  ft.  of  tunnel  under  Summer  St.  east  of  the  station.  Work  is 
now  in  progress  on  both  station  and  tunnel.  The  Hugh  Nawn 
Contracting  Co.  is  the  contractor. 

Section  E  includes  two  single-track  circular  tunnels  which 
will  extend  from  near  the  junction  of  Summer  St.  and  Dorchester 
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Ave.  under  the  Fort  Point  Channel  and  private  property  to  a 
point  near  Dorchester  Ave.  between  West  First  and  West  Second 
Sts.,  South  Boston.  These  tunnels  will  be  driven  by  means  of 
shields  and  with  compressed  air.  Work  is  in  progress  at  the  main 
shaft  in  West  First  St.  and  on  the  power  plant.  P.  McGovem  & 
Co.  is  the  contractor. 

Section  H  is  located  in  Dorchester  Ave.  between  Old  Colony 
Ave.  and  Woodward  St.,  and  is  about  2  200  ft.  long.  The  struc- 
ture is  to  be  mainly  of  reinforced  concrete,  and  consists  of  a 
double-track  tunnel  to  be  built  by  the  cut-and-cover  method. 
The  work  also  includes  a  pump  well,  an  emergency  exit,  and 
sewer  changes.    The  T.  A.  Gillespie  Co.  is  the  contractor. 

Enlargement  of  Park  Street  Station.  —  A  brief  description  of 
the  work  for  the  enlargement  of  Park  St.  station  was  given  in  the 
December  issue  of  the  Journal.  The  work  of  enlarging  the 
station  proper  is  now  completed  except  the  interior  finish  of  the 
roof  of  the  enlargement.  The  surface  of  the  Common  is  being 
restored  and  the  granolithic  walks  are  being  rebuilt. 

Work  is  now  in  progress  at  the  junction  of  Park  and  Tre- 
mont  Sts.  on  removing  the  triangular  core  of  earth  and  a  part  of 
the  walls  and  roof  and  removing  some  of  the  columns  of  the 
present  structure  at  that  place  and  substituting  new  construc- 
tion.   Coleman  Bros,  are  the  contractors. 

East  Boston  Tunnel  Extension,  —  The  tunnel  extension  has 
been  completed  with  the  exception  of  the  interior  finish  of  the 
two  stations  located  under  and  near  the  present  ScoUay  Sq. 
station  and  under  Bowdoin  Sq.  respectively,  and  also  with  the 
exception  of  their  stairways,  entrances  and  exits.  Work  on  the 
interior  finish  and  on  the  stairways  is  in  progress.  In  Court  St. 
near  the  Ames  Bldg.  the  invert  of  the  E^t  Boston  Tunnel  is 
being  removed  and  the  earth  underneath  excavated  to  the  new 
grade. 

City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Service.  —  Work  is  in  progress  on  the 
following  streets: 

Boumeside  St.,  Park  St.  to  Melville  Ave.  Bituminous  macadam. 

Westmoreland  St..         Adams  St.,  about  708  ft.  westerly.  Bituminous  macadam. 

Paisley  Park,  Boumeside  St.  to  Upland  Ave.  Bituminous  macadam. 


PROCEEDINGS. 


39* 


Spring  St., 
SeaverSt.. 
SeaverSt.. 
St.  Andrew  Rd.. 
Intervale  St.. 
Fabyan  St.. 
Deering  Rd., 
Temple  St.. 
Philbrick  St., 
Ronald  St.. 
Herbert  St.. 


Gardner  St.  to  Webeter  St. 
Humboldt  Ave.  to  Blue  Hill  Ave. 
Walnut  Ave.  to  Humboldt  Ave. 
Bayswater  St.  to  Washburn  Ave. 
Columbia  Rd.  to  Normandy  St. 
Blue  Hill  Ave.  to  Harvard  St. 
Blue  Hill  Ave.  to  Harvard  St. 
Spring  St.  to  Ivory  St. 
Neponaet  Ave.  to  Jewctt  St. 
Brinsley  St..  about  263  ft.  easterly 
Park  St.  to  West  Tretnlett  St. 


Bituminous  macadam. 
Excavating  and  grading. 
Excavating  and  grading. 
Bituminous  macadam. 
Bituminous  macadam. 
Asphalt  pavement. 
Bituminous  macadam. 
Excavating  and  grading. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 


Public  Works  Department,  Sewer  and  Water  Division, 
Sewer  Service.  —  The  following  work  is  in  progress: 

Kilby  St.,  city  proper,  Central  to  Milk  sts.;  rebuilding  old 
wooden  sewer. 

Union  Park  St.  Sewage  Pumping  Station,  South  End;  ma- 
chinery being  installed. 

Orleans  St.  at  Marion  St.,  East  Boston.  .Tunneling  under 
B.  &  A.  R.  R.  freight  tracks  for  24-in.  cast-iron  pipe  sewer. 

At  Beach  St.  outlet  near  Sullivan  Sq.,  Charlestown;  coffer- 
dam for  5  ft.  3  in.  circular  concrete  outlet  sewer. 

Dorchester  Brook  sewer  rebuilding  now  near  Judson  St., 
Dorchester;  large  concrete  surface  drain  and  15-in.  pipe  sanitary 
sewer. 

Davenport  Brook  conduit,  11  ft.  o  in.  x  5  ft.  6  in.  concrete. 
Now  at  Adams  St.,  near  Minot  St. ;  underpinning  old  culvert  and 
buildings. 

The  Fore  River  Shipbtiilding  Co.,  Quincy,  Mass.,  has  the 
following  work  in  progress : 

U.  S.  Battleship  Nevada. 

Nineteen  U.  S.  submarine  boats. 

U.  S.  Torpedo  Boat  Destroyers  Gushing,  Tucker  and  Nos. 
63  and  64, 

Two  oil-tank  steamers. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,   MAY  19,  1915, 

at  745  o'clock  P.M.,  in  Chipman  Haix,  Tremont  Temple, 
Boston. 

Prof.  Albert  Sauveur  of  Harvard  University  will  give  a  talk 
on  '*  The  Structure  of  Iron  and  Steel.**  He  will  exhibit  lantern 
slides  to  show  how  the  structure  of  steel  is  affected  by  various 
treatments  and  will  also  call  attention  to  the  usefulness  of 
microscopical  examination  in  metallurgy. 

S.  E.  TiNKHAM,  Secretary. 


PAPERS  IN  THIS  NUMBER. 

**  Ground  Water  Supplies,"  W.   S.   Johnson. 

(Presented  February  17,  1915.) 
Discussion  of  **  The  Economic  Depth  of  Trickling  Filters. 
Discussion  of  '*  Insurance  as  an  Aid  to  Engineers.** 


Current  Discussions. 

Dlacusston 
Paper.  Author.  Published.       OoMt. 

Elimination  of  Grade  Crossings.    L.  B.  Reilly.    April.     Aug.  15. 


Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 
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Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


MmUTES  OF  MEETINGS. 

Boston,  April  21,  1915.  —  A  regular  meeting  of  the  Boston 
Society  of  Civil  Engineers  was  held  this  evening  at  Chipman 
Hall,  Tremont  Temple,  and  was  called  to  order  at  8  o'clock  by 
the  President,  Charles  R.  Gow.  There  were  79  members  and 
visitors  present. 

By  vote  the  reading  of  the  records  of  the  annual  meeting  of 
March  17  and  the  special  meeting  of  March  31  were  dispensed 
with  and  they  were  approved  as  printed  in  the  April  Journal. 

The  Secretary  reported  for  the  Board  of  Government  that 
it  had  elected  the  following  to  membership  in  the  grades  named: 

Members  —  Messrs.  Raymond  W.  Cobum,  Gregory  P. 
Connolly,  Kenneth  Tolman  Corey,  Ralph  A.  Doane,  Arthur  L. 
Gammage,  Luden  E.  D.  Gaudreau,  Francis  Ingraham  Greene. 
Oliver  Perry  Sarle,  Malcolm  Gayton  Stocker,  Philip  W.  Taylor, 
John  Franklin  Thomas,  Edward  Broughton  Waite  and  William 
Austin  Wood. 

Juniors  —  Messrs.  John  E.  Allen,  Leroy  Gile  Brackett, 
Ernest  Leon  Foley  and  Reeves  Jose  Newsom. 

The  Secretary  also  announced  that  the  Board  of  Govern- 
ment, under  authority  conferred  at  the  annual  meeting,  had 
appointed  the  following  special  committees  for  the  ensuing  year. 

On  the  Library.  S.  Everett  Tinkham,  Henry  F.  Bryant, 
Frederic  I.  Winslow. 

On  Publication.  Charles  *W.  Sherman,  DeWitt  C.  Webb, 
George  A.  Carpenter. 

On  Membership.  John  E.  Carty,  chairman;  Hugh  Nawn, 
George  E.  Russell,  Frank  B.  Sanborn,  Robert  Spurr  Weston. 

On  Papers  and  Program.  Lewis  E.  Moore,  chairman; 
Walter  W.  CHflford,  Samuel  L.  Conner,  Arthur  W.  Dean,  James 
B.  Flaws,  J.  Arthur  Garrod,  Joseph  H.  Libbey,  Howard  B. 
Luther,  Sturgis  H.  Thorndike,  George  C.  Whipple,  Henry  B. 
Wood. 
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Social  Activities,  Edmund  M.  Blake,  chairman;  Charles 
H.  Eglee,  Frederic  C.  H.  Eichom,  Clarence  T.  Fernald,  Newton 
L.  Hammond,  Edwin  H.  Hajnvard,  Laurence  B.  Manley,  Edwin 
R.  Olin,  David  S.  Reynolds,  Charles  W.  Sherman,  Henry  A. 
Symonds. 

The  Secretary  announced  the  death  of  two  members  of  the 
Society,  Isaac  Rich,  who  died  March  ii,  1915,  and  Benjamin 
G.  Fogg,  who  died  March  14,  1915.  By  vote  the  President  was 
requested  to  appoint  committees  to  prepare  memoirs.  The 
committees  appointed  are  as  follows:  On  memoir  of  Isaac  Rich, 
Messrs.  George  T.  Sampson,  Frank  B.  Rowell  and  Theodore  P. 
Perkins.  On  the  memoir  of  Benjamin  G.  Fogg,  Messrs.  Leslie 
H.  Allen  and  J.  Arthur  Garrod. 

Past  President  Desmond  FitzGerald,  who  had  been  ap- 
pointed a  committee  to  prepare  a  memoir  of  Robert  Leland 
Read,  submitted  and  read  the  memoir  which  he  had  prepared, 
and  by  vote  it  was  accepted. 

The  President  then  introduced  Mr.  J.  Albert  Holmes,  a 
former  member  of  the  Society,  who  read  a  paper  entitled  *'  Con- 
struction of  the  Earth  Dam  at  Somerset,  Vermont.**  The 
paper  was  illustrated  by  lantern  slides.  At  the  conclusion  of 
the  reading  of  the  paper.  Past  President  Frederic  P.  Stearns 
briefly  discussed  the  paper  and  added  some  interesting  facts 
drawn  from  his  connection  with  the  work.  After  passing  a  vote 
of  thanks  to  Mr.  Holmes  for  his  kindness  in  presenting  the 
paper,  the  Society  adjourned. 

S.  E.  TiNKHAM,  Secretary. 


APPLICATIONS  FOR  MEMBERSHIP. 

[May  7,  1915.I 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
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just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  con^deration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

CoGHLAN,  John  H.,  Lexington,  Mass.  ^Age  27,  b.  Cambridge,  Mass.) 
Graduate  of  Rindge  Manual  Training  School,  1906;  student  in  railroad  en- 
gineering course  at  Boston  Y.  M.  C.  A.  evening  school,  1910.  From  1906  to 
date,  with  the  exception  of  three  months,  with  the  Boston  Elevated  Railway- 
Co.;  is  now  assistant  engineer  in  M.  of  W.  Dept.  Refers  to  L.  S.  Cowles, 
C.  T.  Femald,  E.  R.  Kimball,  Hugh  Nawn,  A.  L.  Plimpton  and  W.  O.  Welling- 
ton. 

De  La  Have,  Elias  Francis,  Jr.,  Roxbury,  Mass.  (Age  27,  b.  St. 
Owens,  Jersey,  Eng.  Chan.  Is.)  Student  for  three  years  at  Rensselaer  Poly- 
technic Inst.,  civil  engineering  course.  From  Aug.,  1905,  to  Jan.,  1906,  rodman 
with  Smith  &  Brooks,  civil  engrs.,  Lowell,  Mass.;  from  Jan.,  1906,  to  Sept., 
1908,  rodman,  inspector  and  transit  man  with  N.  Y.,  N.  H.  &  H.  R.  R.; 
from  Aug.,  191 1,  to  Aug.,  1913,  inspector  and  transitman  with  B.  &  M.  R.  R.; 
from  Aug.,  1913,  to  Jan.,  1915,  with  C.  A.  Dodge  &  Co.,  Cambridge,  as  fore- 
man on  sewerage  system  at  Billerica  car  shops  and  building  of  new  Union 
Station  at  Pittsfield;  from  Jan.,  19 15,  to  date,  architect  on  plans  for  hotel, 
Boston.  Refers  to  S.  P.  Coffin,  Louville  Curtis,  L.  G.  Morphy,  F.  B.  Rowell, 
A.  T.  Safford  and  A.  K.  Williams. 

Katz,  Harry  Leon,  Maiden,  Mass.  (Age  22,  b.  Frankfort-on-the-Main, 
Germany.)  Graduate  of  Mechanic  Arts  High  School,  1912;  is  now  junior 
at  Tufts  College  Engineering  School.  Assistant  engineer  with  T.  Stuart  & 
Sons  Co.  during  one  summer;  detailer  with  H.  Cummings  Machine  Co.  during 
one  summer.  Refers  to  H.  P.  Burden,  S.  L.  Conner,  E.  H.  Rockwell,  F.  B. 
Sanborn  and  R.  C.  Smith. 

Leonard,  Joseph  Francis  Aloysius,  Fall  River,  Mass.  (Age  33,  b. 
Fall  River,  Mass.)  Educated  in  public  and  evening  schools.  From  1899 
to  1902,  assistant  foreman,  foreman  and  superintendent  of  concrete  construc- 
tion with  Beattie  &  Cornell,  general  contractors;  from  1902  to  1905,  rodman 
and  transitman  with  E.  I.  Marvell  and  W.  T.  Henry,  civil  and  mechanical 
engineers;  during  1906,  chief-of -party  with  E.  M.  Corbett,  civil  engineer; 
during  1907,  masonry  inspector  of  reinforced  concrete  for  Southern  Raihroad; 
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is  now  inspector  of  concrete  for  Barrows  &  Breed  on  Fall  River  intercepting 
drain.  Refers  to  V.  J.  Gallene,  E.  I.  Marvell,  H.  L.  Robinson,  G.  S.  Sawyer 
and  A.  L.  Shaw. 

Parker,  Charles  Frederick,  Woonsocket,  R.  I.  (Age  47,  b.  North- 
field,  Vt.)  Graduate  of  Norwich  Univ.,  1890,  civil  engineering  course.  From 
April  to  Aug.,  1 89 1,  with  Smith  &  Brooks,  civil  engrs.,  Lowell;  from  Aug., 
1891,  to  Dec.,  1895,  with  John  W.  Ellis,  Woonsocket,  R.  I.;  during  winter  of 
1895-96,  on  resurvey  of  Conn.  River  division,  B.  &  M.  R.  R.;  from  May,  1896, 
to  Feb.,  1897,  in  charge  of  drafting,  masonry,  construction  and  bridges  on  re- 
location of  B.,  R.  B.  &  L.  R.  R.;  resident  engineer  on  construction  of  48  miles 
of  electric  road  in  southern  Massachusetts  in  spring  and  summer  ot  1897;  from 
April,  1898,  to  Jan.,  1899,  resident  engineer  on  construction  of  masonry  dam 
for  City  of  New  Britain,  Conn.;  from  March,  1899,  to  April,  1901,  with  John 
W.  Ellis  &  Son;  successor  to  Mr.  Ellis,  in  Woonsocket  office,  April,  1901,  since 
which  time  has  been  in  private  practice  as  surveyor  and  general  construction 
engineer;  is  one-half  owner  of  Eastern  Construction  Co.,  general  contractors. 
Refers  to  F.  A.  Caldwell,  Willard  Kent,  F.  H.  Mills  and  Arnold  Seagrave. 

Silverman,  Max,  Dorchester,  Mass.  (Age  24,  b.  Boston,  Mass.) 
Graduate  of  Mechanic  Arts  High  School,  1909,  and  of  Tufts  College,  1914. 
During  year  1910,  draftsman  for  Boston  Metal  Ceiling  Co.:  from  Sept., 
19 1 4,  to  date,  with  Boston  Transit  Commission.  Refers  to  H.  P.  Burden, 
S.  L.  Conner,  E.  S.  Davis,  W.  W.  Davis  and  F.  B.  Sanborn. 
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ADDITIONS. 

Allen,  John  E 11  Dean  St.,  Worcester,  Mass. 

Corey,  Kenneth  T 102  Stratford  Ave.,  Pittsfield,  Mass. 

Foley,  Ernest  L 49  Adams  Ave.,  West  Newton,  Mass. 

Gammage,  Arthur  L 151  Hancock  St.,  Everett,  Mass. 

Gardner,  Leroy  Ernest 88  Morris  St.,  Everett,  Mass. 

Greene,  Francis  1 5  Hoffman  Place,  Newport,  R.  I. 

Hayes,  James,  Jr 472  Main  St.,  Brockton,  Mass. 

McNulty,  Richard  J 23  Nottingham  St.,  Dorchester,  Mass. 

Mills,  Hiram  F 66  Broadway,  Lowell,  Mass. 

Newsom,  Reeves  J 50  Humphrey  St.,  Swampscott,  Mass. 

Roy,  Joseph  E 11  Dean  St.,  Worcester,  Mass. 

Weston,  Arthur  D 141  State  House,  Boston,  Mass. 

Wood,  William  A 24  West  St.,  Boston,  Mass. 

changes  of  address. 

Allard,  Thomas  T 834  North  24th  St..  Philadelphia,  Pa. 

Bradbury,  Roy  all  D 68  Devonshire  St.,  Boston,  Mass. 

Drummond,  W^illiam  W Care  of  Postmaster,  Manila,  P.  I. 
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EiCHORN,  Frederic  C.  H 673  Washington  St.,  Brookline,  Mass. 

Gerrish,  Herbert  T 10  Haskell  St.,  Melioee,  Mass. 

Gibson,  Frederick  M 1932  Beacon  St.,  Boston,  Mass. 

Lee,  Edward  G Room  40,  Journal  Bldg.,  Lewiston,  Me. 

Lewis,  George  W 13  Stockton  St.,  Dorchester,  Mass. 

Mann,  John  L 2500  Municipal  Bldg.,  New  York,  N.  Y. 

Morse,  Charles  F 57  S.  Clinton  St.,  Poughkeepsie,  N.  Y. 

Parsons,  Charles  S 806  City  Hall  Annex,  Boston,  Mass. 

Runels,  Ralph  E Box  1417,  New  York,  N.  Y. 

Smith,  Edward  R 1620  North  6i8t  St.,  Philadelphia,  Pa. 

Tosi,  Joseph  A General  Delivery,  Station  A,  Worcester,  Mass. 

deaths. 

Fogg,  Benjamin  G Died  March  14,  1915 

French,  Alexis  H EHed  May  3,  1915 

Jenney,  Walter Died  May  3,  1915 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  availabky  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

305.  Age  22.  A  student  for  two  years  at  Dartmouth  College  and  three 
years  at  Mass.  Inst,  of  Technology.  Has  had  some  experience  in  surveying  at 
Technology  summer  camp.  Will  accept  any  position  along  civil  or  sanitar>' 
engineering  lines.    Salary  desired,  $60  per  month. 

306.  Age  29.  Received  technical  education  at  Boston  Y.  M.  C.  A. 
and  from  American  School  of  Correspondence  course.  Experience  includes  six 
years  with  Stone  &  Webster  Engrg.  Corp'n,  and  three  years  with  B.  &  A. 
R.  R.;  work  has  consisted  chiefly  of  detailing  and  checking  structural  steel 
and  concrete  and  general  estimating.  Desires  position  along  these  lines. 
Salary  desired,  $25  per  week. 

307.  Age  36.  Graduate  of  Mechanic  Arts  High  School  Has  had 
eighteen  years'  experience  in  engineering  and  construction  work,  including 
four  years  as  transitman  with  Street  Laying  Out  Dept.,  Boston;  four  years 
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with  U.  S.  Engineers  on  fortification  work;  one  year  as  resident  engineer  with 
Mass.  Highway  Comm.;  one  year  as  inspector  of  concrete  on  irrigation  work 
in  Montana;  one  year  as  superintendent  of  construction  with  H.  Chase  &  Co., 
Seattle,  Wash.,  and  three  years  on  survey  work  in  Alaska.  Desires  position  as 
transitman.    Salary  desired,  $85  per  month. 

308.  Age  26.  Graduate  of  Boston  College  High  School;  student  in' 
electrical  engineering  course  for  one  and  one-half  years  at  Lowell  Institute 
and  is  now  student  in  civil  engineering  course  with  the  American  School  of 
Correspondence.  Has  had  no  experience.  Desires  position  as  rodman. 
Salary  desired,  |io  or  |i2  per  week. 

309.  Age  30.  Received  technical  education  at  Thayer  School  of  Civil 
Engineering,  Dartmouth  College.  Has  had  seven  and  one-half  years'  ex- 
perience, including  two  years  of  municipal  work  and  about  five  and  one-half 
years  of  building  construction.  Desires  position  on  survey  work  or  inspection 
of  reinforced  concrete,  etc.    Salary  desired,  $120  per  month. 


LIBRARY  NOTES. 

Information  Wanted. 

We  have  recently  had  a  call  for  a  pamphlet,  written  by 
William  Sooy  Smith  and  published  in  Chicago  in  1877,  on  the 
Detroit  River  Tunnel.  We  have  not  as  yet  been  able  to  locate 
a  copy  of  this  p>amphlet,  and  should  be  glad  to  hear  from  any 
member  who  can  put  us  on  the  track  of  one. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Annual  Report  on  Statistics  of  Railways  in  United  States 
for  1911-12. 

Calcite  Marble  and  Dolomite  of  Eastern  Vermont.  T. 
Nelson  Dale. 

Composition  of  Muds  from  Columbus  Marsh,  Nevada. 
W.  B.  Hicks. 

Cretaceous-Eocene  Contact  in  Atlantic  and  Gulf  Coastal 
Plain.      Lloyd  William  Stephenson. 

History  of  Portion  of  Yampa  River,  Colorado,  and  Its 
Possible  Bearing  on  That  of  Green  River.    E.  T.  Hancock. 

Inorganic  Constituents  of  Echinoderms.  F.  W.  Clarke  and 
W.  C.  Wheeler. 
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Lavas  of  Hawaii  and  Their  Relations.    Whitman  Cross. 

Mineral  Resources  of  United  States,  1913,  2  vols.:  Part  I, 
Metals;  Part  II,  Non-metals. 

National  Standard  Hose  Couplings  and  Fittings  for  Public 
Fire  Service. 

Oil  and  Gas  Development  iit  North-Central  Oklahoma. 
Robert  H.  Wood. 

Stratigraphy  of  Montana  Group.    C.  F.  Bowen. 

Seed  Production  of  Western  White  Pine.    Raphael  Zon. 

Results  of  Spirit  Leveling  in  Maryland,  1896  to  1911,  in- 
clusive.   R.  B.  Marshall. 

Results  of  Spirit  Leveling  in  Michigan,  191 1  and  1913. 
R.  B.  Marshall. 

Statistics  of  Express  Companies  in  United  States  for  1912-13. 

Statistics  of  Railways  of  United  States,  1903-13. 

Structure  of  Fort  Smith-Poteau  Gas  Field,  Arkansas- 
Oklahoma.     Carl  D.  Smith. 

Tests  of  Wood  Preservatives.  Howard  F.  Weiss  and  C.  H. 
Teesdale. 

Triangulation  in  Alabama  and  Mississippi.  Walter  F. 
Reynolds. 

Water-Supply  Papers  278,  312,  338,  340-F,  340-G,  341,  343, 
348,  349»  350,  365.  367  and  368. 

State  Reports. 

Connecticut.  Annual  Report  of  Public  Utilities  Commis- 
sion for  1914. 

Connecticut.  Report  of  State  Board  of  Health  on  In- 
vestigation of  Pollution  of  Streams,  1914. 

Massachusetts.  Annual  Report  of  Directors  of  Port  of 
Boston  for  1914. 

Massachusetts.  Supplementary  Report  of  Directors  of 
Port  of  Boston  to  General  Court,  March,  191 5. 

New  Hampshire.     Annual   Registration   Report  for   1893. 

New  Hampshire.  Annual  Reports  of  Railroad  Commis- 
sioners for  1909  and  1910. 

New  Hampshire.     Reports  of  Public  Service  Commission, 

1911-13- 
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New  Hampshire.  Annual  Reports  of  State  Board  of  Health 
for  1 899-1900  and  for  1903-12. 

New  Jersey.  Annual  Reports  of  Commissioner  of  Public 
Roads  for  1909-13. 

Municipal  Reports. 

Albany,  N.  Y.  Annual  Report  of  Bureau  of  Water  for 
1914. 

Boston,  Mass.  Annual  Report  of  Boston  Transit  Com- 
mission for  1913-14. 

Duxbury,  Mass.  Annual  Report  of  Water  Commissioners, 
Fire  and  Water  District,  for  1914-15. 

Haverhill,  Mass.    Annual  Report  of  City  Engineer  for  1914. 

New  Bedford,  Mass.  Annual  Report  of  Engineering  De- 
partment for  1914. 

New  York,  N.  Y.  Annual  Report  of  Department  of  Water 
Supply,  Gas  and  Electricity  for  1913. 

New  York,  N.  Y.  Street  Paving  and  Maintenance  in 
European  Cities.    Henry  Welles  Durham.    Gift  of  author. 

Rochester,  N.  Y.  Annual  Reports  of  Department  of 
Engineering  for   1910-13. 

Taunton,  Mciss.    Annual  Report  of  Water  Board  for  1914. 

Wellesley,  Mass.  Annual  Reports  of  Water  and  Municipal 
Light  Commissioners  for  191 4. 

Worcester,  Mass.  Annual  Report  of  Superintendent  of 
Sewers  for  1914. 

Worcester,  Mass.  Annual  Report  of  Water  Commissioner 
for  1914. 

Miscellaneous. 

Canada,  Department  of  Mines:  Summary  Report  of  Mines 
Branch  for  1913;  Preliminary  Report  on  Mineral  Production  of 
Canada  for  1914;  Bituminous  Sands  of  Northern  Alberta,  by 
S.  C.  Ellis;  Non-Metallic  Minerals  used  in  Canadian  Manu- 
facturing Industries,  by  Howells  Frechette;  Peat,  Lignite  and 
Coal,  by  B.  F.  Haanel. 

Institution  of  Civil  Engineers  (London).  Minutes  of  Pro- 
ceedings, Vol.  CXCVIII. 
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Spray  Engineering  Co.:  Sprays  for  Cooling  Condensing 
Water;  Washing  and  Cooling  Air  for  Steam  Turbine  Generators. 

Tables  Annuelles  de  Constantes  et  Donn^es  Num6riques,  2 
vols.:  Donn6es  Num6riques  de  r£lectridt6,  Magn^tisme  et 
filectrochimie,  by  P.  Dutoit  and  others;  Art  de  Tlng^nieur  et 
M6tallurgie,  by  S.  L.  Archbutt  and  others.  Gift  of  International 
Commission  on  Annual  Tables  of  Constants. 

Where  and  Why  Public  Ownership  Has  Failed.  Yves 
Guyot. 

Library  Committee. 

NEW  ENGINEERING  WORK. 

^Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

United  States  Government  —  Navy  Department.  —  Navy 
Yard,  Boston,  —  Construction  of  shipbuilding  ways.  Erection 
of  shipbuilding  cranes. 

Commonwealth  of  Massachusetts. — Metropolitan  Water 
AND  Sewerage  Board.  —  Water  Works, 

Bellevue  Reservoir,  —  Work  of  painting  the  new  steel  tank 
on  Bellevue  Hill,  West  Roxbury,  which  is  cleaned  with  a  sand- 
blast before  painting,  is  in  progress.  The  tank  is  100  ft.  in 
diameter  and  about  45  ft.  in  height. 

A  contiact  for  the  construction  of  a  masonry  tower  around 
the  steel  tank  has  been  made  with  the  John  Cashman  &  Sons 
Co.  of  Boston,  and  work  under  the  contract  should  be  in  progress 
at  an  early  date. 

Pipe  Lines. — Work  on  the  24-in.  cast-iron  water  main  in 
Adams  St.,  Milton,  has  been  resumed  under  the  contract  with 
J.  J.  Evans  of  Lawrence. 

A  large  portion  of  the  60-in.  cast-iron  water  pipes  which  are 
to  be  used  in  extending  the  Weston  Aqueduct  Supply  Mains 
in  Commonwealth  Ave.,  Newton,  from  Prince  St.  to  the 
Charles  River,  has  been  received  at  the  pipe  yard  and  contracts 
are  being  made  for  laying  them. 
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Sewerage  Works,  —  Work  is  in  progress  on  the  relief  outfall 
sewer  at  Nut  Island  and  on  surveys  for  the  high  level  tewer  to 
Wellesley.  An  extension  of  the  outfall  sewer  at  Deer  Island  is 
contemplated. 

Metropolitan  Park  Commission.  —  The  following  work 
is  in  progress: 

Charles  River  Reservation,  —  Plans  and  specifications  for 
construction  of  a  three-arch  masonry  bridge  over  the  Charles 
River  at  North  Beacon  St.,  Boston  and  Watertown. 

Furnace  Brook  Parkway.  —  Construction  of  parkway  ex- 
tension from  Quincy  Shore  Reservation  to  Hancock  St.,  Quincy. 
John  Cashman  &  Sons  Co.,  contractors. 

Middlesex  Fells  Parkway,  —  Rebuilding  the  northerly  half 
of  Wellington  Bridge  with  reinforced  concrete  girder  construe- 
tioh.    Coleman  Brothers,  contractors. 

Mystic  Valley  Parkway,  —  Constructing  parkway  from 
Cradock  Bridge  to  Mystic  Ave.    Coleman  Brothers,  contractors. 

General.  —  General  repairs  to  roads  and  treatments  with 
bituminous  binders. 

Directors  of  the  Port  of  Boston.  —  Bulkheads.  — 
The  wooden  bulkheads  adjoining  the  site  of  the  proposed  dry 
dock  at  the  South  Boston  Flats  are  practically  completed,  mak- 
ing a  total  length  of  lo  305  lin.  ft.,  of  which  7  277.4  ^^^'  ^t-  *s  com- 
posed of  oak  piles  and  sheeting  4  in.  thick,  and  the  remainder 
is  of  yellow  pine  piles  with  sheeting  6  in.  thick. 

Dredging.  —  The  dredging  of  the  Reserved  Channel  at  South 
Boston  east  of  the  temporary  entrance  by  the  suction  dredge 
Tampa  has  continued,  making  30  ft.  at  mean  low  water  in  a 
channel  300  ft.  wide.  It  is  about  75  per  cent,  completed.  The 
dredging  of  the  Reserved  Channel  in  South  Boston  between  L 
Street  Bridge  and  the  temporary  entrance  is  being  done  by  J.  P. 
0'Riorden*s  dredge  No.  8,  and  is  about  90  per  cent,  completed. 
Dredging  is  in  progress  at  the  site  of  Commonwealth  Pier  i, 
East  Boston,  by  the  Bay  State  Dredging  Company,  making  40 
ft.  at  mean  low  water. 

Timber  Breakwater.  —  The  work  on  the  timber  breakwater 
east  of  Commonwealth  Pier  No.  6  is  about  82  per  cent,  completed. 
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Boston  Transit  Commission.  —  Dorchester  Tunnel.  —  The 
Dorchester  Tunnel  is  completed  from  its  connection  with  the 
Beacon  Hill  Tunnel  at  Tremont  St.  to  the  westerly  side  of  Dewey 
Sq.  Train  service  was  begun  between  Park  St.  and  the  Washing- 
ton station  on  April  4,  1915. 

Section  D  includes  a  station  under  Dewey  Sq.  and  about  450 
ft.  of  tunnel  under  Summer  St.,  east  of  the  station.  Work  is  now 
in  progress  on  both  station  and  tunnel.  The  Hugh  Nawn  Con- 
tracting Co.  is  the  contractor. 

Section  E  includes  two  single-track  circular  tunnels  which 
will  extend  from  near  the  junction  of  Summer  St.  and  Dorchester 
Ave.  under  the  Fort  Point  Channel  and  private  pioperty  to  a 
point  near  Dorchester  Ave.  between  West  First  and  West  Second 
Sts.,  South  Boston.  The  tunnels  will  be  driven  by  means  of  t\\'o 
shields  and  with  compressed  air.  The  shields  are  now  being 
erected  and  equipped  in  the  bottom  of  the  shaft  at  West  First 
St.  They  are  about  24  ft.  5  ins.  in  diameter,  I2|  ft.  long  and 
weigh  over  80  tons  each,  not  including  the  hydraulic  jacks. 
The  shields  were  made  under  subcontract  by  the  Boston  Bridge 
Works.  P.  McGovem  &  Co.  are  the  contractors  for  the  con- 
struction of  the  section. 

Section  H  is  located  in  Dorchester  Ave.  between  Old  Colony 
Ave.  and  Woodward  St.,  and  is  about  2  200  ft.  long.  The 
structure  is  to  be  mainly  of  reinforced  concrete,  and  consists 
of  a  single-span  double-track  tunnel  to  be  built  by  the  cut-and- 
cover  method.  The  work  also  includes  a  pump  well,  an  emer- 
gency exit,  and  sewer  changes.  Excavation  between  Middle  and 
Woodward  Sts.  is  under  way.  The  T.  A.  Gillespie  Co.  is  the 
contractor. 

Enlargement  of  Park  Street  Station,  —  At  the  junction  of 
Park  and  Tremont  Sts.,  just  north  of  the  station  proper,  the 
triangular  core  of  earth  has  been  removed  and  the  work  of  placing 
the  new  steel  columns  and  roof  beams  and  cutting  out  some  of  the 
old  concrete  walls  and  roof  is  now  in  progress. 

This  work  is  being  done  partly  to  increase  the  clearance 
between  the  tracks  of  the  double  loop  in  order  to  enable  large 
semi-convertible  cars  to  pass  around  the  loop  on  both  tracks  at 
the  same   time. 
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East  Boston  Tunnel  Extension.  —  The  tunnel  extension  has 
been  completed  with  the  exception  of  the  interior  finish  of  ter- 
razzo,  white  cement  plaster,  etc.,  of  the  two  stations  respectively 
located  under  and  near  the  present  ScoUay  Sq.  station  and  under 
Bowdoin  Sq.,  and  also  with  the  exception. of  their  stairways, 
entrances  and  exits.  Work  on  the  interior  finish  and  on  the  stair- 
ways  is  in  progress.  Lowering  the  grade  of  the  E^t  Boston 
Tunnel  in  Court  St.  between  Washington  St.  and  Comhill 
is  nearly  completed.  Near  Young's  Hotel  the  invert  is  being 
removed  and  the  earth  underneath  excavated  to  the  new  grade. 

City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Service.  —  Work  is  in  progress  on  the  fol- 
lowing streets  : 


Sanger  street. 

from 

Winfield  street. 

from 

St.  Andrew  Road. 

from 

Frankfort  Street. 

from 

Braintree  Street. 

from 

Albano  Street. 

from 

Barbara  Street, 

from 

1                      Jcwett  Street. 

from 

Philbrick  Street, 

from 

Rosediff  Street. 

from 

Kittredge  Street, 

from 

Spring  Street, 

from 

Temple  Street, 

from 

Hfllcrest  Street. 

from 

Seaver  Street. 

from 

Deering  Road, 

from 

Intervale  Street, 

from 

So.  Sydney  Street. 

from 

Fabyan  Street, 

from 

Dempcter  Street. 

from 

Chestnut  Street. 

from 

Lockwood  Street, 

from 

E.  Seventh  St.  to  E.  Eighth  St. 
E.  Seventh  St.  to  E.  Eighth  St. 
Bayswater  St.  to  Washburn  Ave. 
Bennington  St.  to  Neptune  Rd. 
Franklin  St.  to  Everett  St. 
Washington  St.  to  Amherst  St. 
S.  Huntington  Ave.  to  Centre  St. 
Neponset  Ave.  to  Mt.  Hope  St. 
Neponset  Ave.  to  Jewett  St. 
Washington  St.  to  Kittredge  St. 
Rosediff  St.  to  Metropolitan  Ave. 
Gardner  St.  to  Webster  St. 
Spring  St.  to  Ivory  St. 
Elgin  St.  to  Temple  St. 
Blue  Hill  Ave.  to  Walnut  Ave. 
Blue  Hill  Ave.  to  Harvard  St. 
Columbia  Road  to  Normandy  St. 
Savin  Hill  Ave.  to  Bay  St. 
Blue  Hill  Ave.  to  Harvard  St. 
Ruggles  St.  to  Halleck  St. 
Brimmer  St.  to  Charles  River  (Ave.). 
Metropolitan  Ave.  to  Huntington  Ave. 


Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Hassam  block. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Excavating,  grading. 
Excavating,  grading. 
Excavating,  grading. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Asphalt  pavement. 
Hassam  block. 
Bituminous  macadam. 
Bituminous  macadam. 


Public  Works  Department,  Sewer  and  Water  Division, 
Sewer  Service.  —  The  following  work  is  in  progress: 

Dent  Street  Brook  conduit,  West  Roxbury.  —  In  private  land, 
parallel  with  Dent  St.,  near  Pleasant  St. 

FaneuU  Valley  Brook  conduit,  —  Faneuil  and  Oakland  Sts., 
Brighton. 

Orleans  Street  sewer  outlet.  —  In  tunnel  under  tracks  of 
B.  &  A.  R.  R.  near  Bremen  and  Meuion  sts.,  E^t  Boston. 
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Dorchester  Brook  conduit  and  sanitary  sewer.  —  Work  now  in 
Judson  St.,  between  West  Cottage  and  Brookford  Sts. 

Union  Park  Street  Pumping  Station,  South  End,  —  Com- 
pleted.   Machinery  being  installed. 

Kilby  Street,  Central  and  Milk  Streets,  City  Proper.  —  Old 
wooden  sewers  being  removed  and  new  ones  being  built. 

The  Fore  River  Shipbuilding  Co.|  Quincy,  Mass.,  has  the 
following  work  in  progress: 

U.  S.  Battleship  Nevada. 

Nine  U.  S.  submarine  boats. 

U.  S.  Torpedo  Boat  Destroyers  Cashing,  Tucker  and  Nos. 
63  and  64, 

Two  oil-tank  steamers. 

One  molasses  tanker. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,  JUNE  i6,  1915, 

at  7.45  o'clock  P.M.,  in  Chipman  Hall,  Tremont  Temple^ 
Boston. 

Prof.  Charles  F.  Binns,  M.Sc,  Director  of  the  New  York 
State  School  of  Clay  Working  and  Ceramics  at  Alfred  University, 
Alfred,  N.  Y.,  will  address  the  Society  on  "  The  Application  of 
Clay  Products  to  Some  Engineering  Problems."  Lantern  slides 
will  be  used  to  illustrate  the  lecture. 

Through  the  courtesy  of  the  Sanitary  Section,  this  address  is 
given  at  a  regular  meeting  of  the  Society. 

S.  E.  TiNKHAM,  Secretary, 


PAPERS  IN  THIS  NUMBER. 

**  The  Sewage  Disposal  Works  at  Fitchburg,"   D.  A.  Hartwell. 

"The    Public    Service    Corporation    and    the   Municipality," 
James  Logan. 

Memoir  of  Robert  L.  Read. 
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Current  Discussions. 

Discuaskm 
Paper.  Author.  Published. 


Elimination  of  Grade  Crossings.    L.  B.  Reilly.       April.  Aug.  15. 
Ground  Water  Supplies.  W.  S.  Johnson.  May.  Aug.  15. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


MINTTTES  OF  IfEBTING. 

Boston,  May  19,  1915.  —  A  regular  meeting  of  the  Boston 
Society  of  Civil  Engineers  was  held  this  evening  at  Chipman 
Hall,  Tremont  Temple,  and  was  called  to  order  at  8  o'clock  by 
the  President,  Charles  R.  Gow.  There  were  102  members  and 
visitors  present. 

By  vote  the  reading  of  the  record  of  the  last  meeting  was 
dispensed  with  and  it  was  approved  as  printed  in  the  May 
Journal. 

The  Secretary  reported  for  the  Board  of  Government  that 
it  had  elected  the  following  to  membership  in  the  grades  named : 

Members  —  Messrs.  Horace  Thomas  Almy,  Edwin  Pack- 
ard Bliss,  James  Edgar  Borden,  Albert  O.  BuUard,  Russell 
Burroughs,  Horace  H.  Chase,  Charles  R.  Chevalier,  Arthur  S. 
Clapp,  Frank  Lemuel  Clapp,  Frederick  Otis  Clapp,  Frederick 
Howe  Clark,  Harry  B.  Collins,  Guy  Spalding  Deming,  Alfred  N. 
Denley,  Walter  A.  Devine,  William  B.  Durant,  Joseph  W.  Far- 
well,  Jr.,  Samuel  Jones  Fowler,  Stephen  DeM.  Gage,  John  F.  A. 
Giblin,  John  J.  Harty,  Jr.,  Ralph  Warren  Home,  Charles  F. 
Joy,  Jr.,  John  Stevens  Lamson,  Herbert  D.  Leary,  Arthur  V. 
Lynch,  Ernest  W.  McMullen,  Robert  W.  Mawney,  Arthur  J. 
Maynard,  Buckingham  Miller,  Fred  William  Morrill,  James 
Henry  O'Connor,  Robert  Heywood  Parke,  Ralph  Famham 
Rhodes,  Carl  Gee  Richmond,  Henry  C.  Robbins,  Clarence  H. 
Rooks,  George  Fuller  Webb,  Harold  C.  Whitmore  and  Frederick 
C.  Williams. 

Associates  —  Thomas  P.  O'Neil,  John  Edgar  Simmons  and 
Harry  L.  Whitney. 
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Juniors  —  Chauncey  Davis  Bryant,  Frederick  P.  Donovan, 
Harold  W.  Putnam  and  Howard  Haven  Terhune. 

The  Secretary  announced  the  deaths  of  three  members  of 
the  Society:  Past  President  Alexis  H.  French,  who  died  May  3, 
1915;  Walter  Jenney,  who  died  May  3,  1915,  and  Edmund  K. 
Turner,  who  died  May  6,  1915.  By  vote  the  President  was  re- 
quested to  appoint  committees  to  prepare  memoirs.  The  Presi- 
dent has  appointed  as  committee  on  memoir  of  Past  President 
French,  Messrs.  Henry  F.  Bryant  and  Edward  W.  Howe;  as 
committee  on  memoir  of  Walter  Jenney,  Messrs.  Richard  A. 
Hale  and  Arthur  L.  Plimpton;  and  as  committee  on  memoir  of 
Edmund  K.  Turner,  Prof.  George  F.  Swain. 

The  President  then  introduced  the  speaker  of  the  evening. 
Prof.  Albert  Sauveur,  of  Harvard  University,  who  gave  an 
interesting  talk  on  "  The  Structure  of  Iron  and  Steel,**  which 
was  fully  illustrated  by  lantern  slides  showing  the  result  of 
microscopical  examinations  of  iron  and  steel.  At  its  conclusion, 
on  motion  of  Professor  Swain,  the  thanks  of  the  Society  were 
voted  to  Professor  Sauveur  for  his  very  instructive  address. 
Adjourned. 

S.  E.  TiNKHAM,  Secretary, 


APPUCATIONS  FOR  MEMBERSHIP. 

[June  3,  1915.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 
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The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members 
endorse  the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Cannon,  Madison  Mott,  Quincy,  Mass.  (Age  42,  b.  Brooklyn,  N.  Y.) 
Student  for  four  years  at  Polytechnic  Inst,  of  Brooklyn  and  for  two  years  at 
Mass.  Inst,  of  Tech.  From  1895  ^o  1900,  engineer  in  general  practice;  from 
1900  to  1905,  engineer  with  Fore  River  Ship  Building  Co.;  from  1906  to  date, 
engaged  in  designing  and  constructing  extensive  works  along  Atlantic  coast; 
is  now  engineer  for  H.  P.  Converse  Co.,  Boston.  Refers  to  E.  P.  Bliss,  F.  H. 
Fay,  F.  W.  Hodgdon  and  S.  E.  Tinkham. 

Everett,  Frederic  Elwin,  Concord,  N.  H.  (Age  39,  b.  New  London, 
N.  H.)  Student  at  Mass.  Inst,  of  Tech.,  fall  of  1896  to  spring  of  1899.  In 
1899,  draftsman  with  New  England  Tel.  &  Tel.  Co.;  from  1900  to  1906  with 
Park  Dept.,  Cambridge,  Mass.;  from  1906  to  date  with  New  Hampshire 
Highway  Dept.  as  assistant  engineer,  division  engineer  and  acting  highway 
commissioner.  Refers  to  A.  W.  Dean,  G.  F.  Hooker,  W.  B.  Howe  and  J.  W. 
6torrs. 

Hunter,  Robert  Charles,  Charlestown,  Mass.  (Age  27,  b.  Charles- 
town,  Mass.)  From  1906  to  1908,  rodman  and  transitman,  Town  of  Brookline, 
Mass.;  from  1908  to  1910,  assistant  engineer.  Empire  City  Subway  Co.,  New 
York,  N.  Y.;  from  1910  to  1911,  leveler  with  N.  Y.  State  Highway  Comm.; 
from  19 II  to  1915,  assistant  engineer,  N.  Y.  State  Barge  Canal;  at  present 
civil  engineer  in  private  practice,  Maiden,  Mass.  Refers  to  W.  A.  Devine, 
F.  A.  Leavitt,  H.  A.  Vamey  and  C.  J.  Wallace. 

Pitcher,  Samuel  H.,  Worcester,  Mass.  (Age  51,  b.  Barbados,  B. 
W.  I.)  Received  technical  education  at  McGill  Univ.,  Montreal,  Canada, 
1886.  Was  for  fourteen  years  assistant  civil  engineer  with  the  City  of 
Worcester;  in  private  practice  as  civil  engineer  for  seven  years;  and  is  now 
president  of  Samuel  H.  Pitcher  Co.,  Worcester,  Mass.;  was  connected  with  the 
abolition  of  grade  crossings,  Springfield  and  Worcester;  is  M.  Am.  Soc.  C.  E. 
Refers  to  H.  P.  Eddy,  A.  L.  Fales  and  J.  W.  Rollins. 

Strong,  Edward  Owen,  Needham,  Mass.  (Age  26,  b.  Plymouth,  Mass.) 
Student  for  three  years  at  Worcester  Polytechnic  Inst.,  civil  engineering 
course.  Was  for  four  years  with  G.  A.  Fuller  Co.,  as  timekeeper,  superin- 
tendent and  estimator;  six  months  with  Monks  &  Johnson  as  outside  super- 
intendent of  construction;  one  year  as  general  superintendent  on  construction 
for  Associated  Trust;  is  now  junior  partner  of  S.  R.  Troy  Co.,  Boston.  Refers 
to  W.  M.  Bailey,  Benjamin  Boas,  B.  S.  Brown,  F.  H.  Dillaby,  George  Taylor 
and  E.  O.  Tucker. 
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LIST  OF  MEMBERS. 

ADDITIONS. 

Almy,  Horace  T City  Engineer's  OflRce,  Providence,  R.  I. 

Bliss,  Edwin  P 88  Broad  St.,  Boston,  Mass. 

Borden,  J.  Edgar 194  Winter  St.,  Fall  River,  Mass. 

Brackett,  Leroy  G 86  Sycamore  St.,  Somerville,  Mass. 

Clapp,  Frank  L 195  Boston  St.,  Boston,  Mass. 

Clapp,  Frederick  O * . . .  City  Hall,  Providence,  R.  I. 

Clark,  Frederick  H 338  City  Hall,  Springfield,  Mass. 

CoBURN,  Raymond  W Kendal  Green,  Mass. 

Collins,  Harry  B 185  Davis  Ave.,  Brookline,  Mass. 

Deming,  Guy  S 66  Broadway,  Lowell,  Mass. 

DuRANT,  William  B Turners  Falls,  Mass. 

Gaudreau,  Lucien  E.  D 55  Central  Ave.,  So.  Braintree,  Mass. 

GiBLiN,  John  F.  A 37  Mayfield  St.,  Dorchester,  Mass. 

Gray,  Thomas  F 6  Herbert  St.,  W.  Somerville,  Mass. 

Maynard,  Arthur  J State  Farm,  Mass. 

Richmond,  Carl  G 68  Library  St.,  Revere,  Mass. 

RoBBiNS,  Henry  C 88  Broad  St.,  Boston,  Mass. 

Rooks,  Clarence  H Essex  Co.*s  Office,  Lawrence,  Mass. 

Sarle,  Oliver  P 146  Westminster  St.,  Providence,  R.  L 

Simmons,  John  E 34  So.  Central  Ave.,  Wollaston,  Mass. 

Taylor,  Philip  W 745  Main  St.,  Fitchburg,  Mass. 

Webb,  George  F Peterboro,  N.  H. 

CHANGES  OF  ADDRESS. 

CoBURN,  William  H Care  of  American  Woolen  Co.,  Lawrence,  Mass. 

Lake,  Harry  E High  St.,  North  Wilmington,  Mass. 

Robinson,  Harold  L 65  School  St.,  Fall  River,  Mass. 

Walker,  Elton  D 138  So.  Atherton  St.,  State  College,  Pa. 

DEATH. 

Turner,  Edmund  K Died  May  6,  1915 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capable 
of  filling  responsible  positions. 
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At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each 
case  detailed  information  in  relation  thereto. 


Mei4  Available. 

310.  Age  26.  Graduate  of  Mass.  Inst,  of  Tech.,  19 12,  civil  engineering 
course.  Experience  includes  work  as  rodman  on  railway  construction  and 
maintenance  and  with  U.  S.  Engr.  Office,  Boston;  as  timekeeper,  paymaster 
and  foreman  with  Lucius  Engrg.  Co.,  Pittsburg,  Pa.;  and  as  draftsman  with 
Boston  Transit  Comm.  Desires  position  with  contractor.  Salary  desired, 
$4  per  day. 

311.  Age  30.  Graduate  of  SheflReld  Scientific  School,  Yale  Univ.,  1909, 
degree  of  Ph.B.,  civil  and  sanitary  engineering  courses.  Experience  includes 
nine  months  as  rodman  and  transitman  with  Boston  Elevated  Railway  Co., 
eighteen  months  with  Pennsylvania  Lines  West  of  Pittsburgh  on  maintenance 
and  grade  crossing  work,  and  two  and  one- half  years  as  civil  engineer  for 
Kelley  Island  Lime  and  Transport  Co.,  Marblehead,  O.,  work  consisting  of 
maintenance  of  plants  and  equipment,  property  surveys,  dock  construction, 
etc.;  during  this  time  was  also  engineer,  maintenance  of  way,  for  Lakeside 
&  Marblehead  R.  R.  Co. ;  can  handle  field  parties  on  any  survey  or  construction 
work.  Desires  position  as  assistant  with  civil  or  sanitary  engineer  or  corpora- 
tion.   Salary  desired,  $115  per  month. 

312.  Age  35.  Student  at  Mass.  Inst,  of  Technology  for  three  years 
course  in  mining  engineering  and  metallurgy.  Has  had  about  thirteen  years' 
experience,  including  two  years  on  water  works  and  sewerage  construction  at 
Panama;  seven  years  on  canal  construction.  Cape  Cod  Canal;  and  about  four 
years  on  surveys,  drafting,  railroad  work,  etc.  Would  like  appointment  with 
person  desiring  his  services,  to  discuss  position  and  salary. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Life  History  of  Lodgepole  Pine  in  Rocky  Mountains. 
Results  of  Magnetic  Observations  made  by  United  States 
Coast  and  Geodetic  Survey  in  1913. 

Triangulation  in  Alabama  and  Mississippi,  1915. 
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State  Reports. 

Massachusetts.     Report  of  Public  Service  Commission  on 
Specifications  for  Bridges  Carrying  Electric  Railways,  1915. 
Michigan.    Annual  Report  of  State  Board  of  Health  for 

1913. 

New  York.    Annual  Report  of  Department  of  Efficiency 

and  Economy  Concerning  Matters  Relating  to  Construction  and 

Maintenance  of  Public  Highways,   1915.    Gift  of  Arthur  H. 

Blanchard. 

\^^sconsin.    Geological     and     Natural     History     Survey: 

Polyporaceae  of  Wisconsin,  by  J.  J.  Neuman;  Methods  of  Mine 

Valuation  and  Assessment,  by  W.  L.  Uglow. 

Municipal  Reports. 

Brockton,  Mass.  Annual  Reports  of  Water  Commissioners 
for  1907,  1908,  and  1911-14. 

Chicago,  111.  Loss  of  Head  Due  to  Friction  in  Fire  Hy- 
drants, 1914. 

Fall  River,  Mass.    Annual  Report  of  City  Engineer  for  1914. 

Fitchburg,  Mass.  Semi-Annual  Reports  of  Sewage  Dis- 
posal Commission  for  1914. 

Gloucester,  Mass.  Annual  Report  of  Water  Commissioners 
for  1914. 

Haverhill,  Mass.  Annual  Report  of  Water  Commissioners 
for  1914. 

Holyoke,  Mass.  Annual  Report  of  Water  Commissioners 
for  1914. 

Plainfield,  N.  J.     Annual  Report  for  1914. 

Woonsocket,  R.  I.  Annual  Report  of  Water  Commis- 
sioners for  1914. 

Miscellaneous. 

Boston  Elevated  Railway  Co.:  Annual  Report  of  Directors 
for  1914;  Safety  on  Boston  Elevated  Railway,  1914. 
New  International  Encyclopaedia,  Vols.  9-12. 

Library  Committee. 
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NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

United  States  Government.  —  Navy  Department. —  Navy 
Yard,  Boston,  —  Completion  of  shipbuilding  ways.  Erection  of 
four  shipbuilding  cranes.  Equipment  of  radio  station  on  Naval 
Hospital  grounds  in  Chelsea. 

Commonwealth  of  Massachusetts.—  Metropolitan  Water 
AND  Sewerage  Board.  —  Water  Works.  —  The  work  of  laying 
about  14  000  linear  feet  of  60-in.  cast-iron  pipe  in  Commonwealth 
Ave.  between  Prince  St.  and  the  Charles  River  in  Newton  is  in 
progress  under  contracts  with  Andrew  M.  Cusack,  of  Boston, 
and  Charles  A.  Kelley,  of  Somerville. 

Work  under  contract  with  John  J.  Evans,  of  .Lawrence,  for 
laying  24-in.  cast-iron  pipe  is  in  progress  in  Washington  St., 
Dorchester  Lower  Mills. 

The  painting  of  the  new  steel  tank  on  Bellevue  Hill,  West 
Roxbury,  is  nearing  completion.  The  work  on  the  granite 
masonry  tower  which  is  to  enclose  the  tank  is  now  in  progress 
under  contract  with  John  Cashman  &  Sons  Co.,  of  Boston. 

Sewerage  Works,  —  Work  is  in  progress  on  the  relief  outfall 
sewer  at  Nut  Island  and  on  surveys  for  the  high  level  sewer  to 
Wellesley. 

Metropolitan  Park  Commission. —  The  following  work 
is  in  progress: 

Charles  River  Reservation,  —  Plans  and  specifications  for 
construction  of  a  three-arch  masonry  bridge  over  the  Charles 
River  at  North  Beacon  St.,  Boston  and  Watertown. 

Furnace  Brook  Parkway,  —  Construction  of  parkway  ex- 
tension from  Quincy  Shore  Reservation  to  Hancock  St.,  Quincy. 
John  Cashman  &  Sons  Co.,  contractors. 

Nantasket  Beach  Reservation,  —  Construction  of  concrete 
bulkhead  walls.    Hugh  Nawn  Contracting  Co..  contractors. 
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Mystic  Valley  Parkway,  —  Constructing  parkway  from 
Cradock  Bridge  to  Mystic  Ave.    Coleman  Brothers,  contractors. 

General.  —  General  repairs  to  roads  and  treatments  with 
bituminous  binders. 

Directors  of  the  Port  of  Boston, '--Bulkheads. — 
The  filling  is  being  put  in  at  the  south  bulkhead,  South  Boston, 
and  is  about  80  per  cent,  completed. 

Boston  Transit  Commission.  —  Enlargement  of  Park  Street 
Station.  —  The  interior  of  the  enlargement  of  the  station  is 
being  finished  in  white  cement  plaster. 

Notes  on  the  status  of  the  work  on  the  Dorchester  Tunnel 
and  the  East  Boston  Tunnel  Extension  were  printed  in  the  May 
issue  of  the  Journal. 

City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Service.  —  Work  is  in  progress  on  the 
following  streets: 


Frankfort  St., 

Convent  Path, 

Braintree  St. 

Say  brook  St. 

Albano  St.. 

Rosediff  St., 

Barbara  St., 

Kittredge  St.. 

Spring  St., 

Hillcrest  St., 

Temple  St., 

BastoTer., 

Seaver  St., 

Seaver  St., 

Wellington  Hill  Footway, 

Deering  Rd., 

Fabyan  St., 

Hopestill  St.. 

Dempster  St.. 

Neponset  Ave., 

Neponset  Ave., 

Dracut  St.. 

Lockwood  St., 


Neptune  Rd.  to  Bennington  St. 
Breed  St.  to  Gladstone  St. 
Franklin  St.  to  Everett  St. 
Market  St.  to  Dustin  St. 
Washington  St.  to  Amherst  St. 
Washington  St.  to  Kittredge  St. 
So.  Huntington  Ave.  to  Centre  St. 
Rosecliff  St.  to  Metropolitan  Ave. 
Gardner  St.  to  Webster  St. 
Elgin  St.  to  Temple  St. 
Spring  St.  to  Ivory  St. 
South  St.  333  feet  northerly. 
Blue  Hill  Ave.  to  Humboldt  Ave. 
Humboldt  Ave.  to  Walnut  Ave. 
Wellington  HiU  St.  to  Walk  Hill  St. 
Blue  Hill  Ave.  to  Harvard  St. 
Blue  Hill  Ave.  to  Harvard  St. 
Aspinwall  Rd.  to  Southern  Ave. 
Ruggles  St.  to  Halleck  St. 
Holbrook  Ave.  to  Tolman  St. 
Boutwell  St.  to  Minot  St. 
Dorchester  Ave.  to  Bruce  St. 
Metropolitan  Ave.  to  Huntington  Ave. 


Bituminous  macadam. 
Art.  stone  steps  and  wall. 
Hassam  block  pavement. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam . 
Excavating  and  grading. 
Excavating  and  grading. 
Bituminous  macadam. 
Excavating  and  grading 
Excavating  and  grading. 
Artificial  stone  steps. 
Bituminous  macadam. 
Asphalt  pavement. 
Asphalt  pavement. 
Hassam  block  pavement. 
Artificial  stone  sidewalks. 
Artificial  stone  sidewalks. 
Artificial  stone  sidewalks. 
Bituminous  macadam. 
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The  Fore  River  Shipbuilding  Co.,  Quincy,  Mass.,  has  the 
following  work  in  progress: 

U.  S.  Battleship  Nevada, 
Nine  U.  S.  submarine  boats. 

U.  S.  Torpedo  Boat  Destroyers  Gushing,  Tucker  and  Nos. 
63  and  64. 

Two  oil-tank  steamers. 
One  molasses  tank  steamer. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,  SEPTEMBER  15,  1915, 

at  7.45  o'clock  P.M.,  in  Chipman  Hall,  Tremont  Temple, 
Boston. 

Mr.  M.  J.  Lorente,  C.E.,  will  read  a  paper  entitled,  ''  Some 
Special  Methods  of  Reinforced  Concrete  Design."  The  paper 
is  printed  in  this  issue  of  the  Journal. 

S.  E.  TiNKHAM,  Secretary. 


PAPERS  IN  THIS  NUMBER. 

*'  Special  Methods  of  Reinforced  Concrete  Design,'*  M.  J. 
Lorente.     (To  be  presented  September  15,  1915.) 
Discussion  of  "  Ground  Water  Supplies." 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 

I* 
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MINUTES  OF  MEETINGS. 

Boston,  Mass.,  June  i6,  1915. — A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  this  evening  at 
Chipman  Hall,  Tremont  Temple,  and  was  called  to  order  by 
the  President,  Charles  R.  Gow,  at  8  o'clock.  There  were  63 
members  and  visitors  present. 

By  vote  the  reading  of  the  record  of  the  last  meeting  was 
waived,  and  the  record  as  printed  in  the  June  Journal  was 
approved. 

The  Secretary  reported  for  the  Board  of  Government  that 
it  had  elected  the  following  to  membership  in  the  grades  named: 

Honorary  member — Past  President  Desmond  FitzGerald. 

Members — Messrs.  Gale  Augustus  Carter,  John  H.  Cogh- 
lan,  Elias  Francis  De  La  Haye,  Jr.,  Harry  C.  Foster,  Joseph 
Francis  Aloysius  Leonard  and  Charles  Frederick  Parker. 

Associate — Mr.  George  Woodward  Langdon,  Jr. 

Juniors — Messrs.  Harry  Leon  Katz  and  Max  Silverman. 

The  Secretary  announced  the  deaths  of  Theodore  L.  Kepp- 
ler,  an  associate  of  the  Society,  who  died  May  24,  1915,  and 
Lorenzo  G.  Moulton,  a  member,  who  died  June  9,  1915.  By 
vote  the  President  was  requested  to  appoint  committees  to 
prepare  memoirs.  The  President  has  appointed  committees 
as  follows:  On  memoir  of  Mr.  Keppler,  Mr.  Frederic  L  Winslow; 
on  memoir  of  Mr.  Moulton,  Mr.  L.  Lee  Street. 

The  Librarian  called  attention  to  the  rules  now  in  force  in 
relation  to  the  circulation  of  books  in  the  Society's  library. 
These  rules  were  adopted  in  1896,  and  because  of  changed  con- 
ditions in  the  library  they  are  not  now  entirely  satisfactory'. 
On  motion  of  Mr.  Sherman,  the  Committee  on  the  Library 
were  empowered  to  make  such  rules  in  relation  to  the  circula- 
tion of  books  in  the  library  as  they  deemed  advisable. 

On  motion  of  Mr.  Wason,  the  thanks  of  the  Society  were 
voted  to  Mr.  George  A.  Dodge  for  the  admirable  way  in  which 
he  served  the  members  of  the  Society  and  those  of  the  Xew 
England  Water  Works  Association  on  the  occasion  of  the  joint 
outing  at  Pemberton  Inn  on  June  16,  191 5. 

The  President  then  introduced  Prof.  Charles  F.  Binns, 
director  of  the  New  York  State  School  of  Clay  Working  and 
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Ceramics  at  Alfred  University,  Alfred,  N.  Y.,  who  delivered  a 
most  entertaining  and  instructive  address  on  "  The  Application 
of  Clay  Products  to  Some  Engineering  Problems.**  Among 
other  topics  taken  up  were,  varieties  of  clay,  preparation  of 
clays,  manufacture  and  testing  of  structural  wares,  terra-cotta, 
hollow  tiles,  paving  bricks  and  the  construction  of  brick  pave- 
ments. The  address  was  fully  illustrated  with  lantern  slides. 
At  the  close  of  the  address,  the  thanks  of  the  Society  were 
extended  to  Professor  Binns. 

Vice-President  Richard  A.  Hale  presided  during  the  latter 
portion  of  the  meeting. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary, 


APPLICATIONS  FOR  MEMBERSHIP. 

[September  3,  1915.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  ot  twenty  (20)  days  from  the  date  given. 

Alexander,  Clayton  Clifford,  Medford,  Mass.  (Age  33,  b.  Kill- 
ingly,  Conn.)  Student  for  three  years  at  Univ.  of  X'ermont,  and  for  one  year 
at  Univ.  of  Maine,  civil  engineering  course.     From  1902  to  1903,  instructor 
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in  civil  engineering,  Univ.  of  Maine;  from  1903  to  1905,  designing  draftsman 
with  General  Electric  Co.,  Schenectady,  N.  Y.;  from  1905  to  1908,  in  charge 
of  party  on  Panama  Canal  with  Isthmian  Canal  Comm.;  from  1908  to  1910, 
with  Cheney  Bigelow  Wire  Works,  Springfield,  Mass.,  in  charge  of  drafting; 
from  191 1  to  1913,  with  Providence  Steel  and  Iron  Co.,  estimating  apd  de- 
signing on  roofs  and  bridges;  during  summer  and  fall  of  19 14,  inspector  of 
Springfield  underpasses  with  S.  H.  Pitcher  Engineering  Co;  is  now  second 
assistant  city  engineer,  Woonsocket,  R.  I.  Refers  to  F.  A.  Caldwell,  C.  F. 
Parker,  L.  K.  Rourke  and  Arnold  Seagrave. 

Allardice,  James  Proctor,  Fall  River,  Mass.  (Age  24,  b.  Fall  River, 
Mass.)  Graduate  of  Worcester  Polytechnic  Inst.,  191 5,  civil  engineering 
course.  During  summer  vacation,  1913,  rodman  and  instrumentman;  from 
June,  1914,  to  March,  1915,  instrumentman  and  chief  of  party  with  E.  M. 
Corkett,  C.E.,  Fall  River;  from  March,  191 5,  to  date,  force  accountant  on 
Fall  River  Intercepting  Drain  with  Barrows  &  Breed,  Boston.  Refers  to 
V.  J.  Gallene,  H.  C.  Ives,  A.  J.  Knight,  H.  L.  Robinson,  G.  S.  Sawyer  and 
A.  L.  Shaw. 

Barney,  Harold  Bryant,  Chestnut  Hill,  Mass.  Age  29,  b.  Roxbury, 
Mass.)  Graduate  of  Harvard,  1908,  degree  of  A.B.;  received  degree  of 
S.B.  in  civil  engineering  from  Lawrence  Scientific  School,  1909.  From  1909 
to  Dec,  1913,  draftsman,  inspector,  division  engineer,  etc.,  with  Stone  & 
Webster  Engrg.  Corp'n  at  Seattle,  Wash.,  and  in  California;  from  June, 
19 1 4,  to  date,  with  Warren  Bros.  Co.,  of  Boston,  as  timekeeper,  etc.  Refers 
to  H.  K.  Alden,  L.  E.  Baker,  L.  J.  Johnson  and  C.  E.  Nichols. 

Bennett,  Raymond  Franklin,  Portland,  Me.  (Age  39,  b.  Freeport, 
Me.)  Graduate  of  Mass.  Inst,  of  Technology,  1899,  civil  engineering 
course.  From  1892  to  1899,  worked  during  summers  with  various  surveying 
parties;  for  nine  months  during  the  year  1900,  draftsman  with  Bridge  Dept., 
N.  Y.,  N.  H.  &  H.  R.  R.;  since  Nov.,  1900,  member  of  firm  of  W.  F.  Bennett 
&  Son,  contractors  for  pile  driving,  wharf  building,  etc.  Refers  to  P.  A. 
Babcock,  Richard  Brunei,  L.  F.  Ellis  and  E.  E.  Pettee. 

Colby,  Edwin  Whitmore,  Boston,  Mass.  (Age  24,  b.  Medford,  Mass.) 
Student  in  structural  engineering  for  four  years  at  Franklin  Union.  From 
June,  1908,  to  Aug.,  1910,  with  Whitman  &  Howard,  as  rodman,  instru- 
mentman and  draftsman;  from  Aug.,  1910,  to  March,  191 2,  inspector  with 
Edison  Electric  111.  Co.,  on  underground  conduit  construction;  from  March, 
191 2,  to  March,  191 5,  with  Whitman  &  Howard,  as  assistant  engineer  on 
street  railway  surveys  and  construction,  highway  surveys,  topographical 
surveys,  etc.;  from  March,  1915,  to  date,  with  Metropolitan  Water  Works, 
as  assistant  engineer.  Refers  to  Randolph  Bainbridge,  Benjamin  Boas, 
W.  E.  Foss,  Channing  Howard,  E.  H.  Rockwell,  R.  C.  Smith  and  F.  A.  Snow. 

Howard,  David  Russell,  Woonsocket,  R.  I.  (Age  29,  b.  Fall  River, 
Mass.)  Received  education  in  public  schools.  From  March,  1904,  to  Jan., 
191 1,  with  E.  K.  Watson  Co.,  building  contractors,  Warren,  R.  I.,  first  as 
timekeeper  and  later  as  assistant  to  engineer;   in   Jan.,    1911,   incorporated 
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the  Extern  Construction  Co.,  Woonsocket,  R.  I.,  and  became  one  of  its 
directors;  since  that  time  has  acted  as  president,  treasurer  and  general  man- 
ager of  that  company.  Refers  to  F.  A.  Caldwell,  F.  H.  Mills,  C.  F.  Parker 
and  Arnold  Seagrave. 

Makepeace,  Bertrand  L.,  Brookline,  Mass.  (Age  43,  b.  Foxboro, 
Mass.)  From  1895  to  date  has  been  engaged  in  manufacture  of  blue  prints 
and  black-line  prints  for  engineers,  architects,  etc.,  during  which  time  has 
added  to  this  line  drawing  materials  and  surveying  instruments;  in  191 1 
equipped  machine  shop  for  manufacturing,  overhauling,  repairing  and  re- 
building surveying  instruments;  is  specialist  in  engineers'  goods  and  scientific 
instalments.  Refers  to  E.  M.  Blake,  Channing  Howard,  J.  J.  Van  Valken- 
burgh  and  W.  F.  Williams. 

Walker,  Frank  Bates,  Winthrop,  Mass.  (Age  41,  b.  Traverse  City, 
Mich.)  Graduate  of  Univ.  of  Minnesota,  1897,  degree  of  C.E.;  student  in 
mining  engineering,  1899  and  1900,  at  Mass.  Inst,  ol  Technology.  Later 
held  subordinate  positions  in  Engineering  Depts.  of  M.  &  St.  L.  R.  R.  and 
M.,  St.  P.  &  S.  S.  M.  R.  R.;  from  1897  to  1898,  assistant  engineer  and  chem- 
ist on  blast-furnace  work  for  Cleveland  Cliffs  Iron  Co.;  for  fifteen  years, 
assistant  and  resident  engineer  on  Great  Northern  R.  R.;  since  spring  of 
1914,  assistant  engineer  in  charge  of  bridge  work,  etc.,  for  Bay  State  Street 
Ry.     Refers  to  H.  W.  Hay^s,  A.  W.  Hodges,  L.  E.  Moore  and  J.  R.  Worcester. 
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ADDITIONS. 

Burroughs,    Russell Concord,  N.  H. 

Carter,  Gale  A Box  183,  Colebrook,  N.  H. 

CoGHLAN,  John  H Lowell  St.,  Lexington,  Mass. 

De  La  Have,  Elias  F.,  Jr 38  Intervale  St.,  Roxbury,  Mass. 

Farwell,  Joseph  W 1803  Washington  St.,  Canton,  Mass. 

Foster,  Harry  C Western  Ave.,  Gloucester,  Mass. 

Harty,  John  J.,  Jr 310  Technology  Chambers,  Boston,  Mass. 

Katz,  Harry  L lOo  Granville  Ave.,  Maiden,  Mass. 

Leonard,  Joseph  F.  A 401 1  No.  Main  St.,  Fall  River,  Mass. 

O'Xeil,  Thomas  P 10  Fairfield  St.,  Cambridge,  Mass. 

Parke,  Robert  H 59  Milk  St.,  Fitchburg,  Mass. 

Silverman,  Max 26  Lawrence  Park,  Dorchester,  Mass. 

Whitney,  Harry  L 38  Wallace  St.,  Somerville,  Mass. 

changes  in  address. 

Adams,  Edward  P 1 1 12  Exchange  Bldg.,  Boston,  Mass. 

Barnes,  Roderick  S Randolph,  N.  H. 

Bayley,  Frank  A Box  330,  Hyannis,  Mass. 

Bowers,  George  W 3200  Franklin  Ave.,  Cleveland,  Ohio 
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Cashman,  John  M 14  Beacon  St.,  Boston,  Mass. 

Drummond,  John  M 30  Orchard  St.,  Jamaica  Plain,  Mass. 

GooDELL,  John  M 106  Lorraine  Ave.,  Upper  Montclair,  N.  J. 

Morse,  Charles  F Hotel  Pontiac,  Good  Ground,  Suffolk  Co.,  N.  Y. 

Pinkham,  Millard  B 141  Monroe  St.,  Brooklyn,  N.  Y. 

SoKOLL,  Jacob  M 239  Shelton  Ave.,  New  Haven,  Conn. 

Stratton,  George  E Saco,  Mont. 

Treadwell,  Edward  D., 

Engineer's  Office,  City  Hall,  Webster  Groves,  Mont. 
WiNSOR,  Frank  E 228  Atlantic  Ave.,  Providence,  R.  I. 

deaths. 

Keppler,  Theodore  L May  24,  1915 

MouLTON,  Lorenzo  G June  9,  1915 

Brackett,  Dexter August  26,  1915 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

316.  Age  29.  Student  for  three  years  in  civil  engineering  courses  at 
Harvard  Univ.;  student  in  evening  courses  in  mechanical  and  electrical 
engineering  at  Mass.  Inst,  of  Technology.  Is  junior  member  of  Am.  Soc. 
C.  E.  and  associate  member  of  Am.  Inst.  E.  E.  Experience  includes  one 
year  as  transitman  of  Metropolitan  Water  and  Sewerage  Bd.  and  six  years 
on  electric  railway  work  as  draftsman,  chief  of  party,  resident  engineer, 
superintendent  of  underground  construction,  etc.  Desires  position  in  line 
with  this  experience. 

317.  Age  20.  Student  for  two  years  at  Tufts  College.  Experience 
consists  of  six  months'  field  work  and  three  months'  class  work  at  Tufts. 
Desires  position  as  rodman.     Salary  desired,  $8  per  week. 

320.     Age  26.     Student  for  four  years  at  Dartmouth  College  and  for 
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one  year  at  Thayer  School  of  Civil  Engineering.  Has  had  nearly  three  years* 
experience,  including  four  months  as  chainman  on  construction  with  New 
Haven  R.  R.  Co.,  and  more  than  two  years  as  draftsman  with  iron  and  steel 
company.  Desires  position  on  construction  work.  Salary  desired,  $70  per 
month. 

321.  Age  23.  Graduate  of  Univ.  of  Maine,  19 15.  Has  had  some 
experience  during  summer  vacations  as  rodman  with  Bay  State  Street  Ry. 
Co.,  and  as  draftsman  with  Mass.  Harbor  and  Land  Comm.  Desires  posi- 
tion as  rodman,  transitman  or  draftsman.     Salary  desired,  $2  per  day. 

324.  Age  33.  Received  education  at  universities  of  Maine  and  Ver- 
mont. Has  had  about  thirteen  years*  experience,  including  three  years  with 
Providence  Steel  and  Iron  Co.  on  roof  and  bridge  design;  one  and  one- half 
years  with  Cheney  Bigelow  Wire  Works  on  design  of  elevators  and  elevator 
enclosures;  eight  months  as  assistant  engineer  in  charge  of  field  work  for 
the  City  of  Woonsocket,  R.  I.;  one  year  as  instructor  in  civil  engineering, 
Univ.  of  Maine;  and  five  years  of  municipal  and  construction  work;  is  famil- 
iar with  concrete  construction.     Salary  desired,  $1,200  i>er  year. 

325.  Age  26.  Received  technical  education  from  I.  C.  S.  courses. 
Has  had  seven  years'  experience  as  a  transitman;  considers  himself  good 
draftsman  and  letterer.     Salary  desired,  $3  per  day. 

326.  Age  29.  Received  degree  of  B.S.,  Univ.  of  Vermont,  1909.  Ex- 
perience includes  one  year  on  dam,  bridge  and  road  construction;  nine  months 
with  N.Y.  C.&H.R.  R.  R.  on  grade-crossing  work;  one  year  cis  resident  en- 
gineer with  Grand  Trunk  Pacific  Ry.;  and  fifteen  months  on  New  York 
subways.  Desires  position  as  assistant  engineer.  Salary  desired,  $115  per 
month. 

327.  Age  21.  W'as  student  for  two  years  at  Lowell  Inst.;  is  now  stu- 
dent in  I.  C.  S.  course  in  concrete  engineering.  Experience  includes  two  and 
one-half  years  as  draft  man  and  estimator;  six  months  as  chainman  and  rod- 
man;  four  months  as  labor  foreman;  has  passed  state  examination  as  junior 
engineer.  Desires  position  as  timekeeper,  rodman  or  estimator.  Salary 
desired,  $12  per  week. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Abstract  of  Special  Bulletins  on  Wealth,  Debt  and  Taxa- 
tion, 1913. 

Analysis  and  Grading  of  Creosotes.  Arthur  L.  Dean  and 
Ernest  Bateman. 

Annual  Reports  of  Reclamation  Service  for  1912-13  and 
1913-14. 
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Coalville  Coal  Field,  Utah.     Carroll  H.  Wegemann. 

Contributions  to  Economic  Geology,  1913:  Part  I.  Metals 
and  Non-metals  except  Fuels.  F.  L.  Ransome  and  Hoyt  S. 
Gale. 

Cypress  and  Juniper  Irees  of  Rocky  Mountain  Region. 
George  B.  Sud worth. 

Progress  Reports  of  Experiments  in  Dust  Prevention  and 
Road  Preservation,  19 14. 

Estimation  of  Moisture  in  Creosoted  Wood.  Arthur  L. 
Dean. 

Eucalypts  Cultivated  in  United  States.  Alfred  James 
McClatchie. 

Geology  and  Coal  Resources  ot  North  Park,  Colorado. 
A.  L.  Beekly. 

Gold-Platinum-Palladium  Lode  in  Southern  Nevada. 
Adolph  Knopf. 

Utilization  and  Management  of  Lodgepole  Pine  in  Rocky 
Mountains.     D.  T.  Mason. 

Production  ot  Lumber  in  1913. 

Mineral  Deposits  of  Santa  Rita  and  Patagonia  Mountains, 
Arizona.     Frank  C.  Schrader. 

Naval  Stores  Industry.     A.  W.  Schorger  and  H.  S.  Betts. 

Oil-Mixed  Portland  Cement  Concrete.  Logan  Waller  Page. 

Preservative  Treatment  of  Loblolly  Pine  Cross-Arms. 
W.   F.   Sherfesee. 

Primer  of  Wood  Preservation.     W.  F.  Sherfesee. 

Portland  Cement  Concrete  Pavements  for  Country  Roads. 
Charles  H.  Moorefield  and  James  T.  Voshell. 

Relation  of  Southern  Appalachian  Mountains  to  Develop- 
ment of  Water  Power.  M.  O.  Leigh  ton,  M.  R.  Hall  and  R.  H. 
Bolster. 

Rules  and  Specifications  for  Grading  of  Lumber.  E.  R. 
Hodson. 

Seasoning  of  Timber.     Hermann  von  Schrenk. 

Results  of  Spirit  Leveling  in  Idaho,  1896  to  1914,  inclusive. 
R.  B.  Marshall. 

Results  of  Spirit  Leveling  in  Minnesota,  1897  to  1914, 
inclusive.     R.  B.  Marshall. 
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State  Management  of  Public  Roads:  Its  Development  and 
Trend.     J.  E.  Pennybacker. 

Water  Supply  Papers  222,  225,  226,  239,  276,  279,  282, 
286,  291,  294,  298,  340-D,  340-H,  340-I,  340-J*  345-H,  345-I» 
375-A.     Twelve  numbers  gift  of  C.  W.  Sherman. 

What  Forestry  has  Done.     Treadwell  Cleveland,  Jr. 

Wood  Using  Industries  of  New  Jersey.     Albert  H.  Pierson. 


State  Reports. 

Maine.  Annual  Report  of  Railroad  Commissioners  for 
1914. 

Massachusetts.  Annual  Report  of  Gas  and  Electric  Light 
Commissioners  for  1 914. 

Massachusetts.  Annual  Report  of  Harbor  and  Land 
Commissioners  for   191 4. 

Massachusetts.  Annual  Report  of  Metropolitan  Park 
Commission  for  1914. 

Massachusetts.  Annual  Report  of  Metropolitan  Water 
and  Sewerage  Board  for  19 14. 

New  Jersey.  Geology  of  New  Jersey,  1915.  J.  Volney 
Lewis  and  Henry  B.  Kiimmel. 

New  Jersey.  Indian  Habitations  in  Sussex  County.  Max 
Schrabisch. 

New  York.  Annual  Reports  of  Public  Service  Commis- 
sion for  First  District:  Vol.  II  for  1913  and  Vol.  I.  for  191 4. 

New  York.  State  Department  of  Labor,  Industrial  Board: 
Rules  on  Sanitation  of  Factories  and  Mercantile  Establish- 
ments. 

North  Dakota.  Reports  and  Bulletins  of  Agricultural 
Experiment  Station  as  follows:  Annual  Report  for  1912,  Part 
III:  Waters,  Wheats,  Paints,  Oils,  and  Farm  Products;  North 
Dakota  Paint  Tests;  Paints  and  their  Compositions,  by  E.  F. 
Ladd  and  C.  D.  Holley;  Some  Ready  Mixed  Paints,  by  E.  F. 
Ladd  and  G.  A.  Abbott;  Paints:  Their  Service  Condition,  by 
E.  F.  Ladd  and  E.  E.  Ware;  Paint  Bulletins  i  to  4,  and  Vol. 
I,  5  and  6. 
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Rhode  Island.  Annual  Report  of  Commissioner  of  Dams 
and  Reservoirs  for  1912. 

Rhode  Island.  Annual  Reports  of  Railroad  Commissioner 
for  1895,  1896,  1899,  1901-11,  inclusive. 

Rhode  Island.  Annual  Reports  of  Public  Utilities  Com- 
mission, 1912-14,  inclusive. 

Wisconsin.  Geological  and  Natural  History  Survey: 
Limestone  Road  Materials  of  Wisconsin.  W.  O.  Hotchkiss  and 
Edward  Steidtmann. 

Municipal  Reports. 

Baltimore,  Md.  Annual  Report  of  Sewerage  Commission 
for  1914. 

Bangor,  Me.     Annual  Report  of  Water  Board  for  1914. 

Beverly,  Mass.  Annual  Report  of  Department  of  Public 
Works  for  1914. 

Boston,  Mass.  Annual  Report  of  City  Planning  Board  for 
1914. 

Brockton,  Mass.  Annual  Reports  of  City  Engineer  and 
Sewerage  Commissioners  for  1911,  1912  and  1914. 

Cambridge,  Mass.  Report  of  Special  Committee  on  Study 
of  Local  Real  Estate  Assessment  Situation.  Gift  of  C.  M.^ 
Spofford. 

Fall  River,  Mass.  Annual  Report  of  Watuppa  Water 
Board  for  1914. 

Marlborough,  Mass.  Annual  Report  of  Water  and  Sew- 
age Commission  for  1914. 

Medtord,  Mass.  Annual  Report  of  Water  and  Sewer 
Department  for  1914. 

New  Orleans,  La.  Semi-Annual  Report  of  Sewerage  and 
Water  Board,  December,  1914. 

New  York.  N.  Y.  Annual  Report  of  Board  of  Water 
Supply  for   191 4. 

New  York,  N.  Y.  Annual  Report  of  Department  of  Water 
Supply,  Gas  and  Electricity  for  1914-15. 

Northampton,  Mass.  Annual  Reports  of  City  Officers  for 
1914. 
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Northampton,  Mass.  Annual  Report  of  Water  Commis- 
sioners for  1 91 4. 

Philadelphia,  Pa.  Report  on  Collection  and  Treatment  of 
Sewage,  1914. 

Philadelphia,  Pa.     Annual  Report  of  Bureau  of  Surveys  for 

1914- 

Providence,  R.  I.     Annual  Reports  of  City  Engineer  and 

of  Commissioner  of  Public  Works  for  1908-14.   2  vols.     Gift  of 

Otis  F.  Clapp. 

Waltham,  Mass.  Annual  Reports  of  City  Engineer  for 
1914. 

Woburn,  Mass.  Annual  Report  of  Water  Department  for 
1914. 

Worcester,  Mass.  Report  of  Special  Commission  on  Col- 
lection and  Disposal  of  Municipal  Waste,  1914.  Gift  of  Frederic 
Bonnet,  Jr. 

Miscellaneous. 

American  Society  of  Mechanical  Engineers:  Rules  for 
Construction  of  Stationary  Boilers  and  for  Allowable  Working 
Pressures,  1914. 

Apportionment  of  Cost  of  Highway  Bridges  between 
Street  Railways  and  Cities.  Charles  M.  Spofford.  Gift  of 
author. 

De  Aquaeductibus  Urbis  Romae  Commentarius.  Sextus 
lulius  Frontinus.     Gift  of  Desmond  FitzGerald. 

Babcock  &  Wilcox  Co.:   Steam  Superheaters. 

Brooklyn  Engineers'  Club:   Proceedings  for  1914. 

Canada,  Department  of  Mines:  Petroleum  and  Natural 
Gas  Resources  of  Canada,  Vol.  I,  by  Frederick  G.  Clapp  and 
Others;  Products  and  By- Products  of  Coal,  by  Edgar  Stans- 
field  and  F.  E.  Carter. 

Determination  of  Biochemical  Oxygen  Demand  by  Salt- 
peter Method  in  Stockyards,  Tannery  and  Corn  Products 
Wastes.     Arthur  Lederer. 

Plan  for  Functional  Organization  of  Engineering  Work  of 
City  of  New  York.     William  W.  Bush. 
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Great  Lakes  Dredge  and  Dock  Co. ;  Premolded  Reinforced 
Concrete  Piles  and  Poles. 

National  Board  of  Fire  Underwriters:    Progress  Report  on 
Follow-up  Work  and  Reports  on  following  cities:   Akron,  Ohio 
Alexandria,  Va.;  Allentown,  Pa.;   Atlanta,  Ga.;   Augusta,  Ga. 
Bay  City,  Mich.;  Bloomington,  111.;    Camden,  N.  J.;    Canton 
Ohio;   Charleston,  W.  Va.;   Chattanooga,  Tenn.;   Chester,  Pa. 
Columbus,  Ohio;   Danville,  111.;   Dayton,  Ohio;   Detroit,  Mich. 
Duluth.  Minn.;  East  St.  Louis,  111. ;   Easton,  Pa. ;   Flint,  Mich. 
Fort  Wayne,   Ind.;    Grand   Rapids,   Mich.;    Hamilton,   Ohio 
Hannibal,  Mo.;    Haverhill,  Mass.;    Holyoke,  Mass.;    Indianap- 
olis,   Ind.;    Jacksonville,    Fla.;     Knoxville.   Tenn.;     Lawrence, 
Mass.;    Lima,   Ohio;    Louisville,    Ky.;    Lynn.    Mass.;    Mont- 
gomery,  Ala.;    New  Castle,     Pa.;    New    Orleans,   La.;    New 
Rochelle,  N.  Y.;    Newark,  Ohio;    Philadelphia,  Pa.;  Pittsfield, 
Mass.;     Portsmouth,    Ohio;     Pottsville,    Pa.;     Roanoke,    Va.; 
Saginaw,  Mich.;  St.  Louis,  Mo.;  St.  Paul,  Minn.;  Salem,  Mass.; 
Savannah,  Ga.;  Sheboygan,  Wis. ;  Shreveport,  La.;  Springfield, 
Ohio;   Superior,  Wis.;  Tampa,  Fla.;  Toledo,  Ohio;    Waltham, 
Mass.;    Watertown,   N.  Y.;  Wheeling,  W.  Va. ;    Wllliamsport, 
Pa. 

Notes  on  Practical  Application  of  "  Saltpeter  Method  " 
for  Determining  Strength  of  Sewages.     Arthur  Lederer. 

Some  Paint  and  Painting  Factors.     H.  Lowe. 

Permeability  Tests  on  Gravel  Concrete.  Morton  O. 
Withey. 

Our  late  Past  President,  Alexis  H.  French,  has  bequeathed 
to  the  Society  the  sum  of  one  thousand  dollars,  the  income  of 
which  is  to  be  at  the  disposal  of  Mrs.  French  during  her  life- 
time, and  after  that  to  be  devoted  to  the  improvement  of  the 
Society's  library. 

The  Society  has  also  had  t>\'o  bequests  from  the. estate  of 
our  late  associate,  Edmund  K.  Turner,  one  of  the  sum  of  one 
thousand  dollars  —  the  income  of  same  to  be  used  for  the  library 
—  and  the  other  of  the  engineering  books  in  his  library,  number- 
ing over  one  t^housand  volumes.  It  has  not  been  deemed  ad- 
visable to  publish  in  the  Journal  the  list  of  titles  of  these 
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volumes,  on  account  of  its  length,  but  the  list  may  be  consulted 
at  the  Society  rooms. 

In  accordance  with  the  vote  passed  at  the  last  meeting, 
authorizing  the  Committee  on  the  Library  to  make  such  rules 
in  relation  to  the  circulation  of  books  in  the  library  as  they 
deemed  advisable,  the  following  rules  have  been  adopted : 

Books  and  periodicals  may  be  used  in  the  Society  rooms  by  members 
and  friends. 

Members  may  borrow  books  for  home  use  —  with  the  exceptions  noted 
below  —  but  no  one  shall  have  more  than  four  books  at  any  time,  or  keep  any 
book  more  than  two  weeks. 

Volumes  belonging  to  a  set  —  such  as  volumes  of  bound  periodicals  and 
of  proceedings  or  transactions  of  societies  —  and  such  other  books  as  the 
Board  of  Government  may  designate,  may  be  taken  from  the  rooms  for  a 
limited  time  only,  by  special  arrangement  with  the  attendant.  They  shall 
be  subject  to  recall  at  any  time. 

There  shall  be  no  immediate  renewal  of  any  book  on  its  return  to  the 
library. 

A  member  borrowing  a  book  shall  at  that  time  give  a  receipt  therefor. 

A  fine  of  one  cent  per  day  per  volume  shall  be  charged  for  overtime,  and 
must  be  paid  before  the  delinquent  can  take  any  more  books. 

Handbooks,  indexes,  current  numbers  or  unbound  files  of  periodicals,, 
books  belonging  to  the  Clemens  Herschel  Sp>ecial  Library,  and  new  books  not 
yet  placed  on  the  regular  shelves  must  not  be  taken  from  the  rooms. 

Books  of  unusual  value  are  marked  with  a  star  (*),  and  must  not  be 
taken  trom  the  rooms,  except  by  written  permission  from  the  Librarian,  to  be 
filed  by  the  attendant. 

Any  person  mutilating  or  losing  a  book  shall  pay  for  the  damage,  or 
replace  the  book. 

Any  one  who  violates  the  above  rules  may,  upon  written  request  from 
the  Librarian  to  the  Board  of  Government,  be  debarred  from  the  privileges 
of  the  library  for  such  time,  not  less  than  three  months,  as  the  Board  of  Gov- 
ernment may  determine. 

(Revised  June  16,  1915.) 

Library  Committee. 
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NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

CommoDwealth  of  Massachusetts. —  Metropolitan  Water 
AND  Sewerage  Board. — Sewerage  Works,  Work  is  in  progress 
on  Sections  105  and  106  of  the  Wellesley  Extension  Sewer. 

Work  contemplated  consists  of  lowering  the  Maiden  River 
siphon  and  extending  the  Deer  Island  outfall  sewer. 

Metropolitan  Park  Commission.  —  Charles  River  Reserva- 
tion. —  Plans  and  specifications  have  been  prepared,  and  it 
is  expected  to  call  for  bids  in  the  near  future  for  bridge  over 
the  Charles  River  at  North  Beacon  St.,  Boston  and  Watertown. 

Plans  and  specifications  are  being  prepared  for  bridge  over 
the  Charles  River  at  Commonwealth  Avt.,  between  Newton 
and  Weston. 

Furnace  Brook  Parkway,  —  Work  of  constructing  parkway 
extension  from  Quincy  Shore  Reservation  to  Hancock  St.  is  in 
progress.     John  Cashman  &  Sons  Co.,  contractors. 

Contract  for  building  reinforced  concrete  girder  bridge 
across  Blacks  Creek,  for  Furnace  Brook  Parkway  Extension, 
has  been  awarded  to  the  Hugh  Nawn  Contracting  Co.,  and  work 
will  commence  immediately. 

Mystic  Valley  Parkway,  —  Work  of  constructing  parkway 
from  Cradock  Bridge  to  Mystic  Ave.  is  in  progress.  Coleman 
Brothers,  contractors. 

Contract  has  been  awarded  to  Coleman  Brothers  for  exca- 
vating and  dredging  the  channel  of  Aberjona  River  from  Boston 
&  Maine  Railroad  to  Walnut  St.,  Winchester.  Work  is  to  be 
commenced  immediately. 

Revere  Beach  Reservation.  —  Bids  have  been  received  for 
building  reinforced-concrete  shore  protection  of  the  bleacher 
form  at  Revere  Beach  Reservation. 

City  of  Boston.  —  Public  Works  Department,  Highway 
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Division,  Paving    Service.  —  Work    is    in    progress    on    the 
following  streets: 


West  Broadway, 
Idlewild  St.. 
Lake  St.. 
Spring  St., 
Temple  St., 
HiUcrest  St.. 
Howitt  Rd.. 
Chapin  Ave., 
Fletcher  St.. 
Pelton  St., 
Park  St.. 
Augustus  Ave., 
Birch  St.. 
Poplar  St., 
Oakland  St., 
"Seaver  St., 
Claxton  St., 
Callcnder  St.. 
Clayboume  St., 
Lithgow  St.. 
Peace  vale  Rd.. 
Lingard  St., 
Public  Alley  No.  908, 


Dorchester  Ave.  to  Dorchester  St. 

Commonwealth  Ave.  to  Brainerd  Rd. 

Commonwealth  Ave.  to  Washington  St. 

Gardner  St.  to  Webster  St. 

Spring  St.  to  Ivory  St. 

Elgin  St.  to  Temple  St. 

Bellevue  St.  to  LaGrange  St. 

Mt.  Vernon  St.  to  Preston  Rd. 

Centre  St.  to  Montclair  Ave. 

Park  St.  to  W.  Roxbury  Parkway. 

Centre  St.  to  Mont  view  St. 

Poplar  St.  to  beyond  Clarendon  St. 

Penfield  St.  to  Dudley  Ave. 

Sycamore  St.  to  Brown  Ave. 

River  St.  to  Rockdale  St. 

Blue  Hill  Ave.  to  Walnut  Ave. 

Blue  Hill  Ave.  to  Callender  St. 

Claxton  St.  to  Tucker  St. 

Dakota  St.  to  Park  St.. 

Talbot  Ave.  to  Wainwrlght  St. 

Norfolk  St.  to  Dunbar  Ave. 

Magnolia  Sr.  to  Hartford  St. 

Mass.  Ave.  to  Marlborough  St. 


Art.  stone  sidewalks. 
Bitulithic. 

Art.  stone  sidewalks. 
Bituminous  macadam. 
Excavating  and  grading. 
Excavating  and  grading. 
Bituminous  macadam. 
Tar  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Art.  stone  sidewalks. 
Tar  macadam. 
Bitulithic  pavement. 
Art.  stone  sidewalks. 
Bituminous  macadam. 
Excavating  and  grading. 
Asphalt  pavement. 
Art.  stone  sidewalks. 
Bitulithic  pavement. 
Excavating  and  grading. 
Asphalt  pavement. 
Bitulithic  pavement. 
Brick  block  pavement. 


Public  Works  Department,  Sewer  and  Water  Division, 
Sewer  Service.  —  The  following  work  is  in  progress: 

In  Delhi  St.,  Mattapan;  Mattapan  Brook  Conduit,  4'-9", 
4'-6"  and  4'-3"  circular  concrete,  and  15"  and  12"  pipe  sani- 
tary' sewer. 

Richfield  and  Westwood  Sts.,  Dorchester,  circular  con- 
crete surface  drain,  3'-9,"  3'-6"  and  3'-3". 

Temple  St.  Brook  Conduit  in  Chiswick  Rd.,  Tarleton  and 
Elgin  Sts..  West  Roxbury,  sizes  6'-o"  to  3'-6"  circular  con- 
crete. 

Glendower  Rd.,  West  Roxbury,  3'-3"  circular  concrete 
surface  drain. 

Condor  St.,  East  Boston,  2'-6"  circular  concrete  surface 
drain  and  10"  pipe  sanitary  sewer. 


Vol.  11  OCTOBER,  1915  No.  8 


BOSTON   SOCIETY    OF   CIVIL    ENGINEERS 

FOUNDED    1848 


PROCEEDINGS 


NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,  OCTOBER  20,  1915, 

at  745  o'clock  P.M.,  in  Chipman  Hall,  Tremont  Temple, 
Boston. 

Mr.  William  S.  Johnson,  Sanitary  and  Hydraulic  Engineer, 
will  read  a  paper  entitled,  **  The  Water  Supply  of  Salem,  Mass." 
Lantern  slides  will  be  used  to  illustrate  the  paper. 

S.  E.  TiNKHAM,  Secretary, 


PAPERS  IN  THIS  NUMBER. 

"  The  Federal  Valuation  of  the  Boston  and  Maine  Railroad," 

F.  C.  Shepherd.     (To  be  presented  November  17,  1915.) 
Memoirs  of  Deceased  Members. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 
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MINUTES   OF  MEETINGS. 

Boston,  Mass.,  September  15,  1915.  —  A  regular  meeting 
of  the  Boston  Society  of  Civil  Engineers  was  held  this  evening  at 
Chipman  Hall,  Tremont  Temple,  and  was  called  to  order  at 
8  o'clock  by  the  President,  Charles  R.  Gow.  There  were  35 
members  and  visitors  present. 

By  vote  the  reading  of  the  record  of  the  June  meeting  was 
waived,  and  the  record  as  printed  in  the  September  Journal 
was  approved. 

The  Secretary  presented  the  reports  of  committees  appointed 
to  prepare  memoirs  as  follows:  Memoir  of  Benjamin  G.  Fogg, 
committee,  Messrs.  Leslie  H.  Allen  and  J.  Arthur  Garrod; 
Memoir  of  Isaac  Rich,  committee,  Messrs.  George  T.  Sampson, 
Frank  B.  Rowell  and  Theodore  P.  Perkins;  and  memoir  of 
Past  President  Alexis  H.  French,  committee,  Messrs.  Henry  F. 
Bryant  and  Edward  W.  Howe.  By  vote  the  several  memoirs 
were  accepted  and  ordered  to  be  printed  in  the  Journal. 

The  Secretary  reported  the  election  to  membership  of  Messrs. 
Madison  Mott  Cannon,  Frederic  Elwin  Everett,  Samuel  H. 
Pitcher  and  Edward  Owen  Strong  in  the  grade  of  member. 

The  President  announced  the  death  of  Past  President 
Dexter  Brackett,  which  occurred  on  August  26,  1915.  By  vote 
the  President  was  requested  to  appoint  a  committee  to  prepare 
a  memoir.  The  President  has  appointed  as  that  committee, 
Messrs.  Frederic  P.  Stearns  and  Charles  W.  Sherman. 

The  President  then  introduced  Mr.  M.  J.  Lorente,  ci\il 
engineer,  who  read  a  paper  entitled,  **  Some  Special  Methods  of 
Reinforced  Concrete  Design."  The  paper  was  printed  in  the 
September,  1915,  number  of  the  Journal.  The  paper  was 
discussed  in  a  written  paper  prepared  by  Mr.  W.  W.  Clifford  and 
C.  H.  Mangold,  and  in  a  communication  from  Mr.  J.  R.  Worces- 
ter, which  was  read  by  the  Secretary.  Mr.  Hiram  B.  Andrews 
also  read  a  discussion  prepared  by  himself.  Brief  verbal  dis- 
cussions were  offered  by  Mr.  John  R.  Nichols  and  by  the  author 
of  the  paper. 

Adjourned. 

S.  E.  Tinkham,  Secretary. 
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APPLICATIONS  FOR  MEMBERSHIP. 

[October  5,  1915.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Burleigh,  Willard  Gile,  Waverley,  Mass.  (Age  21,  b.  Maiden, 
Mass.)  Received  technical  education  in  Maiden  High  School,  scientific 
course,  1913,  and  from  buildings  course  at  Lowell  Inst.,  1915.  From  July, 
19 1 2,  to  Dec,  1914,  time,  stock  and  cost  data  clerk,  computer,  etc.,  with 
H.  P.  Converse  &  Co.;  from  April,  1915,  to  date,  with  B.  &  A.  R.  R.,  office  of 
assistant  \'aluation  engineer,  as  chainman  and  rodman.  Refers  to  W.  M. 
Bailey,  E.  P.  Bliss,  H.  W.  Hay  ward,  W.  H.  Lawrence  and  C.  E.  Morrow. 

Kendall,  Theodore  Reed,  Boston,  Mass.  (Age  25,  b.  Boston,  Mass.) 
Received  degree  of  S.B.  from  Harvard  College,  1912,  and  degree  of  M.C.E. 
from  Harvard  Graduate  School  of  Applied  Science,  19 14.  Is  temporarily 
employed  by  Prof.  George  C.  Whipple.  Refers  to  G.  S.  Deming,  H.  J.  Hughes, 
L.  J.  Johnson,  J.  R.  Nichols,  G.  F.  Swain  and  G.  C.  Whipple. 

Nash,  Samuel  Aubin,  Brookline,  Mass.  (Age  32,  b.  Brookline,  Mass.) 
Student  for  two  years  at  Mass.  Inst,  of  Technology  and  graduate  of  Lowell 
Inst.,  1908.  From  1909  to  191 1,  with  the  N.  Y.  C.  &  St.  L.  R.  R.,  Cleveland, 
Ohio,  as  chainman,  rodman,  etc.;  from  191 1  to  1912,  concrete  inspector  with 
Tuscaloosa  Mineral  R.  R.,  Tuscaloosa,  Ala.;  from  1912  to  date,  inspector  for 
Engrg.  Dept.,  town  of  Brookline;  during  this  time  has  also  served  as  inspector 
of  building  construction  for  Swift  &  Co.,  Syracuse,  N.  Y.,  and  instrumentman 
for  Metcalf  &  Eddy,  Hopedale.  Refers  to  H.  P.  Eddy,  F.  A.  Leavitt,  H.  A. 
Varney  and  J.  P.  Went  worth. 
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Stenberg,  Thornton  Rice,  Worcester,  Mass.  (Age  20,  b.  Worcester, 
Mass.)  Junior  at  Worcester  Polytechnic  Institute.  Refers  to  Frederic 
Bonnet,  Jr.,  B.  A.  Gibson,  I.  N.  Mollis,  H.  C.  Ives,  E.  H.  Rockwell  and  G.  C. 
Whipple. 


LIST  OF  MEMBERS. 

.«>DITIONS. 

Bryant,  Chauncey  D 189  Bellevue  St.,  Newton,  Mass. 

Devine,  Walter  A Town  Hall,  Brookline,  Mass. 

CHANGES  IN  ADDRESS. 

Albee,  Edward  E 130  Melrose  St.,  Melrose  Highlands,  Mass. 

Collins,  Harry  B 26  Elm  St.,  Brookline,  Mass. 

Hayward,  Edwin  D 506  So.  Indiana  St.,  Greencastle,  Ind. 

Larned,  Edward  S Framingham,  Mass. 

Main,  Charles  R 201  Devonshire  St.,  Boston,  Mass. 

Murphy,  Edward  T 38  Hancock  St.,  Boston,  Mass. 

Negus,  Arthur  I Box  646,  Cincinnati,  Ohio. 

Olin,  Edwin  P 439  Albany  St.,  Boston,  Mass. 

Robinson,  Ashley  Q 41  Highland  St.,  West  Newton,  Mass. 

Sando,  Will  J 1 137  Wells  Building,  Milwaukee,  Wis. 

Simons,  George  W.,  Jr 1075  Boylston  St.,  Suite  7,  Boston,  Mass. 

Skinner,  Fenwick  F 21  Park  Row,  Park  Row  Building,  New  York,  N.  Y. 

Turner,  Charles  C 25  Beacon  St.,  Portland,  Me. 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
lions  available  and  the  other  of  men  available,  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

328.  Age  32.  Received  technical  education  at  Lowell  Inst.  Has 
had  seven  years'  experience  in  mechanical  engineering,  including  machine 
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design  and  power  plant  and  electrical  work;  two  years'  experience  in  railroad 
work:  eight  months  on  reinforced  concrete;  and  two  years  as  salesman. 
Desires  ix>sition  on  reinforced  concrete  detailing  or  as  salesman.  Salary 
desired,  $18  per  week. 

329.  Age  23.  Graduate  of  Mass.  Inst,  of  Technology,  1914,  civil 
engineering  course.  Experience  consists  of  four  months  as  building  inspector 
with  American  Tel.  &  Tel.  Co.,  and  fourteen  months  with  U.  S.  Coast  and 
Geodetic  Survey  on  hydrography,  leveling,  plotting,  etc.  Desires  position 
with  railroad  contractor  or  consulting  engineer.  Salary  desired,  $75  per 
month. 

330.  Age  20.  High  school  education.  Has  had  sD.-ne  expsrience  as 
rodman,  timekeeper  and  cost  data  clerk.  Desires  position  as  rodman  or 
timekeeper.     Salary  desired,  $12  i>er  week. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

XT.  S.  Government  Reports. 

Anticlinal  Structure  in  Parts  of  Cotton  and  Jefferson 
Counties,  Oklahoma.     Carroll  H.  Wegemann. 

Production  of  Barytes  in  1914.     James  M.  Hill. 

Production  of  Chromic  Iron  Ore  in  19 14.     J.  S.  Diller. 

Construction  and  Maintenance  of  Roads  and  Bridges, 
July  I,  1913,  to  December  31,  1914. 

Contributions  to  Economic  Geology,  1913:  Part  II. — 
Mineral  Fuels. 

Eocene  Glacial  Deposits  in  Southwestern  Colorado.  Wal- 
lace W.  Atwood. 

Fauna  of  Batesville  Sandstone  of  Northern  Arkansas. 
George  H.  Girty. 

Production  of  Fuller's  lEarth  in  1914.     Jefferson  Middleton. 

Fuel  Briquetting  in  19 14.     Edward  W.  Parker. 

Geology  and  Mineral  Deposits  of  National  Mining  District, 
Nevada.     Waldemar  Lindgren. 

Geology  and  Mineral  Resources  of  Kenai  Penisular,  Alaska. 
G.  C.  Martin,  B.  L.  Johnson  and  U.  S.  Grant. 

Life  History  of  Shortleaf  Pine.     Wilbur  R.  Mattoon. 

Production  of  Mica  in  1914.     Douglas  B.  Sterrett. 
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Potash  Salts,  1914.    W.  C.  Phalen. 

Production  of  Phosphate  Rock  in  1914.    W.  C.  Phalen. 

Relation  of  Cretaceous  Formations  to  Rocky  Mountains  in 
Colorado  and  New  Mexico.    Willis  T.  Lee. 

Recovery  of  Secondary  Metals  in  1914.    J.  P.  Dunlop. 

Results  of  Spirit  Leveling  in  Iowa,  1896  to  1913,  inclusive. 
R.  B.  Marshall. 

Production  of  Talc  and  Soapstone  in  1914.    J.  S.  Diller. 

(The)  Use  Book:  Manual  for  Users  of  National  Forests. 

Wire-drag  Work  on  Atlantic  Coast.  N.  H.  Heck  and  J.  H. 
Hawley. 

County  Reports. 

Essex  County,  N.  J.  Report  of  Olmsted  Brothers  on 
Proposed  Parkway  System.     Gift  of  J.  C.  Olmsted. 

Municipal  Reports. 

Chicago,  111.  Report  to  Real  Estate  Board  on  Disposal  of 
Sewage  and  Protection  of  Water  Supply.  George  A.  Soper, 
John  D.  Watson  and  Arthur  J.  Martin. 

Erie,  Pa.  Annual  Report  of  Commissioners  of  Water 
Works  for  1914. 

Miscellaneous. 

American  Society  for  Testing  Materials:    Year-Book  for 

1915. 

Berger  Mfg.  Co.:  Concrete  Reinforcing  and  Furring  Plates. 

Builders  Iron  Foundry:  (The)  Venturi  Meter. 

Canada,  Department  of  Mines:  iReport  on  Salt  Deposits 
of  Canada  and  Salt  Industry;  L.  Heber  Cole:  Results  of  Inves- 
tigation of  Six  Lignite  Samples  Obtained  from  Province  of 
Alberta;  B,  F.  Haanel  and  John  Blizard. 

Institution  of  Civil  Engineers  (London):  Name-index  to 
Volumes  LIX-CXVIII,  Minutes  of  Proceedings. 

Lea-Courtenay  Co. :  Centrifugal  Pumps. 

Municipal  Engineers  of  City  of  New  York:  Proceedings  for 

1914. 
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National  Board  of  Fire  Underwriters:  Regulations  for 
Installation  of  Automatic  and  Open  Sprinkler  Equipments, 
1915;  Regulations  for  Installation  of  Blower  Systems,  1915. 

Railway  Library  and  Statistics  for  1914.  Slason  Thompson, 
Ed. 

Second  Pan-American  Scientific  Congress,  to  be  held  in 
Washington,  December  27,  1915-January  8,  1916:  Preliminary 
Program. 

Waiter  Works  and  Other  Engineering  Features  of  New 
York:  Compiled  for  34th  Annual  Convention  of  New  England 
Water  Works  Association. 

Library  Committee. 


NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

Commonwealth  of  Massachusetts. — Metropolitan  Water 
AND  Sewerage  Board.  —  Water  Works.  —  The  work  of  laying 
about  14  370  linear  feet  of  60-in.  cast-iron  pipe  in  Commonwealth 
Ave.  between  Prince  St.  and  the  Charles  River  in  Newton  is 
about  43  per  cent,  completed  under  contracts  with  Andrew  M. 
Cusack,  of  Boston,  and  Charles  A.  Kelley,  of  Somerville. 

The  work  on  the  granite  masonry  tower  which  is  to  enclose 
the  new  steel  tank  on  Bellevue  Hill,  West  Roxbury,  is  about  75 
per  cent,  completed,  under  contract  with  John  Cashman  &  Sons 
Co.,  of  Boston. 

Sewerage  Works.  —  Work  is  in  progress  on  Sections  105  and 
106  of  the  Wellesley  extension,  and  Sections  103  and  104  will  be 
started  shortly.  It  is  also  expected  that  the  Deer  Island  outfall 
extension  and  the  Maiden  River  siphon  will  be  constructed  soon. 

Metropolitan  Park  Commission.  —  Charles  River  Reserva- 
tion. —  Plans  and  specifications  have  been  prepared,  and  it 
is  expected  to  call  for  bids  in  the  near  future  for  bridge  over 
the  Charles  River  at  North  Beacon  St.,  Boston  and  Watertown. 
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Plans  and  specifications  are  being  prepared  for  bridge  over 
the  Charles  River  at  Commonwealth  Ave.,  between  Newton 
and  Weston. 

Work  of  grading,  surfacing  and  other  work  from  Charles- 
bank  Road  to  Brooks  St.,  Newton  and  Boston,  is  in  progress. 
Rowe  Contracting  Co.,  contractor. 

Plans  and  specifications  have  been  prepared  and  bids  re- 
ceived for  excavating  channel  of  Charles  River  from  Elm  St.  to 
Bleachery  Dam,  Waltham. 

Furnace  Brook  Parkway,  —  Work  of  constructing  p)arkway 
extension  from  Quincy  Shore  Reservation  to  Hancock  St.  is  in 
progress.    John  Cashman  &  Sons  Co.,  contractors. 

Work  of  building  reinforced  concrete  girder  bridge  across 
Blacks  Creek,  for  Furnace  Brook  Parkway  Extension,  is  in 
progress.    Hugh  Nawn  Contracting  Co.,  contractors. 

Mystic  Valley  Parkway,  —  Work  of  excavating  and  dredg- 
ing the  channel  of  Aberjona  River  from  Boston  &  Maine  Rail- 
road to  Waterfield  St.  is  in  progress.  Coleman  Brothers,  con- 
tractors. 

Revere  Beach  Reservation.  —  Work  of  building  reinforced- 
concrete  shore  protection  of  the  bleacher  form  at  Revere  Beach 
Reservation  is  in  progress.     Coleman  Brothers,  contractors. 

Directors  of  the  Port  of  Boston.  —  Contracts  have 
been  awarded  for  dredging  the  channels  specified  below. 

Length. 
Location.  Ft. 

Squantum  &  WoUaston  Yacht  Clubs,  4  600 
Lawrence  &  Wiggin  Wharf  in  Mystic 

River      400 

Maiden  Bridge  in  Mystic  River    ...  i  150 

Pleasant  Park  Yacht  Club,  Winthrop   .  120 

Orient  Heights  Yacht  Club i  100 

Wessagussett     Yacht     Club,      North 

Weymouth 260               100          6           4  750 

Boston  Transit  Commission.  — Dorchester  Tunnel,  —  Section 
E  includes  two  single-track  circular  tunnels,  which  will  extend 
from  near  the  junction  of  Summer  St.  and  Dorchester  Ave.  under 


Width. 
Ft. 

Depth  at  Estimated 

M.L.W.   Quantity. 

Ft.          Cu.  Yds. 

70 

8           96500 

150 

30           31  000 

150 

10         37  300 

100 

6           15000 

30  to  100 

6           15700 
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the  Fort  Point  Channel  and  private  property  to  a  point  near 
Dorchester  Ave.  between  West  First  and  West  Second  Sts., 
South  Boston.  The  length  of  this  section  is  about  3200  ft.,  of 
which  about  2  160  ft.  is  directly  under  the  channel.  Work  is 
being  carried  on  from  a  shaft  in  West  First  St.,  from  which  two 
circular  shields  are  being  driven  northerly  toward  Summer  St. 
under  compressed  air.  The  shield  for  the  easterly  tunnel,  which 
was  started  first,  is  now  under  the  channel  and  the  westerly 
tunnel  shield  is  under  the  coal  storage  yards  east  of  Dorchester 
Ave. 

Section  H  is  located  in  Dorchester  Ave.  between  Old  Colony 
Ave.  and  Woodward  St.,  and  is  about  2  200  ft.  long.  The 
structure  is  to  be  mainly  of  reinforced  concrete,  and  consists  of  a 
single-span^  double- track  tunnel  to  be  built  by  the  cut-and-cover 
method.  The  work  also  includes  a  pump  well,  an  emergency 
exit,  and  sewer  changes.  Excavation  at  the  southerly  end  has 
been  finished  for  a  distance  of  about  i  000  ft.  and  at  the  northerly 
end  of  the  section  near  Old  Colony  Ave.  for  a  length  of  aboujt 
500  ft.  The  tunnel  has  been  completed  at  the  southerly  end 
for  about  700  ft.  and  at  the  northerly  end  for  about  300  ft. 
The  T.  A.  Gillespie  Co.  is  the  contractor.  The  work  under  this 
contract  was  extended  September  16  a  distance  of  420  ft.  further 
to  the  south  towards  Andrews  Sq.,  and  operations  on  the  exten- 
sion will  soon  be  started. 

East  Boston  Tunnel  Extension.  —  The  finish  of  the  stations 
of  the  East  Boston  Tunnel  Extension  is  nearly  completed. 
Work  is  progressing  on  the  coverings  over  the  stairways  at 
ScoUay  Sq.  near  the  head  of  Hanover  St. 

The  final  restoration  of  the  pavement  along  the  route  of  the 
East  Boston  Tunnel  Extension  is  in  progress  under  a  contract 
with  Coleman  Brothers.  The  work  includes  granite  block 
paving  on  a  concrete  base  in  Cambridge  St.,  Bowdoin  Sq.,  Green 
St.,  Court  St.,  and  Scollay  Sq. 

Boylston  Street  Subway.  —  Boylston  St.  between  Arlington 
St.  and  Carver  St.  is  being  repaved  with  wood  blocks  on  a 
concrete  base.  In  connection  with  this  work  the  Boston  Elevated 
Railway  Co.  is  relaying  the  old  tracks  and  laying  additional 
tracks  in   Boylston  St.  between  Arlington  St.  apd   Park  Sq. 
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They  are  also  constructing  in  Boylston  St.  at  the  head  of  the 
subway  incline,  landing  platforms  for  both  inbound  and  out- 
bound cars. 


City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Service.  —  Work  is  in  progress  on  the  fol- 
lowing streets: 


St.WimamiiSt. 

from 

OileansSt. 

from 

Bayswater  St. 

from 

Ardent  St. 

from 

Chapin  Ave. 

from 

Pelton  St. 

from 

Augustus  Ave. 

from 

Schiller  Rd. 

from 

Birch  St. 

from 

Poplar  St. 

from 

Prince  St. 

from 

Dane  St. 

from 

Haslet  St. 

from 

Crandall  St. 

from 

DunlapSt. 

from 

Helen  St. 

from 

Lyford  St. 

from 

Oakland  St. 

from 

Peacevak  Rd. 

from 

LeeUeSt. 

from 

Blue  Hill  Ave. 

from 

Brunswick  St. 

from 

Highland  St. 

from 

Lucas  St. 

from 

Public  AUey  908 

from 

Public  AUey  809 

from 

Public  AUey  810 

from 

PubUc  Alley  8zx 

from 

Dorchester  Ave.  to  Auckland  St. 
Gove  St.  to  Porter  St. 
Saratoga  St.  to  Austin  Ave. 
Colberg  Ave.  to  Belgrade  Ave. 
Mt.  Vernon  St.  to  Preston  Rd. 
Park  St.  to  the  Parkway. 
Poplar  St.  to  Clarendon  St. 
Rockland  St.  to  the  Dedham  line. 
PenBeld  St.  to  Dudley  Ave. 
Sycamore  St.  to  Brown  Ave. 
Pond  St.  to  the  Arborway. 
Holbrook  St.  to  Orchard  St. 
Amherst  St.  to  Metcalf  St. 
Augustus  Ave.  to  HUlside  St. 
Washington  St.  to  WhitfieM  St. 
Bernard  St.  to  Talbot  Ave. 
Woodrow  Ave.  to  Franklin  Field. 
River  St.  to  Rockdale  St. 
Norfolk  St.  to  Dunbar  Ave. 
Dbc  St.  to  Centre  St. 
Talbot  Ave.  to  Morton  St. 
Blue  HUl  Ave.  to  Normandy  St. 
Hawthorne  St.  130  southerly. 
Washington  St.  to  Shawmut  Ave. 
Mass.  Ave.  to  Marlboro  St. 
Batavia  St.  to  Gahisboro  St. 
PubUc  Alley  809  to  811. 
Batavia  St.  to  Gahisboro  St. 


Concrete  base. 
Concrete  base. 
Bituminous  macadam. 
Concrete  base. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
Bituminous  macadam. 
BituUthic  pavement. 
Artificial  stone  sidewalks. 
Asphalt  pavement. 
Asphalt  pavement. 
Bituminous  macadam. 
Bituminous  macadam. 
Concrete  base. 
Concrete  base. 
Bituminous  macadam. 
Bituminous  macadam. 
Asphalt  pavement. 
Asphalt  pavement. 
Artificial  stone  sidewalks. 
Concrete  base. 
Artificial  stone  sidewalks. 
Concrete  base. 
Brick  block  pavement. 
Hassam  block  pavement. 
Hassam  block  pavement. 
Hassam  block  pavement. 


The  Fore  River  Shipbuilding  Co.|  Quincy,  Mass.,  has  the 
following  work  in  progress: 

U.  S.  Battleship  Nevada, 

Ten  submarine  boats. 

U.  S.  Torpedo  Boat  Destroyers  Tucker  and  Nos.  63  and  64. 

Two  oil-tank  steamers. 

Two  molasses  steamers  and  a  cargo  vessel  for  the  Cuba 
Distillery  Co. 

Two  freight  steamers. 
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PROCEEDINGS 


NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,  NOVEMBER  17,   1915, 

at  7.45  o'clock  P.M.,   in  Chipman  Hall,  Tremont  Temple, 
Boston. 

Mr.  Frank  C.  Shepherd  will  present  a  paper  on  "  The  Fed- 
eral Valuation  of  the  Boston  and  Maine  Railroad."  The  paper 
was  printed  in  the  October  number  of  the  Journal. 

S.  E.  TiNKHAM,  Secretary, 


PAPERS  IN  THIS  NUMBER. 


li 


The  Arrowrock  Dam,"  C.  H.  Paul. 
Memoir  of  deceased  member. 

Reprints  from  this  publication,  which  is  copyrighted,  may  l)e  made  pro- 
vided  full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  ta 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 

I* 
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SPECIAL    NOVEMBER    MEETING    OF    THE    SANITARY 

SECTION. 

There  will  be  a  special  meeting  of  the  Sanitary  Section, 
Wednesday  evening,  November  24,  1915,  in  the  Society  Library, 
Tremont  Temple,  at  8  o'clock. 

The  speaker  will  be  Mr.  Harold  I.  Eaton,  chief  inspector  of 
the  Atlantic  County  Mosquito  Extermination  Commission. 
Mr.  Eaton  is  planning  to  be  in  Boston  for  the  holiday,  which 
accounts  for  the  special  meeting.     The  subject  will  be, 

"  MOSQOTTO   EXTERMINATION  WORK." 

The  talk  will  consist  of  a  brief  outline  of  the  history  of 
mosquito  extermination  in  Cuba  and  Panama,  the  methods 
used  and  the  results  obtained ;  the  history  of  mosquito  extermina- 
tion in  New  Jersey;  with  results  of  early  studies  and  experiments; 
the  species  of  mosquitoes  troublesome  in  New  Jersey,  and  their 
breeding  places;  the  breeding  habits  of  the  house  mosquito 
and  the  problem  it  affords  cities  and  towns,  and  the  methods 
used  and- results  obtained;  the  salt-marsh  mosquito,  its  breeding 
habits  and  extermination  methods  used;  salt-marsh  drainage 
in  New  Jersey  and  Atlantic  County,  and  results  of  the  work  in 
New  Jersey. 

Lantern  slides  will  be  used  to  illustrate  the  work  done  in 
Panama  and  New  Jersey. 

Frank  A.  Marston,  Clerk. 


MINUTES   OF  MEETING. 

Boston,  Mass.,  October  20,  1915. — ^A  regular  meeting  of 
the  Boston  Society  of  Civil  Engineers  was  held  this  evening  at 
Chipman  Hall,  Tremont  Temple,  and  was  called  to  order  at 
8.10  o^clock  by  the  President,  Charles  R.  Gow.  There  were  148 
members  and  visitors  present. 

By  vote  the  reading  of  the  record  of  the  September  meeting 
was  dispensed  with,  and  it  was  approved  as  printed  in  the  Octo- 
ber Journal. 
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The  Secretary  reported  for  the  Board  of  Government  the 
election  of  the  following  to  membership  in  the  grades  named: 

Members  —  Edwin  Whitmore  Colby,  Harold  Bryant  Bar- 
ney, Raymond  Franklin  Bennett,  Robert  Charles  Hunter  and 
Frank  Bates  Walker. 

Associate  —  Bertrand  L.  Makepeace. 

Junior  —  James  Proctor  Allardice. 

Mr.  C.  W.  Sherman,  speaking  for  the  New  England  Water 
Works  Association,  expressed  its  appreciation  of  the  courtesy 
which  had  been  extended  to  its  members  in  the  invitation  to  be 
present  at  this  meeting  and  to  join  in  the  excursion  this  after- 
noon to  Salem  and  in  the  dinner  at  the  City  Club. 

By  vote  the  thanks  of  the  Society  were  extended  to  the 
officials  and  citizens  of  Salem,  Mass.,  who  contributed  so  much 
to  the  success  and  pleasure  of  the  excursion  of  the  afternoon  to 
inspect  the  new  construction  work  of  the  Salem  Water  Supply. 

The  thanks  of  the  Society  were  also  voted  to  A.  G.  Tomas- 
sello  &  Son  for  their  generous  entertainment  of  our  members 
at  the  afternoon  excursion. 

Mr.  William  S.  Johnson  was  then  introduced  and  read  a 
paper,  illustrated  with  lantern  slides,  entitled,  "  The  Water 
Supply  of  Salem,  Mass."  At  the  conclusion  of  the  reading  of 
the  paper,  a  discussion  followed  in  which  President  Gow,  Mr. 
Harrison  P.  Eddy  and  Mr.  Robert  Spurr  Weston  took  part. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary, 


APPLICATIONS  FOR  MEMBERSHIP. 

[November  5,  1915.) 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
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just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

BiGELOW,  Lyman  Waldo,  Norwood,  Mass.  (Age  28,  b.  Norwood, 
Mass.)  From  March,  1906,  to  Jan.,  1908,  rodman,  chainman  and  transitman 
with  E.  W.  Bowditch  and  with  L.  D.  Thorpe,  both  ot  Boston;  from  March, 
1909,  to  Dec.,  191 1,  with  Portland  Railway,  Light  and  Power  Co.,  Portland, 
Ore.,  as  transitman,  field  engineer,  etc.;  from  Sept.,  1912,  to  Jan.,  1913,  assis- 
tant city  engr.,  Oregon  City,  Ore.;  from  May  to  Sept.,  1913,  with  E.  Worth- 
ington,  Dedham,  as  pipe  line  inspector;  from  Oct.,  1913,  to  Jan.,  1914,  in- 
strument man  with  Massachusetts  Highway  Comm.;  from  March,  1914,  to 
Aug.,  191 5,  instrumentman  with  George  A.  Smith,  Norwood;  from  Aug., 
191 5i  to  date,  in  private  practice  as  civil  engineer  and  surveyor.  Refers  to 
E.  M.  Blake,  N.  L.  Hammond,  F.  M.  Hersey  and  D.  W.  Pratt. 

Brown,  Horatio  Whittemore,  Boston,  Mass.  (Age  22,  b.  Concord, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1915,  architectural  engineer- 
ing course.  Is  now  assistant,  Dept.  of  Mechanical  Engineering,  Mass.  Inst, 
of  Technology.  Refers  to  H.  W.  Hayward,  W.  H.  Lawrence,  E.  F.  Miller, 
E.  F.  Rockwood,  C.  M.  Spofford  and  William  Wheeler. 

BuRRiLL,  Nathan  Carter,  Boston,  Mass.  (Age  41,  b.  Newburyport, 
Mass.)  Student  at.  Mass.  Inst,  of  Technolog>%  1893-97,  civil  engineering 
course.  From  1897  to  1904,  structural  engineer  and  draftsman  with  Boston 
Steel  &  Iron  Co.;  from  1904  to  date,  engineer  and  estimator  with  H.  P.  Con- 
verse &  Co.  Refers  to  E.  P.  Bliss,  M.  M.  Cannon,  J.  E.  Carty,  F.  R.  Char- 
nock  and  F.  W.  Hodgdon. 

Coburn,  William  Haskins,  Lawrence,  Mass.  (Age  25,  b.  Boston, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1912,  civil  and  sanitary 
engineering  courses.  From  Sept.,  1912,  to  June,  1913,  assistant,  Dept.  of 
Civil  Engineering,  Mass.  Inst,  of  Technology;  from  Feb.  to  June,  1913,  also 
assistant  instructor,  Dept.  of  Economics;  from  Sept.,  191 3,  to  March,  191 4, 
industrial  health  inspector;  from  March  to  Dec.,  1914,  deputy  commissioner 
of  labor,  Mass.  Board  of  I^bor  and  Industries;  from  March,  1915,  to  date, 
sanitary  engineer,  American  Woolen  Comjjany.  Refers  to  C.  B.  Breed, 
R.  A.  Hale,  J.  L.  Howard,  C.  M.  Spofford,  R.  S.  Weston  and  R.  M.  Whittet. 

DuGGAN,  Jospeh  Richard,  Milford,  Mass.     (Age  21,  b.  Milford,  Mass.) 
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Senior  at  Mass.  Inst,  of  Technology,  sanitary  engineering  course.      Refers 
to  G.  L.  Hosmer,  J.  \V.  Howard,  H.  B.  Luther  and  A.  G.  Robbins. 

Fbhr,  Gordon,  Boston,  Mass.  (Age  2 1 ,  b.  Burghersdorp,  Cape  Colony, 
Union  of  South  Africa.)  Student  for  three  terms  at  Royal  Technical  College 
of  Charlottenburg,  Berlin,  civil  engineering  course,  and  is  now  senior  at  Mass. 
Inst,  of  Technology,  sanitary  engineering  course.  Refers  to  A.  E.  Burton, 
G.  L.  Hosmer,  J.  W.  Howard  and  H.  B.  Luther. 

Foster,  Howard  Leslie,  Amesbury,  Mass.  (Age  21,  b.  Merrimac, 
Mass.)  Senior  at  Mass.  Inst,  of  Technology.  Refers  to  C.  B.  Breed,  J.  W. 
Howard,  Dwight  Porter  and  G.  C.  Whipple. 

Green,  Howard  Whipple,  Woonsocket,  R.  I.  (Age  22^  b.  Woonsocket, 
R.  I.)  Graduate  of  Clark  College,  degree  of  A.B.,  1914;  is  now  student  at 
Mass.  Inst,  of  Technology,  sanitary  engineering  course.  Refers  to  C.  B. 
Breed,  G.  L.  Hosmer,  J.  W.  Howard  and  G.  C.  Whipple. 

Hastie,  Frank  Bowman,  Passaic,  N.  J.  (Age  20,  b.  Rutherford,  N.  J.) 
Senior  at  Mass.  Inst,  of  Technology,  sanitary  and  civil  engineering  courses. 
Has  had  some  experience  in  both  field  and  office  work  during  summer  vaca- 
tions at  Mass.  Inst,  of  Technology  Surveying  Camp,  and  with  borough  engi- 
neer, Garfield,  N.  J.  Refers  to  C.  B.  Breed,  G.  L.  Hosmer,  J.  W.  Howard  and 
A.  G.  Robbins. 

McSweeney,  Thomas  Francis,  Framingham,  Mass.  (Age  22,  b.  Marl- 
boro, Mass.)  Senior  at  Mass.  Inst,  of  Technology,  sanitary  engineering 
course.  From  Sept.  to  Nov.,  191 1,  chainman  with  B.  &  M.  R.  R.  on  location 
of  proposed  Mt.  Washington  R.  R.;  from  Dec.,  1911,  to  Aug.,  1912,  rodman 
and  instrumentman  on  relocation  and  resurvey  of  N.  Y.,  N.  H.  &  H.  R.  R.; 
during  July,  1914,  transitman  with  Hugh  Nawn  Co.;  from  June  to  August, 
1915,  chainman  with  B.  &  M.  R.  R.,  on  revaluation  work.  Refers  to  R.  E. 
Barrett,  A.  E.  Burton,  G.  L.  Hosmer,  J.  W.  Howard,  H.  B.  Luther  and 
C.  M.  Spofford. 

Savage,  John  Dana,  Ashby,  Mass.  (Age  29,  b.  Newmarket,  N.  H.) 
Graduate  of  Mechanic  Arts  High  School,  Boston,  1903,  and  student  at  Dart- 
mouth College,  1904-1905.  From  1905  to  1907,  rodman  and  transitman 
with  Met.  Park  Comm.,  Boston;  from  1907  to  1908,  with  Royal  Securities 
Corp*n  of  Canada,  as  assistant  engineer  on  street  railway  construction  in 
Camaguey,  Cuba;  from  1908  to  191 1,  assistant  engineer  with  Porto  Rico 
Railway,  Light  and  Power  Co.;  from  191 1  to  1914  with  Porto  Rico  Const.  Co. 
of  San  Juan,  as  assistant  engineer  on  hydro-electric  development;  from  19 14 
to  191 5,  assistant  engineer  on  water- works  construction  at  Mansfield,  Mass.; 
is  now  resident  engineer  on  construction  of  Ashby  Reservoir  for  city  of  Fitch- 
burg,  Mass.  Refers  to  P.  M.  Blake,  G.  H.  Fernald,  D.  A.  Hartwell,  W.  F. 
Learned,  C.  W.  Sherman  and  P.  W.  Taylor. 

Shorrock,  John  Willl\m,  Dorchester,  Mass.  (Age  23,  b.  Jamaica 
Plain,  Mass.)  Graduate  of  Tufts  College  Engineering  School,  1915.  From 
June,  1914,  to  Sept.,  1915,  rodman  for  Bay  State  St.  Railway  Co.,  Maintenance 
of  Way  Dept.;  from  April  to  July,  1915,  assistant  cement  tester  for  Boston 
Transit  Comm.;   from  July  to  Aug.,    1915,    tracer    for    Lockwood,    Greene 
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&  Co.;  from  August,  1915,  to  date,  rodman,  Maintenance  of  Way  Dept.,  N.  V., 
N.  H.  &  H.  R.  R.  Refers  to  S.  L.  Conner,  H.  C.  DeLong,  F.  B.  Sanborn, 
R.  C.  Smith  and  P.  B.  Walker. 

Taylor,  Charles  Norton,  Wellesley,  Mass.  (Age  46,  b.  Hampden, 
Me.)  Received  degree  of  B.C.E.  from  Maine  State  College,  1891,  and  that 
of  C.E.  from  Univ.  of  Maine,  1898.  Was  for  two  years  with  engineering 
dej>artment,  city  of  Newton;  has  been  in  private  practice  for  twenty  years, 
chiefly  along  line  of  design  and  construction  of  u'ater  and  sewerage  systems. 
Refers  to  E.  M.  Blake,  H.  S.  French,  F.  L.  Fuller,  C.  H.  Gannett,  X.  H.  Good- 
nough  and  L.  D.  Thorpe. 

TisDALE,  Ellis  Spence,  Needham,  Mass.  (Age  24,  b.  Dorchester, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1915,  sanitary  engineering 
course.  During  summer  of  1914,  and  for  three  months  during  191 5,  with  U.  S. 
(leological  Survey,  as  topographic  aid;  is  now  assistant  in  Civil  Engrg.  Dept., 
Mass.  Inst,  of  Technology.  Refers  to  C.  F.  Allen,  C.  B.  Breed,  A.  E.  Burton, 
Dwight  Porter,  C.  M.  Spofford  and  G.  C.  Whipple. 

Upham,  Albert  Lewis,  Woonsocket,  R.  I.  (Age  27,  b.  Dorchester, 
Mass.)  Graduate  of  Mechanic  Arts  High  School,  1905.  From  June,  1906, 
to  Nov.,  1907,  rodman,  instrumentman  and  computer  with  C.  F.  Whitney, 
C.E.,  Boston;  from  Nov.,  1907,  to  May,  1912,  rodman,  instrumentman  and 
concrete  inspector  with  B.  &  A.  R.  R.;  from  May,  1912,  to  March,  1913,  transit- 
man  with  C,  M.  &  St.  P.  Ry.;  from  May  to  Nov.,  1913,  assistant  engineer 
on  wash  boring  and  sounding  tests  with  Port  Comiri.  of  Seattle,  Wash.;  from 
May,  1914,  to  January,  1915,  resident  engineer  with  Mass.  Highway  Comm.; 
from  March  to  June,  1915,  levelman  on  valuation  work  with  B.  &  A.  R.  R.; 
is  now  inspector  on  street  paving  with  city  engineer  of  W'oonsocket,  R.  I. 
Refers  to  R,  F.  Bessey,  A.  M.  Lovis,  F.  H.  Mills  and  A.  P.  Rice. 


LIST   OF  MEMBERS. 

additions. 

Allardice,  James  P 180  Stetson  St.,  Fall  River,  Mass. 

Bennett,  Raymond  F 211  Commercial  St.,  Portland,  Me. 

Cannon,  Madison  M., 

Care  H.  P.  Converse  &  Co.,  88  Broad  St.,  Boston,  Mass. 

Connolly,  Gregory  P Beverly  Farms,  Mass. 

Denlev,  Alfred  N 403  Main  St.,  Winchester,  Mass. 

Everett,  Frederic    E 56  Beacon  St.,  Concord,  N.  H. 

Harrington,  W.alter 12  Newbury  St.,  Boston,  Mass. 

Makepeace,  Bertrand  L 387  Washington  St.,  Boston,   Mass. 

O'Connor,  J.ames  H 52  Bradfield  Ave.,  Roslindale,  Mass. 

changes  in  address. 

Allen,  John  E 8   Beacon  St.,  Boston,  Mass. 

Bigelow,  William  W Technolog>'  Chambers,  Boston,  Mass. 
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Bowers,  George  W 3200  Franklin  Ave,,  Cleveland,  Ohio 

BuRNEs,   George  R 2   Vinal  St.,  Revere,  Mass. 

Carter,  Frank  H 13  Western  Ave.,  Cliftondale,  Mass. 

Dash  PER,  Frederick  C, 

"  Cremyll,"  Xettleham  Road,  Lincoln,  Lincolnshire,  England. 

EiCHORN,  Frederick  C.  H 306  South  St.,  Jamaica  Plain,  Mass. 

Freed,  Charles 1 1 1 1  Blue  Hill   Ave.,  Dorchester,  Mass. 

Fui.LER,  Philip  E 64  Adams  St.,  Tufts  College,  Mass. 

Gallene,  Victor  J 21    Everett  St.,  Charlestown,  Mass. 

Gladding,  Raymond    D Gladding  Place,  Fall  River,  Mass. 

GuiNEV,  John  A. . 67    East  Brookline  St.,  Boston,  Mass. 

Moore,  Lewis  E 270  Mill  St.,  Newtonville,  Mass. 

Morrill,  Frank  P 31  Mellen  St.,  Cambridge,  Mass. 

Morrill,  Fred  W 24  Harris  St.,   Waltham,  Mass. 

O.XNARD,    Horace  W.  .  .   Care  Chief  Engr.,  A.  T.  &  S.  F.  Ry.,  Topeka,  Kan. 

Rourke,  Louis  K 6  Beacon  St.,  Boston,  Mass. 

Saville,  Thorndike 5  Sumner  Rd.,  Cambridge,  Mass. 

Stearns,  Ralph  H 661  Westminster  St.,  Providence,  R.  I. 

Sumner,  Merton  R 22  Codman  St.,  Portland,  Me. 

Whitney,  W^ alter  C 58  Judkins  St.,  Newtonville,  Mass. 

Woodbury,  Stanley  W 15  Sixth  Ave.,  Haverhill,  Mass. 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

331.  Age  32.  Received  technical  education  from  \.  C.  S.  courses.  Has 
had  seven  years'  experience  as  rodman,  transitman  and  chief  of  party  for 
civil  engineer;  has  also  had  some  experience  with  B.  &  M.  R.  R.  on  mainte- 
nance of  way  and  relocating  work  in  New  Hamp>shire,  Vermont,  etc.,  and  with 
Bay  State  St..  Ry.  Co.  on  underground  construction.  Will  accept  position 
in  any  line  of  engineering  work.     Salary  desired,  $25  per  week. 

332.  Age  22.  Student  for  two  and  one-half  years  at  Mass.  Inst,  of 
Technology,  including  course  at  summer  surveying  camp.  Has  had  about 
five  months'  exf>erience,  chiefly  as  rodman;  has  done  some  work  as  transitman 
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and  some  drafting  and  office  work;  junior  member  of  B.  S.  C.  E.  Desires 
position  as  transitman,  leveler  or  on  plane  table  work.  Salary  desired,  $12 
per  week. 

333-  Age  27.  Student  at  Franklin  Union,  civil  engineering  course. 
Has  had  two  years'  experience  with  Mass.  Highway  Commission.  Desires 
position  as  rodman,  timekeeper  or  tracer.  Salary  desired,  $12  to  $14  per 
week. 

334.  Age  25.  Student  at  Harvard  College  for  one  year  and  at  evening 
Bchool  for  four  years.  Has  had  six  years'  experience  as  rodman,  transitman 
and  chief  of  party  on  construction  work;  inspector  of  concreting,  rod-setting, 
pile  driving,  etc.,  on  subway  work;  and  as  draftsman  on  studies  for  Boston 
Tunnel.  Desires  position  as  draftsman,  transitman  or  inspector.  Salary 
desired,  $23  per  week. 

335«  Age  21.  Has  completed  three  years  of  civil  engineering  course 
at  Mass.  Inst,  of  Technology,  including  two  months  at  summer  surveying 
camp.  Has  had  about  six  months'  experience  as  estimator  and  as  timekeeper 
on  construction  work.  Desires  position  as  rodman,  instrumentman  or  assis- 
tant superintendent  on  construction  work.     Salary  desired,  $18  per  week. 

336.  Age  29.  Has  had  ten  and  one-half  years'  experience;  has  worked 
as  rodman,  transitman,  chief  of  p>arty,  foreman,  etc.;  experience  includes  one 
year  on  hydrographic  work.  Desires  position  as  surveyor,  inspector  or 
foreman.     Salary  desired,  $25  per  week. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Abstracts  of  Current  Decisions  on  Mines  and  Mining. 
December,  1913,  to  April,  1915.     J.  W.  Thompson. 

Analysis  of  Natural  Gas  and  Illuminating  Gas  by  Frac- 
tional Distillation  at  Low  Temperatures  and  Pressures.  G.  A. 
Burrell,  F.  M.  Seibert  and  L  W.  Robertson. 

Application  of  Theory  of  Least  Squares  to  Adjustment  of 
Triangulation.     Oscar  St  Adams. 

Bibliography  of  Chemistry  of  Gas  Manufacture.  W.  F. 
Rittman  and  M.  C.  Whitaker. 

Binders  for  Coal  Briquets.     James  E,  Mills. 

Coke-oven  Accidents  in  United  States  during  Calendar 
Years  1913  and  1914.     Albert  H.  Fay,  Ed. 

Composition  of  Natural  Gas  Used  in  Twenty-five  Cities. 
G.  A.  Burrell  and  G.  G.  Oberfell. 
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Explosibility  of  Coal  Dust.     George  S.  Rice. 

Houses  for  Mining  Towns.     Joseph  H.  White. 

Inflammability  of  Mixtures  of  Gasoline  Vapor  and  Air. 
G.  A.  Burrell  and  H.  T.  Boyd. 

Metallurgical  Smoke.     Charles  H.  Fulton. 

Metal-mine  Accidents  in  United  States  during  Calendar 
Year  1913.     Albert  H.  Fay,  Ed. 

Methods  of  Preventing  and  Limiting  Explosions  in  Coal 
Mines.     George  S.  Rice  and  L.  M.  Jones. 

Mining  and  Milling  of  Lead  and  Zinc  Ores  in  Wisconsin 
District.  Wisconsin.     Clarence  A.  Wright. 

Monazite,  Thorium  and  Mesothorium.     Karl  L.  Kithil. 

Notes  on  Miners*  Carbide  Lamps.     James  W.  Paul. 

Permissible  Explosives  Tested  Prior  to  March  i,  1915. 
Spencer  P.  Howell. 

Prevention  of  Accidents  from  Explosives  in  Metal  Mining. 
Edwin  Higgins. 

Primer  on  Explosives  for  Coal  Miners.  Charles  E.  Mun- 
roe  and  Clarence  Hall. 

Primer  on  Explosives  for  Metal  Miners  and  Quarrymen. 
Charles  E.  Munroe  and  Clarence  Hall. 

Radium-uranium  Ratio  in  Carnotites.  S.  C.  Lind  and 
C.  F.  Whittemore. 

Rules  and  Regulations  for  Metal  Mines.  W.  R.  Ingalls 
and  others. 

Safety  in  Stone  Quarrying.     Oliver  Bowles. 

Saving  Fuel  in  Heating  a  House.  L.  P.  Breckenridge  and 
S.  B.  Flagg. 

Smelting  of  Copper  Ores  in  Electric  Furnace.  Dorsey 
A.  Lyon  and  Robert  M.  Keeney. 

Southern  Cypress.     Wilbur  R.  Mattoon. 

Strength  Tests  of  Structural  Timbers  Treated  by  Commer- 
cial Wood-Preserving  Processes.     H.  S.  Betts  and  J.  A.  Newlin. 

United  States  Government  Specification  for  Portland 
Cement. 

What  a  Miner  Can  Do  to  Prevent  Explosions  of  Gas  and 
of  Coal  Dust.     George  S.  Rice. 
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State  Reports. 

Connecticut.  Biennial  Reports  of  Highway  Commissioner 
for  1899-1900,  1903-08,  1913-14. 

Mctssachusetts.  Problems  of  Port  Development.  Edward 
F.  McSweeney. 

Municipal  Reports. 

Boston,  Mass.  Annual  Report  of  Public  Works  Depart- 
ment for  1913. 

Chicago,  111.  Annual  Report  of  Department  of  Public 
Works  for  19 14. 

Fall  River,  Mass.  Report  of  Watuppa  Ponds  and  Que- 
quechan  River  Commission,  together  with  Report  of  Fay,  Spof- 
ford  and  Thorndike,  Consulting  Engineers,  1915. 

Newton,  Mass.     Annual  Report  of  City  Engineer  for  1914. 

Philadelphia,  Pa.  Plain  Talk:  Report  of  Department  of 
Public  Works,  1 914. 

Providence,  R.  I.  Annual  Rep)ort  of  City  Engineer  for 
1914. 

St.  Louis,  Mo.  Annual  Report  of  W^ater  Commissioner 
for  1914. 

Miscellaneous. 

American  Society  for  Testing  Materials:  Year-Book  for  1915. 

American  Society  of  Civil  Engineers:  Transactions,  Vol. 
LXXVIII,  1915. 

Canada,  Department  of  Mines:  Electro-plating  with  Co- 
balt.    Herbert  T.  Kalmus  and  others. 

Elements  of  Highway  Engineering.  Arthur  H.  Blanchard. 
Gift  of  John  Wiley  &  Sons. 

Library  Committee. 
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NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  ne^  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  1st  of  each  month.) 

United  States  Government. — Navy  Yard. — ^W^ork  is  in 
progress  on  a  supply  ship. 

Commonwealth  of  Massachusetts. — Metropolitan  Water 
AND  Sewerage  Board. — Water  Works. 

Pipe  Lines.  —  About  60  per  cent,  of  the  work  of  laying 
14  370  Hn.  ft.  of  60-in.  cast-iron  pipe  in  Commonwealth  Ave., 
between  Prince  St.  and  the  Charles  River,  in  Newton,  has  been 
completed.  The  contractors  are  Andrew  M.  Cusack,  of  Boston, 
and  Charles  A.  Kelley,  of  Somerville. 

Surface  Water  Drains.  —  Work  is  in  progress  for  laying  sur- 
face water  drains  near  Spot  Pond,  Stoneham.  The  work  consists 
of  laying  i  720  lin.  ft.  of  15-in.  vitrified  clay  pipe,  450  lin.  ft.  of 
i2-in.  vitrified  clay  pipe  and  a  paved  open  channel  for  about 
330  lin.  ft.  Thomas  Russo  &  Company,  of  Boston,  are  the 
contractors. 

Bellevue  Reservoir.  —  The  work  on  the  granite  masonry 
tower,  which  is  to  enclose  the  new  steel  tank  (100  ft.  in  diame- 
ter by  44  ft.  high)  on  Bellevue  Hill,  West  Roxbury,  is  almost 
completed  and  the  steel  work  for  the  roof  is  in  place.  John 
Cash  man  &  Sons  Company,  of  Boston,  are  the  contractors. 

Metropolitan  Water  and  Sewerage  Boards. — Sewerage 
Works. — Work  is  in  progress  on  Sections  105  and  106  of  the 
Wellesley  Extension  Sewer  and  on  the  temporary  outfall  for 
the  Deer  Island  outfall  extension. 

Plans  and  specifications  for  the  reconstruction  of  the  Mai- 
den River  siphon  are  ready. 

Metropolitan  Park  Commission.  —  Charles  River  Reserva- 
tion. —  Plans  and  specifications  have  been  prepared,  and  it 
is  expected  to  call  for  bids  in  the  near  future  for  bridge  over 
the  Charles  River  at  North  Beacon  St.,  Boston  and  Watertown. 
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Plans  and  specifications  are  being  prepared  for  bridge  over 
the  Charles  River  at  Commonwealth  Ave.,  between  Newton 
and  Weston. 

Work  of  excavating  channel  of  Charles  River  from  Elm 
St.  to  Bleachery  Dam,  Waltham,  is  in  progress.  John  R.  Burke, 
contractor. 

Furnace  Brook  Parkway,  —  Work  of  construction  of  park- 
way extension  from  Quincy  Shore  Reservation  to  Hancock  St. 
is  in  progress.     John  Cashman  &  Sons  Co.,  contractors. 

Work  of  building  reinforced  concrete  girder  bridge  across 
Blacks  Creek,  for  Furnace  Brook  Parkway  Extension,  is  in 
progress.     Hugh  Nawn  Contracting  Co.,  contractors. 

Mystic  Valley  Parkway.  —  Work  of  excavating  the  channel 
of  Aberjona  River  from  Boston  &  Maine  Railroad  Bridge  to 
Waterfield  St.,  Winchester,  is  in  progress.  Coleman  Brothers, 
contractors. 

Revere  Beach  Reservation.  —  Work  of  constructing  concrete 
shore  protection  from  Bath  House  Shelter  to  Revere  Street  Shel- 
ter is  in  progress.     Coleman  Brothers,  contractors. 

Directors  of  the  Port  of  Boston. — Dry  Dock.  —  The 
contract  for  the  construction  of  the  dry  dock  at  South  Boston 
awarded  by  the  Port  Directors  to  the  Holbrook,  Cabot  &  Rollins 
Corporation,  of  Boston,  was  approved  by  the  Governor  and 
Council  on  October  13,  1915,  and  work  began.immediately. 

The  construction  of  the  bulkhead  and  filling  of  flats  ad- 
jacent to  the  dry  dock  site  was  completed  under  previous  con- 
tracts. The  Commonwealth  thereby  has  reclaimed  twenty-six 
acres  of  flats,  and  with  the  completion  of  the  filling  back  of  the 
dock  walls,  an  additional  area  of  nine  acres,  making  a  total  of 
thirty-five  acres,  will  ultimately  be  available  for  the  necessary 
repair  plants  and  industries  in  connection  with  the  commercial 
use  of  the  dock. 

The  dry  dock  when  completed  will  be  the  largest  in  the 
world,  having  a  length  of  i  200  ft.  and  entrance  width  of  133  ft., 
and  capable  of  docking  the  largest  ships  afloat  or  projected  for 
many  years  to  come.  The  dock  will  rest  on  bed  rock  and  will 
be  constructed  of  concrete  with  a  lining  of  granite. 


PROCEEDINGS.  13* 

Plans  and  specifications  are  now  being  prepared  for  the 
dry  dock  pumping  plant. 

East  Boston.  —  The  legislature  on  March  31,  1915,  approved 
the  new  harbor  lines  established  by  the  Directors  of  the  Port 
of  Boston  for  both  East  and  South  Boston,  and  the  U.  S.  War 
Department  granted  its  approval  on  August  10,  191 5.  These 
lines  are  now  the  basis  for  further  activity  in  harbor  improve- 
ments. 

Through  the  establishment  of  these  harbor  lines,  there  is 
provided  an  immense  area  of  flats,  upwards  of  800  acres,  which 
may  be  reclaimed  by  the  use  of  such  dredged  material  as  may  be 
dredged  from  Boston  Harbor,  its  rivers  and  estuaries,  either  by 
the  state  or  by  private  parties. 

As  a  first  step  in  inaugurating  this  policy  of  conservation, 
there  has  been  secured  from  the  Secretary  of  War  permission 
to  close  from  navigation  the  old  channel  northwest  of  Governor's 
Island  and  to  dump  in  that  channel,  and  adjacent  territory 
enclosed  within  the  revised  harbor  lines,  such  material  as  the 
Directors  or  other  parties  may  dredge  from  different  parts  of 
the  harbor.  Since  June,  1915,  a  total  of  about  300000  cu.  yds. 
has  been  dumped  there. 

A  further  step  is  now  being  taken  by  the  preparation  of 
contracts  under  which  there  will  be  dredged  and  rehandled  over 
one  and  a  half  million  cubic  yards  of  material  from  certain  areas 
adjacent  to  the  present  anchorage  basin  in  East  Boston  and  de- 
posited upon  the  flats  of  East  Boston  to  reclaim  approximately 
35  acres  adjacent  to  Jeffries  Point.  The  areas  to  be  dredged 
are  so  located  that  they  will  ultimately  be  the  docks  between 
piers  which  may  be  required  for  the  terminals  as  outlined  on  the 
comprehensive  plan  of  development  for  the  port  of  Boston. 

Dredging.  —  The  Directors  have  during  the  past  six  months 
made  improvements  in  various  minor  channels  of  the  harbor 
by  the  awards  of  six  contracts  aggregating  approximately  200- 
000  cu.  yds.  of  material,  a  part  of  which  has  been  dumped  at 
East  Boston  within  the  revised  harbor  lines. 

Traffic  Investigation.  —  A  study  is  in  progress  to  determine 
the  quantity  and  routing  of  freight  moving  from  the  north  to 
the  south  side  of    Boston,  originating  and    terminating  within 
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a  certain  zone  surrounding  Boston,  extending  as  far  as  Lowell, 
Framingham,  Walp)ole,  Taunton  and  Plymouth. 

The  Port  Directors  have  secured  the  cooperation  of  the 
three  railroads,  namely,  the  Boston  &  Maine,  Boston  &  Albany, 
and  New  York,  New  Haven  &  Hartford,  and  they  are  submitting 
data  regarding  the  amount  of  freight  interchanged  between 
these  several  roads.  It  is  hoped  that  valuable  conclusions  will 
be  drawn  from  this  study  relative  to  the  traffic  conditions  about 
Boston. 

Boston  Transit  Commission. — Notes  on  the  status  of  the 
work  on  the  Dorchester  Tunnel  and  the  East  Boston  Tunnel 
Extension  were  printed  in  the  October  issue  of  the  Journal. 


City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Service.  —  Work  is  in  progress  on  the 
following  streets : 


Augustus  Ave., 

Birch  St.. 

Bayswater  St., 

Crandall  St.. 

Cushing  Ave., 

Dane  St., 

Day  St., 

Elgin  St.. 

Haslet  St.. 

Kenney  St., 

Mackin  St.. 

Oakland  St.. 

Prince  St., 

Public  Alleys  80Q-10-1 1, 

Schiller  Rd., 

Spring  St., 

Chapin  Ave, 


Poplar  St.  to  beyond  Clarendon  Ave. 
Penfield  St.  to  Dudley  Ave. 
Saratoga  St.  to  Austin  Ave. 
Augustus  Ave.  to  Hillside  Ave. 
Windermere  Rd.  to  Jerome  St. 
Holbrook  St.  to  Orchard  St. 
Mmden  St.  to  Centre  St. 
Centre  St.  to  W.  Rox.  Branch  R.  R. 
Amherst  St.  to  Metcalf  St. 
Day  St.  to  500  ft.  northwesteriy. 
Waverly  St.  to  Western  Ave. 
River  St.  to  Rockdale  St. 
Pond  St.  to  the  Arborway. 
Batavia  St.  to  Gainsborough  St. 
Rockland  St.  to  the  Dedham  line. 
At  hospital. 
Mt.  Vernon  St.  to  Preston  Rd. 


Bituminous  macadam. 
BituUthic  pavement. 
Artificial  stone  sidewalks. 
Bituminous  macadam. 
Artificial  stone  sidewalks. 
Asphalt  pavement. 
Artificial  stone  sidewalks. 
Asphalt  pavement. 
Bituminous  macadam. 
Asphalt  pavement. 
BituUthic  pavement. 
Bituminous  macadam. 
Asphalt  pavement. 
Hassam  block. 
Bituminous  macadam. 
Concrete  fence. 
Bituminous  macadam. 


The  Fore  River  Shipbuilding  Co.,  Quincy,  Mass.,  has  the 
following  work  in  progress: 

U.  S.  Torpedo  Boat  Destroyers  Tucker y  Nos.  6j  and  64, 
U.  S.  Submarine  Boat  Schley. 
Ten  submarine  boats  for  British  Navy. 
Submarine  boat  for  Spanish  governn;ient. 
Two  oil-tank  steamers  for  the  Texas  Oil  Co.,   Texas  and 
New  York. 
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Two  molasses  boats  for  Cuba  Distilling  Co.,  Cubadist  and 
Meleiro, 

Two  tank  steamers  for  the  Texas  Steamship  Co. 


The  Panama  Canal  may  consider  this  thing  a  joke,  but  we 
wish  it  would  stop  its  skidding. — Boston  Transcript. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engineers 
will  be  held  on 

WEDNESDAY,  DECEMBER  15,  1915, 

at  745  o'clock  P.M.,  in  Chipman  Hall,  Tremont  Temple, 
Boston. 

Mr.  A.  A.  Cohill  will  read  a  paper  on  "  The  Construction  of 
the  Dorchester  Tunnel  under  Fort  Point  Channel.'*  The 
paper  will  be  illustrated  with  lantern  slides. 

Ladies  are  invited  to  be  present  at  this  meeting. 

S.  E.  TiNKHAM,  Secretary. 


PAPERS  IN  TfflS  NUMBER. 

"  The  South  End  Sewer  System  of  Boston,"  Exigar  S.  Dorr. 
(Presented  before  the  Sanitary  Section,  November  3,  1915.) 

"  Laying  a  Small  Cast-Iron  Pipe  across  a  Narrow  Stream," 
Charles  R.  Gow. 

"  External  Corrosion  of  Water  Pipe  by  Sulphuric  Acid," 
Harrison  P.  Eddy. 

This  number  of  the  Journal  also  contains  a  title  page» 
table  of  contents  and  index  for  Volume  H. 
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Current  Discussions. 

DiscuMioii 
Paper.  Author.  Published.  Cloeei. 

"  Federal  Valuation  of  B.  & 

M.  R.  R/'  F.  C.  Shepherd.  Oct.         Jan.   lo 

"  The  Arrowrock  Dam."  C.  H.  Paul.  Nov.        Jan.   lo 

Reprints  from  this  publication^  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


In  addition  to  the  professional  papers  presented  before 
the  Society,  the  Journal  will  hereafter  contain  one  or  two  brief 
narratives  of  interesting  engineering  experiences  of  members 
whenever  they  are  availaMe.  They  may  not  exceed  a  few 
paragraphs  in  length,  and  while  of  such  a  nature  that  they  will 
not  be  suitable  for  presentation  before  the  Society,  they  will 
nevertheless  give  valuable  information.  The  first  of  these 
short  articles  appears  in  this  issue  of  the  Journal. 

Edward  C.  Sherman,  Editor. 


MINUTES  OF  MEETINGS. 

Boston,  Mass.,  November  17,  1915.  —  A  regular  meeting 
of  the  Boston  Society  of  Civil  Engineers  was  held  this  evening 
at  Chipman  Hall,  Tremont  Temple,  and  was  called  to  order  at 
8.15  o'clock  by  the  President,  Mr.  Charles  R.  Gow.  There  were 
present  79  members  and  visitors. 

By  vote,  the  reading  of  the  record  of  the  October  meeting 
was  dispensed  with,  and  it  was  approved  as  printed  in  the 
November  Journal. 

The  Secretary  reported  for  the  Board  of  Government  the 
election  of  the  following  to  membership  in  the  grades  named: 

Members  —  Clayton  Clifford  Alexander  and  Samuel  Aubin 
Nash. 

Associate  —  Theodore  Reed  Kendall. 

Juniors  —  Willard  Gile  Burleigh  and  Thornton  Rice  Sten- 
berg. 
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Memoirs  of  deceased  members  were  presented  as  follows: 
That  of  Past  President  Dexter  Brackett  prepared  by  a  committee 
consisting  of  Messrs.  Frederic  R.  Stearns  and  Charles  W.  Sher- 
man; that  of  Theodore  L.  Keppler  prepared  by  Mr.  Frederic  I. 
Winslow;  and  that  of  Levi  G.  Hawkes  prepared  by  a  committee 
consisting  of  Messrs.  James  E.  Stone  and  Theodore  P.  Perkins. 

By  vote,  the  memoirs  were  received  and  ordered  printed 
in  the  Journal. 

The  Secretary  announced  the  death  of  Ernest  P.  Whitten, 
a  member  of  the  Society,  which  occurred  on  June  17,  1915,  and 
by  vote  the  President  was  requested  to  appoint  a  committee 
to  prepare  a  memoir. 

The  President  reported  for  the  Board  of  Government  its 
recommendation  that  an  invitation  be  sent  to  the  American 
Society  of  Civil  Engineers  to  hold  its  annual  convention  for 
1916  in  the  city  of  Boston,  and  that  a  committee  of  three  be 
appointed  by  the  President,  of  which  he  shall  be  chairman, 
to  have  charge  of  the  matter.  On  motion  of  Mr.  Fay,  the 
recommendation  was  adopted  by  a  unanimous  vote. 

Mr.  Frank  C.  Shepherd  then  read  the  paper  of  the  evening, 
entitled,  "  The  Federal  Valuation  of  the  Boston  and  Maine 
Railroad."  The  paper  was  discussed  by  Wm.  J.  Cunningham, 
assistant  professor  of  transportation  at  Harvard  College;  Mr. 
James  C.  Irwin,  assistant  valuation  engineer,  Boston  &  Albany 
Railroad;  and  Mr.  Hammond  V.  Hayes,  consulting  engineer, 
of  Boston. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary. 

Boston,  Mass.,  November  3,  1915.  —  An  excursion  was 
held  by  the  Sanitary  Section,  Boston  Society  of  Civil  Engineers, 
this  afternoon,  at  5  o'clock,  to  the  new  automatic  sewage  pump- 
ing station  of  the  city  of  Boston,  at  the  comer  of  Albany  and 
Union  Park  streets. 

The  various  details  of  the  building  and  machinery  were 
explained  by  Messrs.  Edgar  S.  Dorr,  Charles  H.  Dodd  and  other 
engineers  of  the  Public  Works  Department. 

There  were  64  present. 
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In  the  evening,  at  8  o'clock,  a  meeting  was  held  in  the 
Society  library,  Tremont  Temple,  at  which  Chairman  Gage 
presided. 

A  very  interesting  illustrated  paper  on  the  **  South  End 
Sewer  System  "  was  read  by  E.  S.  Dorr,  engineer  in  charge. 
Sewer  Service,  Public  Works  Department,  city  of  Boston. 
This  system  includes  the  pumping  station  visited  in  the  after- 
noon. 

There  were  32  present  at  the  meeting. 

Frank  A.  Marston,  Clerk. 


APPLICATIONS  FOR  MEMBERSHIP. 

[December  3,  1915.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members 
endorse  the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Davis,  Thomas  C,  Newton  Highlands,  Mass.  (Age  40,  b.  Walpole, 
N.  H.)  Graduate  of  Worcester  Polytechnic  Inst.,  1899,  civil  engineering 
course.  From  1899  to  March,  1900,  foreman  on  sewer  construction  for  City 
of  Worcester;  from  1900  to  1904,  with  Shiffler  Bridge  Co.,  which  became  the 
American  Bridge  Co.  and  then  the  Pittsburgh  Const.  Co.  during  this  period; 
work  here  included  that  of  designer,  estimator  and  superintendent  of  construe- 
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tion;  from  1904  to  191 1,  with  various  engineering  concerns,  chiefly  as  superin- 
tendent of  construction  or  on  design  of  steel  and  concrete;  is  now  employed 
by  Morrison  &  Young,  contractors,  Salem,  Mass.  Refers  to  C.  M.  Allen, 
H.  P.  Eddy  and  A.  L.  Fales. 

Johnson,  Frank  W.,  Brooklyn,  N.  Y.  (Age  26,  b.  East  Boston,  Mass.) 
Student  for  three  years  at  Franklin  Union,  civil  and  hydraulic  engineering 
courses,  and  for  one  year  at  West  Side  Y.  M.  C.  A.,  New  York;  is  now  student 
at  Brooklyn  Polytechnic  Inst.,  civil  engineering  course.  From  1909  to  1910, 
draftsman  with  Orcutt  Automatic  Train  Stop  Co.,  Boston;  from  April,  1910, 
to  date,  assistant  designing  engineer  with  Ambursen  Co.,  New  York.  Elected 
a  Junior,  March  19, 1913,  and  now  desires  to  be  transferred  to  grade  of  Member. 
Refers  to  J.  W.  Bickford,  H.  L.  Cobum,  C.  H.  Eglee,  W.  F.  Farley  and  E.  H. 
Rockwell. 

Peacock,  Frank  Edward,  Rockford,  111.  (-^e  20,  b.  Rockford,  111.) 
Student  at  Mass.  Inst,  of  Technology,  civil  engineering  course;  was  student 
at  Technology  summer  surveying  camp,  July  to  September,  191 5.  Refers  to 
C.  B.  Breed,  A.  E.  Burton,  G.  L.  Hosmer,  J.  W.  Howard  and  A.  G.  Robbins. 

Snow,  Leslie  Whitmorb,  Boston,  Mass.  (Age  25,  b.  Snowville,  N.  H.) 
Graduate  of  Dartmouth  College,  1912;  graduate  of  Mass.  Inst,  of  Technology, 
dvil  engineering  course,  1914.  Has  had  five  months'  practical  experience 
in  surveying,  and  is  now  with  Woonsocket  Machine  &  Press  Co.  and  Ames 
Plow  Co.  on  system  work  in  plant.  Refers  to  A.  E.  Burton,  W.  H.  Cobum, 
A.  G.  Robbins,  G.  £.  Russell  and  C.  M.  Spofford. 

SoKOLL,  Jacob  Max,  New  Haven,  Conn.  (Age  26,  b.  Kerson,  Russia.) 
Graduate  of  Tufts  College,  civil  engineering  course,  1913.  Was  employed 
temporarily  after  graduation  with  Water  Division,  High  Pressure  Fire  Service 
of  Boston;  and  as  structural  detailer  and  draftsman  with  New  England 
Structural  Co.;  from  Dec.,  1913,  to  date,  timekeeper,  rodman,  engineer  and 
steel  foreman  with  Aberthaw  Construction  Co.  Elected  a  Junior,  December 
I7»  19131  2md  now  desires  to  be  transferred  to  grade  of  Member.  Refers  to 
L.  H.  Allen,  S.  L.  Conner,  J.  A.  Garrod,  A.  B.  MacMillan,  E.  H.  Rockwell  and 
F.  B.  Sanborn. 


LIST  OF  MEMBERS. 


ADDITIONS. 


Kendall,  Theodore  R. 93  Gainsboro  St.,  Boston,  Mass. 

Nash,  S.  Aubin 77  Toxteth  St.,  Brookline,  Mass. 

Stenberg,  Thornton  R 99  Salisbury  St.,  Worcester,  Mass. 

Whitmore,  Harold  C 57  Bartlett  Ave.,  Pittsfield,  Mass. 


changes  in  address. 


Badger,  Frank  S 43  Exchange  PL,  New  York,  N.  Y. 

Balch,  Wm.  H 46  Green  St.,  Boston,  Mass. 
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Blake,  E.  M Hyde  Park,  Mass. 

DoLLiVER,  Henry  F 550  Haverhill  St.,  Lawrence,  Mass. 

DoTEN,  Charles  C Box  345,  Plymouth,  Mass. 

Hbrrick,  Henry  A 201  Devonshire  St.,  Boston,  Mass. 

HoYT,  Laurence  B 168  E.  Emerson  St.,  Melrose,  Mass. 

Jepfers,  Robert  B 121  N.  Fttzhugh  St.,  Rochester,  N.  Y. 

Moore,  Chester  A 95  Pennsylvania  Ave.,  Somerville,  Mass. 

Phelan,  John  J 403  G  St.,  Northeast,  Washington,  D.  C. 

Raymond,  John  W.,  Jr 165  Tracy  Ave.,  Lynn,  Mass. 

SouTAR,  George  P 33  Chestnut  St.,  East  Lynn,  Mass. 

death. 
Whitten,  Ernest  P June  1 7,  1915 


BMPLOYlfENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  aoaHable,  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

305.  Age  23.  Graduate  of  Mechanic  Arts  High  School,  1910;  is  now 
student  in  structural  course  at  Lowell  Inst.  Has  had  more  than  three  years' 
experience  as  draftsman,  including  one  and  one-half  years  with  the  Edison 
Electric  Illuminating  Co.;  eight  months  with  General  Electric  Co.  of  Lynn; 
seven  months  with  Swift  &  Co.,  in  construction  department;  two  months 
with  Aberthaw  Construction  Co.;  and  four  months  with  various  engineering 
concerns.     Desires  position  as  draftsman  or  on  outside  work. 

337'  Age  27.  Received  technical  education  from  evening  study. 
Has  had  eight  years'  experience,  four  years  of  which  were  spent  on  design 
of  engineering  structures,  specializing  in  reinforced  concrete;  experience 
includes  field  work,  inspection,  drafting,  etc.,  on  railroads,  Panama  Canal, 
ocean  terminals,  reclamation  and  irrigation.  Desires  position  along  engineer- 
ing  lines.     Salary  desired,  $125  per  month. 
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LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

XT.  S.  Government  Reports. 

Annual  Report  on  Statistics  of  Railways  in  United  States 
for  1912-13. 

Comparative  Railway  Statistics  of  United  States  and 
Foreign  Countries  in  1912. 

Distribution  of  Magnetic  Declination  in  United  States  for 
January  i,  1915.     Daniel  L.  Hazard. 

Northern  Hardwood  Forest:  Its  Composition,  Growth  and 
Management.     E.  H.  Frothingham. 

Proceedings    of    Naturalization    Reception,    Philadelphia, 

1915. 

Results  of  Magnetic  Observations  Made  by  United  States 

Coast  and  Geodetic  Survey  in  1914.     Daniel  L.  Hazard. 

State  Highway  Mileage  and  Expenditures  to  January  i, 

1915. 

Triangulation  along  Columbia  River  and  Coasts  of  Oregon 

and  Northern  California.    Charles  A.  Mourhess. 

Triangulation  in  West  Virginia,  Ohio,  Kentucky,  Indiana, 

Illinois  and  Missouri.    A.  L.  Baldwin. 

State  Reports. 

Massachusetts.  Annual  Report  of  Highway  Commission 
for  1914. 

Ohio.  Report  of  State  Board  of  Health  of  Study  of  Col- 
lection and  Disposal  of  City  Wastes  in  Ohio,  1910. 

Wisconsin.     Peat  Resources  of  '^sconsin. 

Wisconsin.  Annual  Reports  of  Railroad  Commission  for 
1910-13. 

Municipal  Reports. 

Buffalo,  N.  Y.  Corporation  Proceedings  containing  Re- 
ports of  American  Public  Health  Association  and  of  Rudolph 
Hering  on  Purification  of  Water  Supply. 

Buffalo,  N.  Y.  Annual  Report  of  Bureau  of  Water  for 
1914-15. 
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Lynn,  Mass.  Annual  Report  of  Commissioner  of  Water 
and  Water  Works  for  1914. 

Medford,  Mass.    Annual  Report  of  City  Engineer  for  1914. 

Minneapolis,  Minn.  Official  Laws  Regulating  Construc- 
tion, Alteration,  Maintenance,  Repair  and  Removal  of  Buildings. 

New  Orleans,  La.  Report  to  Sewerage  and  Water  Board 
on  Hurricane  of  September  29,  191 5,  and  Subsequent  Heavy 
Rainfalls. 

Newton,  Mass.  Annual  Report  of  Street  Commissioner 
for  1914. 

Salt  Lake  City,  Utah.  Annual  Reports  of  City  Officers  for 
1914. 

Salt  Lake  City,  Utah.     Appropriation  Budget  for  191 5. 

Miscellaneous. 

American  Society  for  Testing  Materials.  Proceedings  for 
1915.     2  vols. 

Bay  State  Street  Railway  Company:  Report  on  Property 
and  Business,  1915.     Gift  of  H.  S.  Knowlton. 

Boston  Directory,  1914.     Gift  of  W.  B.  Conant. 

Canada,  Department  of  Mines:  Electrothermic  Smelting 
of  Iron  Ores  in  Sweden.     Alfred  Stansfield. 

Chemical  Rubber  Company,  Cleveland,  Ohio:  Handbook 
of  Chemistry  and  Physics,  1914. 

Cooling  Ponds  for  Condensing  Engines.  Lee  H.  Parker, 
President  Spray  Engineering  Co. 

Great  Southern  Lumber  Company:  Select  Structural 
Material. 

International  Irrigation  Congress:   Proceedings  for  1914. 

Keuffel  &  Esser  Company:  Catalogue  of  Drawing  Materials, 
Surveying  Instruments,  etc.,  1915. 

Massachusetts  Peace  Society:  Arithmetic  of  War;  America's 
International  Ideals;  Practical  International  Program;  Agen- 
cies for  Promoting  World  Order.     Jay  William  Hudson. 

National  Fire  Protection  Association:  Fire  Protection  in 
Schools. 

New  International  Encyclopaedia,  vols.  13  to  16,  inclusive. 

Library  Committee. 
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Among  the  big  uplift  movements 
under  way  is  the  filling  in  of  seventy- 
five  acres  of  Boston  Harbor  flats  now 
under  water.  —  Boston  Herald. 


NEW  ENGINEERING  WORE. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

Commonwealth  of  Massachusetts. — Metropolitan  Water 
AND  Sewerage  Board.  —  Water  Works, 

Pipe  Lines.  —  About  80  per  cent,  of  the  work  of  laying 
14370  lin.  ft.  of  60-in.  cast-iron  pipe  in  Commonwealth  Ave., 
between  Prince  St.  and  the  Charles  River,  in  Newton,  has  been 
completed.  The  contractors  are  Andrew  M.  Cusack,  of  Boston, 
and  Charles  A.  Kelley,  of  Somerville. 

Bellevue  Reservoir.  —  The  work  on  the  granite  masonry 
tower,  which  encloses  the  new  steel  tank  (100  ft.  in  diame- 
ter by  44  ft.  high)  on  Bellevue  Hill,  West  Roxbury,  is  completed 
and  the  steel  work  for  the  roof  is  in  place.  About  one  half  of 
the  reinforced  concrete  floor  is  laid,  and  work  is  started  on  the 
terra-cotta  walls. 

Metropolitan  Water  and  Sewerage  Boards.  —  Sewerage 
Works,  —  Work  is  in  progress  on  Sections  105  and  106  of  the 
Wellesley  Extension  Sewer  and  on  the  temporary  outfall  for 
the  Deer  Island  outfall  extension. 

The  contract  for  the  reconstruction  of  the  Maiden  River 
siphon  has  been  awarded. 

Plans  are  nearly  ready  for  Sections  103  and  104  of  the 
Wellesley  Extension  Sewer. 

Metropolitan  Park  Commission.  —  Charles  River  Reser- 
vation, —  Bids  have  been  received  for  building  reinforced  con- 
crete bridge  over  the  Charles  River  at  North  Beacon  St.,  Boston 
and  Watertown,  and  the  contract  awarded  to  A.  G.  Tomasello, 
the  lowest  bidder. 
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Plans  and  specifications  are  being  prepared  for  bridge  over 
the  Charles  River  to  Cwnmon wealth  Ave.,  between  Ne^i:on  and 
Weston. 

Work  of  grading,  surfacing  and  other  work  from  Charles- 
bank  Road  to  Brooks  St.,  Newton  and  Boston,  is  in  progress. 
Rowe  Contracting  Co.,  contractor. 

Work  of  excavating  channel  of  Charles  River  from  Elm 
St.  to  Bleachery  Dam,  Waltham,  is  in  progress.  John  R,  Burke, 
contractor. 

Furnace  Brook  Parkway.  Work  of  construction  of  park- 
way extension  from  Quincy  Shore  Reservation  to  Hancock  St. 
is  in  progress.     John  Cashman  &  Sons  Co.,  contractor. 

Work  of  building  reinforced  concrete  girder  bridge  across 
Blacks  Creek  for  Furnace  Brook  Parkway  Extension  is  in  progress. 
Hugh  Nawn  Contracting  Co.,  contractors. 

Mystic  Valley  Parkway,  —  Work  of  excavating  the  channel 
of  Aberjona  River  from  Boston  &  Maine  Railroad  bridge  to 
Waterfield  St.,  Winchester,  is  in  progress.  Coleman  Brothers, 
contractors. 

Revere  Beach  Reservation,  —  Work  of  constructing  concrete 
shore  protection  from  Bath  House  Shelter  to  Revere  Street 
Shelter  is  in  progress.     Coleman  Brothers,  contractors. 

Directors  of  the  Port  of  Boston.  —  Dry  Dock. — The 
work  under  the  contract  with  the  Holbrook,  Cabot  &  Rollins 
Corp.  for  the  construction  of  the  dry  dock  at  South  Boston  is  in 
progress.  The  contractor  is  cissembling  the  plant  and  at  the 
present  time  is  dredging  the  dry  dock  site  at  the  rate  of  5  000 
cu.  yds.  of  material  per  day. 

East  Boston.  —  The  Directors  received  bids  on  November 
24,  1915,  for  two  contracts,  one  for  building  a  bulkhead  and 
filling  around  the  same  and  the  other  for  dredging  and  filling 
on  state  flats  at  East  Boston.  The  contract  for  bulkhead  and 
filling  was  awarded  by  the  Directors  on  November  29  to  the 
Bay  State  Dredging  and  Contracting  Co.  Under  this  contract 
there  will  be  constructed  about  2  200  lin.  ft.  of  bulkhead  and 
about  170000  cu.  yds.  of  filling.  Bids  were  received  also  from 
Coleman  Bros,  and  from  H.   P.  Converse  &  Co.     The  prices 
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submitted  for  the  bulkhead  ranged  from  $21  to  $23.94  P^^  ^^^' 
ft.  of  bulkhead.  Prices  for  filling  varied  from  18.7c  to  41.5c 
per  cu.  yd. 

The  bulkhead  will  extend  easteriy  from  the  end  of  Maverick 
St.  and  be  constructed  of  6-in.  yellow  pine  sheeting  and  oak 
piles  in  bents  6  ft.  apart,  one  vertical  pile  and  two  spur  shore 
piles  in  each  bent.  Filling  is  to  be  placed  on  both  sides  of  the 
bulkhead  to  an  elevation  of  10  ft.  above  mean  low  water, 
leaving  at  this  elevation  a  berm  10  ft.  wide  on  both  sides  and 
allowing  the  material  to  take  its  natural  slope. 

Only  one  bid  was  received  for  the  other  contract,  namely, 
that  of  H.  P.  Converse  &  Co.,  for  dredging  and  filling,  involving 
the  handling  of  about  i  500  000  cu.  yds.  of  material. 

Dredging,  —  During  the  past  month  there  has  been  dredg- 
ing under  contracts  by  the  Directors  of  about  20000  cu.  yds. 
of  material  for  the  improvement  of  minor  channels  in  the  harbor. 
The  Directors  are  receiving  proposals  for  leasing  of  a  large 
suction  dredging  plant  for  use  in  Boston  Harbor. 

South  Boston.  —  The  Directors  propose  to  grade  D  St. 
between  Fargo  and  Egmont  streets  and  install  a  sewer  in  Fargo 
St.  between  C  and  D  streets.  South  Boston. 

Boston  Transit  Commission.  —  Dorchester  Tunnel, — Section 
D,  including  the  station  in  Dewey  Square,  which  is  to  be  known 
as  "  South  Station  Under,**  the  Hugh  Nawn  Contracting  Co., 
contractor  for  all  heavy  work,  is  practically  done.  The  work 
of  finishing  the  interior  of  the  station  with  tile,  terrazzo  and 
white  cement  plaster  remains  to  be  done  and  is  now  in  progress. 

Section  E  was  described  in  the  October  Journal,  p.  9*. 
The  shield  for  the  easterly  tunnel,  which  was  started  first,  is 
half  way  between  West  First  St.  and  Summer  St.,  and  the  west- 
erly tunnel  shield  is  just  going  under  the  water.  P.  McGovern 
&  Co.  is  the  contractor. 

Section  G  is  located  in  Dorchester  Ave.  between  West 
Fourth  St.  and  Old  Colony  Ave.,  and  is  about  i  280  ft.  long. 
The  structure  is  to  be  mainly  of  reinforced  concrete.  The  work 
includes  a  pump  well  with  an  emergency  exit,  a  ventilating 
chamber  with  an  emergency  exit,  an  open  incline    for  surface 
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cars,  a  6  ft.  6  in.  tidegate  chamber  on  the  B  St.  outfall  sewer,  and 
sewer  changes.    Coleman  Bros,  are  the  cohtractors. 

Section  H  is  located  in  Dorchester  Ave.  and  extends  from 
Old  Colony  Ave.  to  within  about  300  ft.  of  Andrew  Square. 
The  structure  is  to  be  mainly  of  reinforced  concrete,  and  con- 
sists of  a  single-span  double-track  tunnel  excepting  for  about 
200  ft.  at  its  southerly  end,  where  a  middle  wall  will  separate 
the  tracks  in  the  tunnel,  all  to  be  built  by  the  cut-and-cover 
method.  The  work  also  includes  a  pump  well,  an  emergency 
exit  and  sewer  changes.  The  excavation  has  been  nearly 
completed.    The  T.  A.  Gillespie  Company  is  the  contractor. 

East  Boston  Tunnel  Extension,  —  The  Commission's  work 
on  the  E^t  Boston  Tunnel  Extension  is  practically  completed, 
with  the  exception  of  the  Otis  inclined  escalator,  leading  to  the 
street  surface  in  ScoUay  Square,  which  is  being  installed  for 
the  '*  ScoUay  Under  "  Station. 

City  of  Boston.  —  Public  Works  Department,  Highway 
Division,  Paving  Service.  —  Work  is  in  progress  on  the 
following  streets:  • 


Gladstone  St.. 
Mackin  St.. 
Cbapin  Ave . 
Prince  St.. 
Dane  St., 
Elgin  St. 
Glendower  Rd.. 
Montebello  Rd., 
Spring  St.. 
Oakland  St., 
Jones  Ave., 
Rosewood  St.. 
Crdghton  St., 


Walley  St.  to  Upland  St. 
Western  Ave.  to  Waverly  St- 
Mt.  Vernon  St.  to  Preston  Rd. 
Pond  St.  to  the  Arborway. 
Holbrook  St.  to  Orchard  St. 
Centre  St.  to  W.  R.  Branch  R.  R. 
Kittredge  St.  to  Poplar  St. 
Forest  Hills  St.  to  Wahiut  Ave. 
At  hospital  grounds. 
River  St.  to  Rockdale  St. 
Mascot  St.  to  Ballou  Ave. 
Oakland  St.  to  Randolph  Rd. 
Centre  St.  to  Day  St. 


Artificial  stone  sidewalks. 

BituUthic 

Tar  macadam. 

Asphalt. 

Asphalt. 

Asphalt. 

Asphalt. 

BituUthic. 

Fence. 

Asphalt  macadam. 

Asphalt. 

Asphalt. 

Artificial  stone  sidewalks. 


The  Fore  River  Shipbuilding  Co.,  Quincy,  Mass.,  has  the 
following  work  in  progress: 

Twenty-seven  submarine  boats. 

Oil  tankers  Texas  and  New  York. 

Cargo  vessel  Cubadist. 

Freight  steamers  Edward  Luckenbach  and  Julia  Luckenbach. 

Molasses  steamers  Sucrosa  and  Mielero. 

Two  freight  steamers  for  the  Texas  Company. 
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